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General Introduction 


American Chemical Society Series of 
Chemical Monographs 

By arrangement with the Interallied Conference of Pure and Applied 
Chemistry, which met in London and Brussels in July, 1919, the Amer¬ 
ican Chemical Society was to undertake the production and publication 
of Scientific and Technologic monographs on chemical subjects. At the 
same time it was agreed that the National Research Council, in cooper¬ 
ation with the American Chemical Society and the American Physical 
Society, should undertake the production and publication of Critical 
Tables of Chemical and Physical Constants. The American Chemical 
Society and the National Research Council mutually agreed to care for 
these two fields of chemical development. The American Chemical Society 
named a.s Trustees, to make the necessary arrangements for the publica¬ 
tion of the monographs, Charles L. Parsons, secretary of the society, 
AVashington, D. C.; the late John E. Tccple, then* treasurer of the society, 
Now York; and the late Professor Gcllert Allcman of Swarthmore College. 
Tlie Trustees arranged for the publication of the A.C.S. scries of (a) 
Scientific and (b) Technologic Monographs by the Chemical Catalog 
Company, Inc, (Remhold Publishing Corporation, successors) of New 
York. 

The Council of tiic American Chemical Society, acting through its 
Committee on National Policy, appointed editors (the present list of 
whom appears at the close of tins introduction) to select authors of com- 
petent authority in their respective fields and to consider critically the 
manuscripts submitted. 

The first monograph of the scries appeared in 1921. After twenty- 
three years of experience certain modifications of general policy are in¬ 
dicated. In the beginning there still remained from the preceding five 
decades a distinct though arbitrary differentiation between so-called 
"pure science” publications and technologic or applied science literature. 
This differentiation is fast becoming nebulous. Research in private enter¬ 
prise has grown apace and not a little of it is pursued on the frontiers 
of knowledge. Furthermore, most workers in the sciences are coming 
to see the artificiality of the separation. The methods of both groups 
of workers are the same. They employ the same instrumentalities, and 
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now frankly recognize that their objectives arc common, namely the 
search for new knowledge for the service of man. The ofliccrs of the 
Society therefore have combined the two editorial Boards in a single 
Board of twelve rci)rcscntativc members. 

Also in the beginning of the series, it seemed expedient to construe 
rather broadly the definition of a monograph. Needs of workers had to 
be recognized. Consequently among the first ono hundred inonogniphs 
appeared works of the form of treatises covering in some instances ratlier 
broad areas. Because such necessary works do not now want for pub¬ 
lishers, it is considered advisable to hew more strictly to the line of the 
monograph chavacter wducli moans more complete and critical ii’catment 
of relatively restricted areas, and vdierc a broader field needs coverage, 
to subdivide it into logical sub-areas. The prodigious expansion of now 
knowledge makes such a change expedient. 

These monogji'aphs are intended to serve two jirincipal purposes: first,•• 
to make available to chemists a thorough treatment of a selected area in* 
form usable by persons working in more or less unrelated fields to the end 
that they may correlate their own work with a larger area of ])hysical 
science discipline; second, to stimulate further research in the specific 
field treated. To implement this purpose the nutliors of monographs are 
expected to give extended references to the literature. Where the liter¬ 
ature is of such volume that a complete bibliography is impracticable, 
the authors are expected to append a list of references critically selected 
on the basis of their relative importance and significance. 
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Foreword 


Tho pressing demands of war have always served as a stimulus to 
research and development in the field of Science. The recent conflict, com¬ 
ing as it did at the time of our entrance into what has been termed the 
"Age of Science,” imposed particularly heavy demands upon the technical 
ability of our scientists to discover and develop new instruments of war¬ 
fare and corresponding protective devices. 

Our early experiments focused attention upon the desirability of de¬ 
veloping suitable methods for rendering military fabrics resistant to flame 
propagation. A preliminary survey of existing flame-retard ant treatments 
indicated the need for basic research on the general subject of flameproof¬ 
ing, Research has been defined as: "studious inquiry; usually, critical and 
exhaustive investigation or experimentation having for its aim the revision 
of accepted conclusions, in the light of newly discovered facts.” In nearly 
every instance the jirobloms facing the Armed Services were approached 
along the avenues of research in the firm belief that herein lay the quickest 
and most satisfactory solution. Certainly, in the search for suitable 
methods of flameproofing cot ton fabrics intended for military usage, a 
thorough understanding of the fundamental mechanisms involved has led 
to a wholesome revision of previous concepts and a clearer recognition of 
the potentialities of available processes. In addition to meeting specific 
military needs, the rc.scarches conducted represent the first extensive 
study of the fundamentals of flameproofing and have laid a firm founda¬ 
tion upon which future investigations may be based. The success of the 
research programs undertaken is attributable to the cooperation and pgr- 
severnneo of those actively engaged therein, both in civilian and military 
capacities. 

In agreement with the proposition of Thomas Hobbes, that "the main 
])ui’po.'^o of science is Die tying of facts into bundles,” it was felt that the 
experiments performed and tlic findings thereof should be collected and 
])resonicd to the interested pulilic With that in mind, this monograph on 
"Flamcjiroofing Textile Fabrics” was prepared 

Georges F. Doriot 
Bngaflier General, U S.A. 

Director, Military Planning Division 

Office of the Quartermaster General 
IFar Department 
Washington, D. C. 

March, 1947 
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Preface 



The need for practical methods of combating fabric inflammability was 
brought forcibly to the attention of many branches of the Armed Services 
upon our entry into World War II. Programs were initiated in many serv¬ 
ice laboratories with the intention of investigating the practical applica¬ 
tion of flameproofing treatments to various military fabrics. 

Initially, Quartermaster Corps activities in the field of flameproofing 
were concentrated upon the application of flame-retardant finishes to 
tentage duck. At the same time, similar programs dealing with the flame¬ 
proofing of fabrics were in progress in other service laboratories. The 
Army Corps of Engineers at the Engineer Board, Fort Belvoir^ Virginia, 
was engaged in the development of commercial as well as field impregna¬ 
tion methods for the treatment of camouflage netting. The Navy at the 
Industrial Test Laboratory, Naval Shipyard, Philadelphia, Pennsylvania, 
pursued a similar investigation of the flameproofing of life jackets. The 
Chemical Warfare Service Development Laboratories at the Massachu¬ 
setts Institute of Technology, Cambridge, Massachusetts, investigated 
suitable methods for the flameproofing of summer flying suits for Air 
Corps personnel. During the North African campaign it became apparent 
that fire-resistant finishes should be available for general use on clothing 
fabrics. 

In view of the fundamental nature of the research which it was evident 
would be required to attain a satisfactory solution of this problem, the 
Research and Development Branch, Military Planning Division, Office 
of the Quartermaster General, requested the National Academy of Sci¬ 
ences to initiate a researcli program. Accordingly, in October, 1943, the 
National Research Council of the Academy contracted with Columbia 
University for the establishment of a research project in the Department 
of Chemical Engineering on the subject “The Flameproofing of Army 
Clothing.” 

The results of these researches, conducted over a period of a little less 
than three years, are being made available to the general public in this 
volume. In addition, the rojiort includes a great deal of related information 
on the general subject of flamSproofing which was obtained through other 
Quartermaster Corps programs and research projects in other service 
laboratories. 

It is believed that making this information generally available will 
stimulate further research in the field, particularly that of a more funda¬ 
mental nature. Furthermore, it will greatly advance the knowledge of 
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other investigators working along the same lines, In this way, it should be 
possible to obtain^ within a relatively short time, even better flaine-ro- 
tnrdant finishes for military fabrics tlian are known today as a result of 
wartime researches. 

It was felt particularly desirable to publish this volume at this time in 
order that the results of Uie various investigations might be recorded soon 
after completion of the experimental programs and to avoid any pos- 
.sibility that tlic information would not be disseminated in a consolidated 
form. Furthermore, recent legislation pertaining to the fire hazard of 
textiles now under consideration in various state legislatures as well as in 
Congress emphasizes the importance of making this material available as 
a matter of public safety. 

The subject matter of this book has been presented as a comprehensive 
survey of the subject of flameproofing textile fabrics rather than in the 
form of a technical report of the investigations carried out. The material 
has accordingly been divided into three general sections which consider in 
turn the fundamental mechanisms of the thermal degradation of cellulose 
and the chemical or physical phenomena of flameproofing; the methods 
employed in the processing and evaluation of flameproofed fabrics; and 
the various applications which exist for flame-retarding treatments in the 
field of textile fabrics. This type of presentation should enable the reader 
to become familiar with the types of retardants available, the function of 
those agents in the prevention of flaming and glowing, and the methods l>y 
which they are applied and evaluated before attempting to appreciate the 
differences in performance when applied to fabrics. 

Chapter I serves as an introduction to the subject of flameproofing An 
attempt has been made to clearly define tlie objectives of flamcproofing 
treatments, the requirements which might be set up for an ideal treatment, 
and the variables influencing the effectiveness of a flamcproofing agent. A 
glossary of terms has also been included with the intention that the con¬ 
fusion which currently exists in the nomenclature employed in discussions 
of flamcproofing would be avoided, at least in the interpretation of the 
subject matter of this volume. 

In Chapter 11, the nature of cellulose is reviewed briefly followed by a 
thorough discussion of its normal degradation reactions, It was thought 
that this background was necessary in order to attack the more complex 
problem of high temperature degradation, The reader is then introduced 
to the thermal degradations of cellulose at elevated temperatures and the 
nature of the decomposition products obtained. The influence of flame- 
retardant materials upon the formation of these products is proposed as 
one of the primaiy effects of flamcproofing. 

The fundamental causes of the prevention of both after flaming and 
afterglow arc considered in Chapter III. In this case the mechanisms 
which have been commonly proposed in the literature on the subject are 
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presented along with more recent theories which possess a firmer founda¬ 
tion in experimental fact. 

The purpose of Chapter IV is to thoroughly acquaint the reader with 
the test methods commonly employed in the evaluation of flameproofed 
fabrics. In some cases, the tests described are specific for fabrics intended 
for military purposes and would not be widely applicable in the textile 
industry. Many of th'e tests included, however, have been developed or 
improved in the course of war research projects and may warrant a more 
widespread usage. 

Chapter V is intended to present a survey of the general types of treat¬ 
ments available, the variables which exist in the application of these 
agents to the fabric, and the industrial processing techniques employed in 
commercial practice. The value of this section has been enhanced by the 
inclusion of adequate experimental data to illustrate the effects of the 
variables discussed. 

In Chapter VI, the relative efficiencies of many of the better available 
treatments are compared in regard to their suitability for use in the 
processing of military uniforms. The criteria employed include not only 
laboratory evaluation techniques but also practical wearing tests. 

A similar comparison of flaraeproofing treatments and their applica¬ 
bility for use on military fabrics other than articles of clothing is made in 
Chapter VII. Included in this group is a consideration of flameproofed 
tentage fabrics which probably represent the 2:)rincipal application of 
flame-retarding treatments in the textile industry to date. 

The final chapter on civilian applications (Chapter VIII) points to the 
need for an effective and durable flameproofing treatment. In addition, 
current restrictions and proposed legislation are discussed along with the 
question of implied warranty. 

The book includes as many of the different flameproofing treatments 
and as much of the available data as could conveniently be considered. An 
attempt has been made to group tlic flameproofing agents according to 
the manner of their performance and select the data which would best 
illustrate the points discussed. 

Thougli the publication of information of this type in the form of a 
collaborative volume possesses many obvious disadvantages, the scope of 
the subject matter as originally envisioned and the time allotted for com¬ 
pletion made it highly impractical for any one person to write the book in 
its entirety. Furthermore, since the experimental work described was 
carried out in several different government and industrial laboratories, 
having one of the individuals closely connected with the original investiga¬ 
tion contribute the write-up of the experiments performed helps to insure 
that valid conclusions are drawn on the data obtained and serves as an 
acknowledgment of the contributions of the individual or organization. 

The selection of authors was generally made on the basis of those best 
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qu&lifiGd ftnd &t the same time best ftble to submit their contributions 
within the allotted time. In many cases the task was difficult since many 
of the individuals considered were already overburdened with the respon¬ 
sibilities of their regular positions. The response to the invitations was 
gratifying, however, and those who refused were prompted to do so by the 
pressure of previous commitments. 

Since the majority of the work described was performed under govern¬ 
ment contracts and many of the contributors were in the employ of various 
government agencies, it was felt to bo improper to allow royalties to accrue 
to the authors, Instead, all royalties have been applied to a reduction in 
the purchase price of the book. This is wholly in accord with the original 
objective of making the subject matter available to the greatest number of 
interested persons. 

The editor wishes to express his sincere appreciation to the several 
authors. In every instance they cooperated to the full extent of their 
ability despite other heavy demands upon their time. In addition, I am 
deeply indebted to the members of the editorial board who were mutually 
charged with the organization of the subject matter and selection of 
authors as' well as the editing and compiling of the manuscript itself. 
Without the cooperative effort of this group the task would have been all 
but impossible. 

Special appreciation is due Miss Charlotte Yater whose familiarity with 
the subject matter considered rendered her particularly suited to the task 
of preparing and compiling manuscripts and also assisting in the reading 
of proof. 

The preparation of the subject index was carried out by Miss Cynthia 
Berlow. 

Graphs and illustrations in the text were prepared by Prof. Frank H. 
Lee of Columbia University. 

Grateful acknowledgments are extended to the many others who have 
contributed to the preparation of this book in any way and to tlioso 
individuals to whom wo arc all indebted for carrying out the actual labora¬ 
tory investigations. Special mention should be made of Dr. Milton Harris, 
Dr. M. W. Sandholzcr, and Mr. K. S. Campbell who contributed advice 
and criticism on the contents of some sections. 

Further acknowledgments are also due to many individuals in the Hc- 
scarch and Development Branch of the Office of the Quartermaster Gen- 
oral and to the National Ecseareh Council Committee on Quartermaster 
Problems of the National Academy of Sciences for their interest and 
cooperation. 

Robert W. Little 

New York, New York 
June, 1947 
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Chapter 
Flameproofing Defined 

James M, Church 

Development of Flameproofing. Ever since the beginning of man, 
he has boon actively engaged in seeking improvements in his existence 
both from a personal standpoint as well as in the interest of the welfare 
of otlicrs. Included in man's pursuit of happiness down through the ages 
has been his persistent search for some means of combating fire, which 
has destroyed some of his most priceless possessions and at times has left 
him destitute, causing loss of life, home and property. During the advance 
of the civilization of man we note his progress in this respect, mainly 
tlirough methods of control. The first attempts were confined to the de- 
veloinncnl and use of materials which would withstand the action of fire 
anti have finally culminated in the construction of our present-day fire- 
])roof buildings and structures. Of the many fire-resistant materials dis¬ 
covered and perfected by man, none have been found suitable for protec¬ 
tion in the form of clotiiing. The natural fibers which have been used for 
ages, spun and woven together into fabrics, arc all combustible to varying 
degrees, but othervvi.se possess those cliaractcri.stics of warmth, wear, flexi¬ 
bility and beauty wliich arc paramount for clothing purposes. With the 
advent of man-inmle fibers, it has been the aim of the scientist to perfect 
tlie ideal fiber wlucii also includes the de-^ired fire-resistant qualities. In 
some respects tliis has been accomplihlicd to the extent of developing 
syntlietic fabrics of much greater resistance to fire than some of those 
made from natural fibers. 

The recent world war with its holocaust of destruction by fires originat¬ 
ing from incendiaries, flame throwers and the use of highly combustible 
fuels brought about a greater renewed effort by the scientists to find better 
means of protection again.‘?t fires which cause ignition of the clothing and 
result in burn casualties. The modern type of warfare with its mechanized 
armored machines brought with it new dangers to the military jicrsonnel, 
which in the early days of the war resulted in high loss of life and dis¬ 
abilities. 

The results of scientific researches carried out during war times for the 
protection of military personnel inevitably find ready uses in the peace¬ 
time civilian life to follow. This will undoubtedly be true in the case of 
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flameprooling. Local, state and federal legislation in tlie interest of public 
safety are already demanding greater fire protection from the use of 
clothing and interior fabrics, in order to avoid tlio calamities which are 
reported almost daily in the press due to injuries sustained from fires 
originating from combustible fabrics. In this modern scientific age man is 
now prepared to offer some definite solution to this perplexing problem, by 
incorporating with the fibers chemicals which will greatly retard their 
combustibility and thus prevent ignition of the fabric. 

What Is Flameproofing? The term ''fimncproofing'’ would imply the 
employment of some method to prevent the ignition of a combustible 
material, thus restricting its destruction by flame. However, throiigiiout 
the literature op this subject, there is still considerable confusion between 
such terms as "fireproofing,” "flameproofing,” “flame-resistant,” "non¬ 
glowing,” etc,, even to the extent of using some of these interchangeably. 
Since there exist degrees of combustibility of materials, it would seem 
best to define these in a general way to limit the degree of combustion 
within a specified range. When describing a material as "fireproofed,” the 
use of this term should convey the meaning of total resistance to destruc¬ 
tion by fire and should not be used with any of tlie lower fire-resistant 
types of materials. Likewise in the case of a material which docs not with¬ 
stand the action of fire without some change in its pliysical state, but docs 
prevent self-combustion once the igniting source has been removed, the 
term "flameproofed” would be applicable in its description. The lesser 
fire-resistant materials which do not burn too readily may likewise be 
characterized as "flame-resistant,” 

One charnctoristio of cellulosic materials different from most combus¬ 
tibles is their tendency to be consumed, after the flame has been extin¬ 
guished, by a glowing, non-flaming type of combustion. Tliis raises the 
question in characterizing the inflammability of combustible types of 
cotton goods whether one should not differentiate between flaming and 
the glowing tendencies during combustion of the fabric. In the case of 
certain flameproofing treatments which have been applied to the fabric in 
order to reduce its susceptibility to combustion, it is possible to render tlie 
cloth fairly flame-resistant and yet it will be consumed by an afterglow 
which persists even after the source of the heat or flame has been removed 
In some respects this afterglow may prove to be of more serious conse¬ 
quence than the flaming usually associated with fires. The heat rc.sulting 
from afterglow is in most cases more intensive than the flame, resulting in 
serious damage and injury, besides the possibility that it might produce 
renewed flaming. Therefore in the use of the term “flameproofing” as ap¬ 
plied to fabrics, it should imply not only resistance to continued flaming 
but also include the absence of any afterglow. Tn other words, both non- 
flaming and non-glowing should be included in the term “flameproofing” 
when used to characterize any cellulosic or otlier material capable of 
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being consumed by a glowing type of combustion. For a practical use of 
this term, in evaluating such materials, it is desirable to define the amount 
of afterfiaming and afterglow, rather than attempt to make its use limited 
to those materials which exhibit absolutely no tendency toward either, 
since in most instances a slight amount is evident but does not persist for 
any appreciable time. 

Furthermore, in carrying out ilame test measurements of fabric com¬ 
bustibility, the recognition of a slight afterflame or afterglow is often de¬ 
pendent upon the person performing the test. A flame or glow of a fraction 
of a second’s duration is often confused with optical after-images or with 
the light emanating from the incandescent carbon filaments during the 
brief cooling period. The latter phenomenon should not be confused with 
the progressive, exothermic oxidation of the char. 

For these reasons a fabric is regarded as flameproofed if it shows no 
afterfiaming of a measurable amount, and no afterglow in excess of four 
seconds after the flame has ceased. To differentiate between fabrics which 
may be resistant to one but not to the other, the terms “flame-resistant” 
and “glow-resistant” may be applied individually, but should be further 
characterized by denoting, in terms of seconds' duration, the degree of 
resistance offered in both respects. 

Classification of Flame Retardants. Since flameproofing agents are 
chemical .substances it is only natural that any attempt at a classification 
would include a grouping according to similarities m their chemical struc¬ 
ture. This would permit listing various types of phosphates, sulfates, 
horatc.s, sulfamates, salts of zinc, antimony, tin, or other similar com¬ 
pounds together for a convenient chemical classification This, however, 
is found to be of little use from a practical standpoint since various coin- 
poimfls of the same type behave entirely differently as fire retardants. 
This is brought out forcibly m the comparison of the various phosiihates, 
which in the case of the weaker basic salts are efficient flameproofing 
agents but with the stronger basic salts such as tri-sodium phosphate or 
lliG more insoluble metallic phosphates the latter are very ineffective 

From the preceding discussion of the terms to be applied in characteriz¬ 
ing file degree of flamcproofing to be obtained by the use of various re¬ 
tardants, one might be inclined to group the flameproofing agents into 
classes according to whether they exhibit complete flame and glow-retard¬ 
ing tendencies, or perhaps only a partial flame and glow resistance. Such 
a cla.ssification leads to confusion in borderline cases of retardants which 
under some circumstances may be effective flameproofing agents when 
employed in certain combinations, but which under less favorable circum¬ 
stances offer only a weak resisting action toward the combustion of the 
fabric by flame or glow. Unless a close distinction is permitted in the re¬ 
quirements set up for the various classes, it would be likewise rather diffi¬ 
cult to determine whether a given retardant is of the “flameprooftng” or 
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the "flnme-resistant" type, in such borderline cases. Therefore any clas¬ 
sification based upon the performance of a flame-retardant chemical must 
be restricted to a general grouping and as such becomes useful in char¬ 
acterizing the various agents according to whether they possess good flame- 
proofing or glowproofing qualities or whether they arc of the milder typo 
of ilnmc-resistant or glow-resistant agents, 

One of the most useful classifications for a practical flameprooflng of 
textile fabrics is one which is not based on their relative cITecUvencss, but 
rather upon their durability in offering continued resistance to the infinm- 
mability of the fabric during its use. Any worthwhile commercial treat¬ 
ment would require not only an initially effective flameproofing but one 
which would be capable of some resistance toward any action tending to 
remove it or destroy its cfTcctiveness, Such a classification would iicrmit 
listing the different flame proofing agents or treatments as citlior (1) tem¬ 
porary, (2) semi-durable, or (3) permanent. The first class Avould include 
the water-soluble retardants, which for the most part are higlily efficient 
but are readily removoct by a simple immersion in water, thus destroying 
their effectiveness. The second class, on the other hand, would include 
those capable of withstanding the action of a water leach but which arc 
easily removed or destroyed by stronger solutions of salt or soap as en¬ 
countered in sea water immersion or laundering operations. The last and 
more durable type are those agents which will resist the action of tlic 
stronger leaching solutions within a reasonable degree and thoi'cfore, with 
certain precautions ns to the severity of the treatment, can be depended 
upon to offer continued protection to the fabric in preventing complete 
combustion by flame, Standard leaching tests arc now available for evalu¬ 
ation of tho various flnmcproofing agents according to their pennaiK'ncy 
as defined above. This is accomplished by merely limiting the type of 
leaching solution for the three classes to (1) ordinary tap water, (2) <li- 
lutc salt and mild neutral soa)) solutions, and (3) common commercial 
soap solutions as employed in commercial laundering practice. The exact 
conditions of each leaching test can bo readily defined in terms of tem¬ 
perature and duration of leach required before effectiveness of the flume¬ 
proofing is impaired. 

Further considerations of a suitable classification of flame retardants 
might well include some specification of requirements based upon the ef¬ 
fectiveness obtained from a given amount of tho chemical, or the rcvor.se 
in terms of the quantity of retardant necessary to produce a given degree 
of flameproofness. The latter is perhaps tho most convenient standard to 
adopt since it offers a suitable comparison of the relative effectiveness of 
the various agents on a weight or per cent add-on basis. Minimum require¬ 
ments for effective fiameproofing agents can therefore be established in 
terms of the add-on required to produce a minimum after flaming, after¬ 
glow and resulting char area as measured by tho standard flame tests. 
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Formerly, the flame test requirements for treated fabrics in general al¬ 
lowed for a short two-second afterflaming and a maximum char length of 
3.5 in dies but no measurement of afterglow was made. More recent de- 
vcloiimcnlSj particularly in the adaptation of flameproofing treatments to 
clothing fabrics, whore the performance requirements might well be more 
severe, have necessitated raising the flame tost specifications. 

In the case of the Vertical-Bunson burner flame test the standard re¬ 
quirements for acceptable treatments have now been established as (1) no 
afterflaming, (2) less than 4 seconds' afterglow, and (3) less than 3.6 
inches of char length. In adhering to this specification in adopting the 
45®-Microburner flame test as the preferred standard, the requirements on 
a comparative basis would be much the same, namely, (1) no after¬ 
flaming, (2) less than 4 seconds' afterglow, and (3) less than 2.5 square 
inches of char area. The quantity of retardant required for the treatment 
of a fabric to meet the above flame test specifications might then be con¬ 
sidered as the "minimum effective add-on" and could be used for com¬ 
parative purposes in the evaluation of flameproofing agents. 

Other Factors Affecting Flameproofing Efficiency. In addition to 
the effectiveness of the fire retardant as discussed in the foregoing section, 
llicre arc several other factors which greatly affect the efficiency of the 
flameproofing treatment. The first of these is the type and structure of 
the fabric to be treated. The majority of the considerations of this volume 
liavc been confined to the flameproofing of cellulose fabrics. Tins type of 
fabric constitutes the great majority of the textile fabrics either in the 
foi'in of cotton goods or the regenerative type of rayon Furthermore, cel- 
hih).v(‘ is one of the more combustible types of fiber and would tlierefore 
warrant more .serious considerations of possible methods of flameproofing 
than pcM’liaps most of tlie other fibers However, this does not preclude the 
jiossibihly that many of the treatments discussed here are equallv ap¬ 
plicable to falirics ivovcn from otlicr natural or synthetic fibers Since, 
however, tlic nicclianisms governing flameproofing phenomena arc con¬ 
cerned chiefly with chemical reactions involving pyrolysis and combus¬ 
tion, it is logical to conclude that changes in the chemical structure of the 
fiber might well radically alter cither the rate or direction of the reaction 
and rc.suIt in less effective flameproofing with a given retardant or treat¬ 
ment. For this reason the processing of other types of fabrics for an effi¬ 
cient flameproofing may present an entirely different problem which may 
or may not require a different method of approaeii for solution. 

In similar fashion, variations in the weight and weave of the fabric 
introduce corresponding variables in application of effective flameproofing 
agents. In the case of cotton goods, these factors concern themselves 
mainly with the amount of retardant required and the conditions for ap- 
jflication for an effective flameproofing treatment. This conclusion is based 
upon the fact that the components of cellulose and fire retardant are com- 
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mon to all types of cotton fabric, and if intimate contact of the two is 
obtained in the treatment, the underlying requirements of the flame¬ 
proofing mechanisms are satisfied. 

Another of the factors affecting the degree of flameproofness obtained 
from a given fire retardant is inferred in the above discussion. This is 
concerned with the conditions employed in the treatment of the fabric 
with the flameprooflng agent. From a consideration of the mechanisms 
evolved for explaining flameproofing phenomena it would follow that the 
main object of any treatment should be'to achieve a uniform and intimate 
distribution of tlie retardant within the fabric in close contact with the 
individual fibers. This is evident from the fact that the water-soluble 
agents afford a maximum deg^ree of fiaraeproofing with a minimum amount 
of retardant. Here the highly dispersed solution of the agent permits a 
complete and thorough distribution of the ciiemlcal within the fabric 
structure. In the case of the less soluble retardants, the large particle sizes 
very definitely limit the possibility of uniform and intimate distribution, 
and this is accountable, at least in part, for the fact that much greater 
amounts of these agents are required to obtain an equally effective treat¬ 
ment. Therefore thoughtful consideration sliould be given in the applica¬ 
tion of any chosen flamoproofing agent to a given fabric which will include 
a selection of the best conditions and methods possible for the treatment 
in order to achieve this ultimate object. In many instances the only ap¬ 
proach, with due regard to the physical properties of the fiaraeproofing 
compound, is one of a systematic investigation of tlie variables to be en¬ 
countered in the treatment or method by trial and error typo of experi¬ 
mentation. 

Most of the treatments and field testa reported here were made wUli an 
8,5-oz. olive drab herringbone twill which constitutes a high porcenLage of 
military uniforms in the form of combat and fatigue suits and coveralls. 
In investigating the effects of the added ingredients of dye, sizing ami 
extraneous matter occurring in the finished cloth it was found tlinl liicso 
were mainly of a minor consequence in the cfTectivcncss of the flame¬ 
proofing agents, provided the treatment allowed for an intimate and uni¬ 
form distribution of the agent. Actually in testing grey goods, dyed goods 
and sized fabrics, these ingredients were found to contribute slightly to 
the flameproofing qualities of the treated fabric. In other words, the 
natural pectin, wax or resin present in the original fabric, or the added 
dye and resin employed in the finishing of the fabric are in reality flame- 
proofing agents of a low order, These substances, however, interfere in 
some instances with the effectivonoss of the treatment by rendering the 
fabric less acceptable to the flameproofing agent. This is particularly true 
in the case of sizing components whicli in most cases should be removed 
by a preliminary desizing treatment prior to the flameproofing treatment 
in order to prepare the fabric in a more absorptive state. After the flame- 
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proofing treatment the sizing may be restored for efi 
cloth but should be applied in such a way as not to 
tion of the flameproofing agent. 

In many regards the 8 . 6 - 02 . desized herringbone tv 
type of cotton fabric for adoption as the standard for evaluation of flame¬ 
proofing treatments. Its texture and weight may be considered as typical 
and representative of the majority of cotton fabrics for consumer use. It 
is therefore suggested that this type of cotton cloth be adopted as the 
standard testing fabric for all flameproofing specifications in evaluation 
tests. 

Ideal Characteristics of Flameproofing. The most desirable flamo- 
proofing agent would be one which could be easily applied to a fabric, 
preferably in a finished form ready for use, and would render that fabric 
permanently flameproofed without appreciably altering the fabric char¬ 
acteristics for consumers' use. This definition of an ideal flameproofing 
agent might at first glance not appear too unreasonable but further analy¬ 
sis would show it to be highly idealistic in view of present-day facts con¬ 
cerning flameproofing. And yet it serves its purpose in presenting an ulti¬ 
mate specification for flameproofing, which will challenge those attempt¬ 
ing improvements toward a more satisfactory solution of this problem. It 
is not wholly improbable that such a flameproofing agent may some day 
be discovered, for science does not recognize any situation as being impos¬ 
sible regardless of its difficulties. Only by means of a thorough under¬ 
standing of the problem in all of its aspects will scientists of the future 
aehieve this coveted goal, and it is to this purpose that the following dis¬ 
cussion of the fullest meaning of these ideal specifications is dedicated. 

Kasc of application has been the one requirement, in addition to a high 
<legrcc of cfTcetivencss, that has made the wator-solul)lo agents so popu¬ 
lar, even though they are readily removed by the slightest leaching action 
and are apt to jiroduce a deleterious effect to weaken tlic fabric strength. 
In terms of permanency, the better of the agents are the most diflieult to 
apply, which would make it appear that ease of application and per¬ 
manency do not go hand in hand The requirement of durability inelndcs 
many factors and is not confined to launclerability alone although this 
factor has been of major importance. Permanency against the conditions 
of aging and storage and against the action of salt spray or salt W'atcr is 
sometimes more difficult to attain with certain agents than protection 
against laundering. Excessive humidity and temperature, as encountered 
in tendering tests, may tend to destroy the flameproofing treatment, ns 
well as impair the strength of the fabric through the decomposing action 
of the agent. In the application of the more permanent types of flame- 
pi’oofing agents, it has been found necessary to employ an excessive 
amount of the retardant in order to obtain an effective treatment. In 
doing so, not only is the weight of the fabric increased appreciably but 



FLAMEPROOFING DEFINED 


10 

usually the hand is greatly impaired. As might also be expected in such 
cases, excessive amounts of the treatment may affect the permeability of 
the fabric. In this regard both air and vapor transmission arc important, 
otherwise clothing fabrics are certain to produce discomfort to the wearer 
by causing excessive heat loads for lack of proper heat transmission. In 
most cases of clothing fabrics, nontoxicity of the chemical retardant is a 
necessary prerequisite. Not only mxist the treatment not contain harmful 
chemicals but the treatment itself must not induce any harshness to the 
fabric finish which might cause a rash or dermatitis condition upon the 
skin of the wearer. Since textile fabrics for consumer use rcqiurc other 
treatments and finishes, any acceptable flamcproofing trcalmenl must bo 
compatible with the others. In the matter of elTicient flamcproofing from 
the use* of chemical retardants, only those which will limit the inflam¬ 
mability of the fabric to the extent of no afterflaming and a minimum of 
afterglow can be regarded as of major importance. An added rcquircincnt 
might also include that the char resulting from the limited combustion of 
the fabric be of a substantial type which will contribute some protection 
against further exposure to the flame source. Such chars liavc been shown 
to offer a considerable degree of insulation. 

In summary, the following requirements should bo considered in the 
selection of any flamcproofing agent or treatment: 

k A minimum effective add-on to avoid both an excessive increase in 
the weight of the fabric and tiie imparting of a poor hand to the fabric. 

2. Means of easy application to the fabric, which may permit its use 
directly with garments or consumer goods. 

3. A reasonable permanency of the treatment toward tlio loacliing 
action of water, salt and soap solutions, and dry-cleaning solvents. 

4. Freedom from any deleterious action upon storage oi' during condi¬ 
tions of use which may cause a decrease in the fabric strcnglli Utroiigli a 
tendering action. 

5. No appreciable decrease in the permeability of tlic fabric as meas¬ 
ured by both air and vapor transmission. 

6 . Compatibility of the trcntmeiifc with other treatments used in the 
finishing of the fabric. 

7. Avoidance of any physiological action of the retardant on the skin, 
both in the treatment and wear of the fabric. 

8 . A flameproofing efficiency which prohibits the propagation of any 
flame and any appreciable afterglow, resulting in a charred fabric which 
still retains considerable of its strength characteristics. 
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Glossary of Flameproofing Definitions. The following general terras, 
to be encountered throughout this volume, are listed here with their defini¬ 
tions for a ready reference and a better understanding of the full meaning 
of flameproofing as discussed in the following chapters oi this book, 

Add-on —Weight increase of fabric due to absorbed flameproofing agent 
or solution after treatment. Usually applied to the dry weight basis, 
otherwise termed "pickup." 

Afterjlame —The time in seconds which the fabric flames after the source 
of flame has been extinguished. 

Afterglow —The time in seconds which the fabric glows after all flaming 
has ceased. 

Char Area —The blackened area resulting after all flaming and glowing 
have ceased. Usually well defined and easily measurable by use of a 
planimeter. 

Char Length —Used only in the Vertical flame tests and represents the 
furthest distance of the damage caused by flaming or glowing as meas¬ 
ured from the originating point of the flame or lower edge of the fabric 
strip. 

Covibiistion —Cliemical decomposition caused by a combination of the 
substances with oxygen causing evolution of light and heat in a burning 
reaction, 

Fabnc Weight —Expressed in ounces per .'Square yard. 

Fill —Threads of the weave of a fabric which are at right angles to the 
selvage. 

Flame Retardant —A material which imimrts resistance to afterflamc to 
the fabric. 

Flame Test —Standard jn’oeedures employing different types of flame for 
testing the flanicjiroofncss of a fabric. 

Flamep'oofed Fabric —A treated fabric wliirh exhibits appreciable re¬ 
sistance to both afterflame and afterglow in the standard flame tests 
Flaincf roofing Agent —A material which imparts resistance to both after- 
flame and afterglow to the fabric. 

Flame-resistant Fabric —A fabric treated as to inhibit afterflaming in the 
slandard flame tests. 

O low-resist ant Fabnc —A fabric treated as to inhibit afterglow in the 
standard flame tests. 

Glow Retardant —A material which imparts resistance to afterglow to the 
fabric. 

Heat Load —Excessive accumulation of body heat. Usually measured by 
increase in sweat rate, pulse, and body temperature. 

Ileninghone Twill —A weave characterized by diagonal lines produced 
in a ribbon effect by a series of floats or skipped threads staggered in 
the direction of the warp. 
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Minimum Flameproofing Requirements —A treatment which provides no 
afterflarae, less than 4 seconds^ afterglow, and char length or char area 
of less than 3.5 inches or 2.6 square inches respectively by the Vcrtical- 
Bunsen burner and the 45°-Microburner tests. 

Pickup —Weight increase of a fabric following treatment. Usually em¬ 
ployed for a wet weight increase. 

Pyrolysis —Chemical degradation caused by the action of heat. May bo 
accompanied by combustion if carried out in the presence of air. 

Sizing —Any added material which imparts body to a yarn or fabric. 

Tendering Action —Any effect of the chemical agents used in the treat¬ 
ment of a fabric, or conditions of exposure of the fabric which will result 
in loss of fabric strength. 

Warp —^Threads of the weave of a fabric which are parallel to the selvage 
edge. 








Chapter II 
Degradation of Cellulose 

Prior to considering the reactions occurring in the flaming of cellulosio 
materials or the'mechanisms by which that combustion may be prevented, 
it is desirable to review briefly the chemical nature of cellulose and its 
behavior under normal conditions. 

It should be borne in mind that in considering the flameproofing of 
cotton textiles one is dealing with the chemical treatment of a very com¬ 
plex polymeric material. In order to properly interpret the behavior of 
flamc-rctardant materials and also the performance of flameproofed fab¬ 
rics it is essential that one consider carefully the known reactions of cellu¬ 
lose under the influence of acids, bases and’ oxidizing materials. A clear 
understanding of the causes and mechanisms of the hydrolytic and oxi¬ 
dative degradations of cellulose will contribute considerably to an under¬ 
standing of the changes observed in the course of thermal degradation 
Furthermore, the i)erformance of treated fabrics in the course of normal 
use and storage under various environmental conditions can be inter¬ 
preted only on the basis of the known reactions of the cellulose molecule. 

Accordingly, the following sections have as their purpose a thorough 
presentation of the basic structure, fundamental properties and known 
reactions of cellulose. 







A. NATURE OF CELLULOSE 
Henry A. RiUherford 

1. Occurrence and Structure of Cellulose 

Of all the organic compounds which are found in nature, the material 
called cellulose is the most abundant. As the name implies, it is the chief 
constituent of the cells of plant tissues, and as a result it is widely dis¬ 
tributed throughout the world Not all naturally occurring celliilosic ma¬ 
terials, liowcvcr, arc of the same content of cellulose. Some fibrous plant 
tis.sucs, notably ramie and cotton, contain a high percentage of the mate¬ 
rial, while substances such as wood may contain as little as 40% of cellu¬ 
lose. The non-ccllulosic constituents consist principally of lignins, pectins, 
fats and waxes. 
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The principal sources of the natural cellulosic textile fibers are the seed 
hairs and the bast fibers. The most important seed hair is cotton and 
among tlic bast ^i^)ers are flax, jute, hemp, and ramie. Differences in the 
nature and content of both tlie collulosic and non-cellulosic constituents 
determine, to a largo extent, the fiber chosen for a j)articular use. Tims, 
cotton, which is fairly high in cellulose content and which is easily purified, 
finds use in fabrics for clothing, while ramie, although it contains a high 
quality cellulose, is brittle, inelastic, and purified with great difficulty, 
finds extremely limited use as a textile material. It is considered beyond 
the scope of this writing to delve further into the various sources, prop¬ 
erties and uses of all the vegetable tissues which contain cfcllulose; a com¬ 
plete description of tlieso aspects may be found elsewhere.^ 

Because of its abundance and high degree of purity and the case of 
removal of non-cellulosio substances tlierefrora, the cotton fiber has been 
the source of cellulose for most investigations dealing with the chemistry 
of this complex material. The exporimontal evidence at hand indicates 
that indeed there are no differences in chemical properties of purified 
cellulose from various sources, although there may bo differences in rales 
of reactivity of the groupings brought about by certain dissimilarities in 
physical structure. 

The native or raw cotton fiber consists of a primary and a secondary 
wall. The latter, which comprises the bulk of the fiber and the backbone of 
textiles made from cotton, consists practically entirely of cellulo.se. This 
secondary wall is cnolosed by the thin so-cal led primary wall made up of 
fine criss-crossing strands of cellulose embedded in a raembrnne formed 
principally of wax and pectic substance, the latter combined with cutions 
such as calcium, magnesium, sodium, potassium, iron, and aluminum. 'The 
lumen, or central canal, which is prominent in many fibers, also contains 
a small amount of those non-ccllulosic constituents. The microscopic struc¬ 
ture is revealed in Figures 1 and 2, whicli show cotton fibor.s in longitudinal 
and cross-scclional view, respectively.^ 

’ During manufacturing, more or less of the non-cellulosic materials may 
be removed from the raw fiber depending upon the severity of the process 
employed. In the preparation of a fabric such as heavy duck for tarpaulins 
or awnings, the cotton itself is subjected to no chemical processing what¬ 
soever and the resulting product contains, for all practical purposes, raw 
cotton. On the other hand, fabrics for clothing, for reasons of case of 

'“Collalosp nnd Cellulose DQnvativcs,” edited by Plmil Olt. Intorscienco Pub- 
lisheifl, Ino. (1043). 

"Cellulose Cliomistiy,’' Emil Houser, Jolm Wiley & Sons, Ino, (1044), 

"Introduetib-n to the Chemistry of Cellulose,'' Mai-ah nnd Wood. Chapman & 
Hall, Ltd. (1042). 

2 Hock, C, W,, Ramsay, R. C., and Harris, M., J, Research Nat'l Bur. Standards. 
26, 93 (1041). 
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dyeing, fastness of color, etc., are thoroughly kier-boiled, bleached, soured 
and soaped, and the finished product is practically pure cellulose. The 
properties of cither type of end product are, of course, intimately asso¬ 
ciated with the nature of the cellulose, and any changes in the latter 
brought about by one treatment or another are usually revealed in a 
change in properties of the fabric, 

As early as 1842, it was recognized that cellulose was a constituent of 
wood, cotton lint, roots, and various other fibrous tissues, and that it was 
closely associated with the dextrorotatory sugar, glucose. Elementary 
analysis indicated the empirical formula CaHioOu and hydrolysis with 
mineral acid gave yields of glucose to the extent of at least 95% of the 
theoretical, assuming the conversion 

(CalboOi),,— >-rt(air,205). 

Without going into the details and experimental proof of the structure 
of cellulose,'’ it sufiices to say that all evidence points to the formula 



Molecular formula lot cellulose 


in wliich a large number of (3-glucosc units arc joined together by means 
of oxygen brirlges in the manner siiown. These are referred to as 1, 4-gIu- 
cosidio linkages, and arise l^y the elimination of the elements of water 
between the hemiacetal group on carbon atom 1 of one unit and the 
hydroxyl group on carbon 4 of the adjacent iiniL The letter n denotes 
the numl)cr of anhydro-glucose residues which occur between the two 
end.s of the cellulose chains- This number is by no means a fixed one and 
in the various types of native cellulose it ranges from averages of about 
1500 to 3000. The total number of units in a cellulose chain is referred to 
ns its degree of polymerization (D.P.), This number may be calculated 
by dividing the molecular weight by 162, the weight of an anhydro-glucose 
residue. The cotton fiber, dr any ccllulosic fiber, however, docs not con¬ 
tain a single chain, but is a composite of many chains ■which are most 
probably of clilTercnb lengths. It is therefore heterogeneous with respect 
to molecular size, or polymolecular. Thus, when reference is made to the 
degree of polymerization of a ccllulosic material, the value represents 

® This may bo found in review form in a paper by Freudenberg, K., and Blomquisfc, 
C., Ber., 68B, 2070 (1936). 
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the average length of the many chain molecules of which it is comprised 

There are a number of methods available for the dotorinination of tho 
molecular weight of eellulosic materials. The classical ones used for low- 
molecular-weight organic compounds, however, cannot bo applied and 
recourse is had principally to the viscosity, osmotic pressure, or end- 
group methods. The first of these, ie,, the property of viscosity, is deter- 
rained by the dissolution of the cellulose in a suitable solvent, usually 
cuprammonium hydroxide, followed by^an ordinary viscoraclric measure¬ 
ment. The viscosity method is a relative rather than an absolute one and 
requires calibration. At the present time, tho most roliablo in'occdure 
for this purpose appears to be ultracentrifiigal analysis. Thus, Krncmer ^ 
showed that the weight-average molecular weight ns determined by iho 
ultracentrifuge was proportional to the intrinsic viscosity for cclliiloso 
and some of its derivatives, and derived constants which could be used 
for the calculation of molecular weight from viscosity. (Recent work by 
Gralen indicates that for eellulosic materials of very high molecular 
weight, a strict proportionality between intrinsic viscosity and molecular 
weight does not apply.) The osmotic pressure method at present is prac¬ 
tical for use on derivatives of cellulose only. The end-group procedure in¬ 
volves the determination of the quantity of either tho aldehyde grouiis 
which occur at one end of the cellulose chains, or the lotrahydroxy glu¬ 
cose residues which occur at the other (see formula, page 15). 

Since each of the above properties, ie,, viscosity, osmotic pressure, or 
end-group content is a function of the average molecular weight, tlio.se 
quantities are useful in determining the extent of degradation of oclluloso 
brought about by various treatments. Each method, however, lias certain 
limitations. These will be discussed as tho occasion arises. Tor i!io most 
part, the viscosity of cellulose in cuprammonium has been tlic most jirnc- 
tical method for the evaluation of molecular weight. 

It is not surprising that rather wide variations in molcoular weights of 
native celluloses have been found. In general, the Iiighcst values nrc ob¬ 
tained by ultra-centrifugal methods, and the lowest by cnd-gi-oiip mctliods. 
A critical comparison of all the different procedures is not possitile, how¬ 
ever, since the methods have been applied to different products. 

The manner in which the cellulose chains arc arranged in n fibrous ma¬ 
terial, ie., the nature of the molecular structure, has been a matter of 
controversy for some time. Notable contributions in this respect liave 
been made by Sponsler and Dore,® Mark,® and Meyer and Misch.'^ Tho 


^Kraemer, E. 0., Ind. Eng, Chem., 30, 1200 (1038). 

Sponsler, 0. and Dore, W. H,, Fourth Colloid Symposnnn Monograph, 
Chemical Catalog, New York (1926). 

C'/iem,, B36, 120 (1937). 

Meyer, K. H,, and Misch, L,, Helv, Chim, Aota, 20, 232 (1937), 
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generally accepted picture at the present time is represented in Figure 3, 
It is seen that the fibrous structure is made up of molecular chains of 
various lengths lying roughly parallel to the fiber axis, and that in some 
regions they lie more closely together and possess a higher degree of order 
than in others. Regions of close lateral packing whore the chains arc par¬ 
allel are designated as ‘‘crystalline/' and these arc dilTcrentiaLcd from 
amorphous areas which possess a lesser degree of order. Tho former pro¬ 
duce the characteristic x-ray dilTraction pattern of cellulose, while tho 
latter introduces the general fogging which is almost always in evidence. 
Although-it is not possible to draw a sharp line of demarcation between 
these two phases because of the merging of one into the other (brought 
about by the continuity*of the cellulose chains), the bulk of most natui’al 
ccllulosic fibers is thought to be “crystalline.” Attempts have been made 



l''igiirc 3. Schematic vopio.'.ontntion of cellulose ciystnllitc alnicUire .hIiow’Iiij; ]it)W 
mum viilonec chains pu&a through more than one mioolle (fringe tiiiciolliir Ihcoiy). 
{Mwk «) 

o, fl', molecular ends inside tlie ciystalluoed region of one midclle, h, luoloculo 
end oulhuie the ciysUxilized region; I, Icngtli of crybliillized region, 

to estimate the proportion of each by methods \^lu<di involve the case of 
reactivity of various clieinical agents with the filirous niiilcnal'* and, as 
might be expected, tlic values which have been obtained vary with tlic 
method employed. 

Certain of the jihysical properties of fibers arc licltoved to be related to 
the relative jiroperties of crystalline and amorphous cellulose ])resent. Vor 
example, the strength is contributed primarily by the more highly crystal¬ 
lized areas. The jiresence of a largo proportion of the latter also leads to 
brittleness. On the other hand, there is ample evidence to indicate that the 
amorphous portions contribute principally to elasticity, and arc involved 
in swelling, dyeing, and phenomena of a similar nature,*’ Tlic sc less highly 
organized areas presumably react more readily with most chemical agents, 
a property which has been used to estimate the quantity of easily acces¬ 
sible regions in various types of ccllulosic materials. The resistance of 

® Nickerson, R. P., Ind. Eng, Chem,, 33, 1022 (1941); Goldfmgor, G., Murk, II., 
and Siggia, S., Ind. Eng. Chem., 35, 1083 (1913). 

“Mark, II,, J. Phys, Chem,, 44, 764 (1040), 
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highly ordered or crystalline spots to such a simple compound as hy¬ 
drochloric acid has been demonstrated.^® 

It is rather obvious from Figure 3 that tho length of the cellulose chains 
in a fiber will also have a profound effect on its strength, high strengths 
being associated wiiii long chains. Thus, from a practical point of view, it 
is desirable during tlie processing of, for example, cotton materials to main¬ 
tain as nearly as possible the original chain length of the cotton cellulose. 
In so doing, a fabric of high quality is attained. 


2. Chemical Nature ani> Keaotions op Cellulose 

From a knowledge of the composition and structure of cellulose, it is 
readily seen that it is similar in nature to a polyliydric alcohol and to a 
polysaccharide. Its chemical reactions are therefore similar to that of 
simpler organic compounds of tins type. It contains at one end of each 
cellulose chain a heraiacotnl or potential aldehyde group, and at tho other 
a hydroxyl group not present on tho remaining anhydro-glucose residues. 
There is nothing unique about this hydroxyl group (which is in the 4 
position), except that its presence makes possible the estimation of the 
average molecular weight through the determination of Ictrahyclroxy glu¬ 
cose. T^vo secondary hydroxyl groups are found in tho 2 and 3 positions. 
The two may be considered as a single glycol group, and as will be seen 
later they sometimes react as one. Finally, each of tho anhydro-glucose 
residues carries the primary alcoliolic group clinractcristic of glucose. 

The methods of analysis wliioh are applicable to the simpler organic 
compounds are not always suitable for cellulose, primarily because of the 
lack of sufiieient sensitivity. For example, the hcmiacctal or i)olcnlial 
alclchydic reducing group at one end of the ccllulo.se chain might he ex¬ 
pected to undergo reactions characteristie of this group. Indeed it docs, 
but the number of these groups in, for example, several grams of cellulose 
is so small that their detection by ordinary methods is extremely difiicult. 
Another difficulty arises from the fact that cellulose is insoluble, and tlie 
reactions must take place in a heterogeneous system. 

With respect to the alcoholic nature of cellulose, most of the reactions 
involve the formation of derivatives, i.e,, the ndding-on to the chain mole¬ 
cule a group or groups to create certain characleristics not present in cel¬ 
lulose itself. Such processes arc involved in tlio formation of alcoholatc- 
like compounds, ethers (ethyl cellulose) and esters (cellulose acetate), all 
of which have wide commercial application. 

Inorganic esters of cellulose such as cellulose nitrate, sulphate, and 
phosphate are well known and are not difficult to prepare. The first of 
these, however, is the only derivative of this type which at present has 

“Davidson, G. F., J. Texiih ImL, 34, T87 (1943). 
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any commercial significance. The phosphate promises to assume some im¬ 
portance, particularly in the formation of flame-resistant cellulose. The 
preparation of any of these derivatives involves straightforward organic 
chemistry, except that conditions must be well controlled in order to 
minimize effects which tend to reduce the length of the chain molecules. 

One of the oldest and most important commercial reactions of cellulose 
involves the formation of a complex with alkalis. In 1844, Mercer noted 
that the properties of cellulose became radically changed when it was 
treated with 12 to 18 per cent sodium hydroxide; and since then many re¬ 
searches have been conducted to elucidate the nature of the chemical re¬ 
action. In spite of this, controversy still exists as to whether a true alco¬ 
hol ate, cel 111 lose-0-Na, is produced or whether the sodium hydroxide forms 
an addition complex of the type (cellulose-OH)^ • fNaOH)y. In any 
event, the formation of the so-called soda cellulose finds extensive com¬ 
mercial application since the compound serves as an intermediate in the 
preparation of many derivatives. An example may be cited in the prepara¬ 
tion of ethyl cellulose: the raw material is first treated with aqueous alkali 
to form soda cellulose 

(CelTioOs)/; d" aiNaOIT • > (CsHsOjONa)* 

and this is then reacted with, for example, ethyl chloride 

(CjIflO^ONa), + a:ClC 2 ll 5 —s- (ailsO^OCJh), + a:NaCI 

to form ethyl cellulose. The reaction is not unlike the preparation of ethers 
from aliphatic alcohols. The production of viscose rayon also utilizes as 
the first step the formation of soda cellulose which is subsequently xan- 
tliated with carbon bisulphide and then regenerated. AUhougli commer¬ 
cially tlio formation of ethers of cellulose utilize soda cellulose as an inter¬ 
mediate, the alcoholic hydroxyls will react directly with ethylene oxide, 
diazomethane, and with sodium metal in liquid ammonia. 

With respect to the process of mercerization, whicli involves treatment 
for a very short period of time with almut 18% sodium hydroxide, the 
principal effects on cotton are to swell the fibers longitudinally, slirink 
them laterally, and give them a greater absorption of water, dyes, etc., as 
well as in increased chemical reactivity. When the treatment is carried 
out under tension, the fibers also acquire a smooth lustrous surface and 
exhibit an increase in strength, The increase in absorptive power and 
reactivity is ascribed to the formation of amorphous areas in the ccllulosic 
structure at the expense of the crystalline portions. 

Unlike the reactions of cellulose with sodium hydroxide, the formation 
of other metal aleoholatcs have no commercial value. From an academic 
point of view, however, studies of the reactions of such compounds as 
thallous ethylate to form the thallium alcoholate of cellulose has been of 
use in elucidating the structural characteristics of cellulosic materials, By 
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a clever method of analysis, the area of the internal surface or the nnrabor 
of available surface hydroxyl groups may be determined “ 

Finally, the formation of cellulose complexes, which is in all probability 
associated with the alcoholic nature of cellulose, cannot bo oveiiookccl. 
Cuprammonium hydroxide solutions arc the best known solvents for cel¬ 
lulose, and the complex which is formed not only finds an academic use in 
evaluating molecular size, but serves as an intermediate in the prepara¬ 
tion of cuprammonium or Bemborg rayon. Certain other organic bases, 
such as dibenzyl-dimetliylammonium hydroxide are excellent swelling 
agents and fair solvents for cellulose. Compounds of tlio tetraalkylam- 
raoniiim type have a potential value in that they dissolve cel hi 1 os o and 
permit the preparation of derivatives in o homogeneous medium instead 
of a heterogeneous one, as in the case of the inorganic bases. 

The alcoholic groups also enter into reactions which arc sometimes 
detrimental to cellulosic materials. These involve oxidation of either or 
both the secondary and primary alcohol groups to aldehyde or carboxyl 
groups. A detailed discussion of degradation by oxidation follows in 
Section B. 

The reactions characteristic of polysaccharides invariably involve a 
shortening of the cellulose chains, ie., hydrolysis of glucosidic linkages 
by the addition of water. This effect may be brought about directly by 
the use of acids, or it may result as a secondary process from activadon 
of the glucosidic bond through oxidation of one or more of tlic hydi'oxyl 
groups. The intermediates between high molecular weight ccllulofio and 
glucose which are formed by this process also possess the propcrlic.s of 
polysaccharides. That is to say, cleavage of the oxygen bridges between 
glucose residues lowers the chain length, but does not o.sscntialIy alter tlie 
chemical properties. 


B. NORMAL DEGRADATION REACTIONS 
Henry A, Rutherford 

Cellulosic substances are readily degraded by acids, oxidizing agenis, 
enzymes, heat, and light. With rare exceptions, ilic processes of break¬ 
down are complicated and the chemical mechanisms of the roaction.H are 
not comjfietely understood. This is particulniiy true of attack bv en¬ 
zymes, heat, and light, and it is not surprising when the chemical nature 
and structure of cellulose are considered. Not only arc there a number of 
vulnerable points in the molecule, but the accessibility of tliesc points is 

“Harris, C. A., and Piirvcs, C. B., Paper Trade J., 110, 20 (lO'lO) 

""T'T treatment of tho degradation reactions of cellulosr. 

see the authors sections m "Cellulose nncl Cellnloso Dcrivativos,” edited by ICmi 
Ott, Interscienco Publishers, Inc,, Now York (1043) ^ 
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limited by the physical arrangement of the groupings and by tho insolu¬ 
bility of the cellulosic material. Thus, it is expected that most chomioal 
reactions would follow a heterogeneous course. Because of this, it has not 
been possible to develop with any degree of certainty the theoretical as¬ 
pects of cellulose degradation. Theoretical considerations have boon pre¬ 
sented in recent literature principally by Mark, Meyer, Froudenberg, 
Kuhn, and Simha,^^ but no conclusive experimental evidence is yet avail¬ 
able to support the relations in a quantitative way. It is the purpose of 
this section to describe only those chemical degradation reactions of cellu¬ 
lose which are understood best, and to review briefly the properties of 
celluloses modified by various chemical means. * 


1. Hydrolysis op Cellulose 

When a cellulosic material is subjected to the action of an acid, par¬ 
ticularly one of the mineral acid seines, a liydrolytic tyjie of breakdown 
which involves a simple cleavage of 1, 4-glucosidic linkages occurs The 
result of such an action is a shortening of the cellulose chain to produce 
fragments having lower average molecular weights than that of the un¬ 
treated cellulose. The reaction is essentially a reversal of the procedure by 
which the chains are built up, and may be represented by the sell cine 
given on page 22. 

If the reaction is allowed to proceed far enough, glucose and a sin all 
amount of its acid decomposition products are the final substances ob¬ 
tained. For the reasons mentioned above, the degradation docs not lake 
place in a uniform manner and if the reaction is sLoji]ied prior to comjilo- 
tion, the partially hydrolyzed cellulose may be divided into a number of 
fractions, the molecular weiglits of which may vary between that of glu¬ 
cose and the original material itself. Thus, tho degradation product con¬ 
sists of a homologous scries of celluloses in which the macromolooilies mav 
have arrangements similar to those in the original material, but arc non- 
homogeneous in character and exhibit lower average molecular chain 
lengths than the original cellulose. This mixture of cellulosic substanec.s 
obtained by the action of acids is referred to by tlic generic term “hydro- 
cellulose.” Hydroeclluiosc is thus not a homogeneous chemical entity, as 
earlier investigators believed. 

Girard was one of the earliest investigators to find that hydrocellulose 
could be prepared by a number of methods. He was able to produce a 
series of white, friable powders by immersion of cellulose in mineral acids, 

” Meyer, IC II, HopIT, H, and Mark, H , Bcr, 62B, 1103 (1929) : Monti oil, E. W., 
and Simha, R., J, Cheni. Phys., 8, 721 (1040); Sim ha, R., J. Applied Phys., 12, 569 
(1941). 

^‘Girard, A., Compl, reixd,, 81, 1106 (1875); 88, 1322 (1879); Ann. Chim. Phys., 
24, 337 (1881). 
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Molecular reaction showinff the hydroli/tio breakdown of cclhdoae in the 
presence of an acid, 


by the action of moist gaseous halogen acids, or by impregnating the fibers 
with solutions of certain organic acids and then heating the materials at 
100“ C. The organic acids are found to produce tendering at a slower rate 
than the mineral acids. This appears to bo related to the fact tliat the 
former are weaker acids. 

Birtwell, Clibbens and Geake wore the first to make a thorough study 
of the factors which influence the rate of hydrolysis of cellulose by acids. 
Primarily, the rate is a function of the kind of acid, its concentration, and 
the temperature. By the proper control of eacli condition, it is po.ssil)le to 
duplicate with a fair degree of j^recision the preparation of a hydroccllu- 
lose of given physical and chemical properties. 

Two of the most characteristic changes which accompany tiic degrada¬ 
tion by acids are a decrease in viscosity and in strength of the cellulose. 
As stated in Section A above, both of these properties are dependent to a 
considerable extent upon the average length of the cellulose chain mole¬ 
cules, and it is not surprising that a definite and practically constant rela¬ 
tion between loss in strength and decrease in viscosity is found. This rcla- 

«BirtweIl, C., Clibbens, D. A„ and Geake, A., J, Textilo ImL, 17, T145 (192Q), 
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tionship, expressed in terms of the reciprocal of viscosity, namely, the 
fluidity/® is emphasized in Figure 4, Tlie unique feature of this relation¬ 
ship is that it is independent of the nature and conditions of the acid 
treatment, and it obtains for a pure cellulosic fiber, yarn, or fabric. Results 
of this kind lead to the conclusion that the degradation of cellulose by 
acids during the early stages of attack is fairly uniform over the chain 
molecules, and that the gliicosidic linkages are broken more or less at 
random. Highly localized attack on cellulosic fibers could result in a large 



Figure 4, The relation be¬ 
tween breaking strength and 
fluidity of hydrocelliiloses, 
{Clibbens and Ridge 


lns.s of strength without an accompanying appreciable increase in 

fluidily, . - 

Although from a practical point of view, the most important aspects of 
cellulose degradation are in the early stages of attack, a number of in¬ 
vestigations have l)ccn directed toward an examination of the properties 
of cellulose after (irolonged treatment with acidic substances, In a hetero¬ 
geneous system, it is invariably found that the rate of reaction shown 
by the jiropcrties of, e,g., strength and fluidity, takes place rapidly at first 
(ie., during tlic early stages) and slows down considerably as the dura¬ 
tion of treatment is prolonged. It is of interest that, judged by some prop¬ 
erties of tlie residual cellulose, the hydrolysis appears to stop short ol 
completion. Thus, for example, the fluidity of cotton cellulose in euprnm- 
monium reaches a maximum of about 50 upon treatment with bydrochlonc 
or sulphuric acid instead of the maximum value possible, about 63. Ihis 

10 As a matter of convenience in referring to viscosity f 

"fluidity/' which is the reciprocal of viscosity, was mtioduced. The use of this term 
commonly employed in the description of textile materia s. 

iTClibbens, D. A„ and Eidgo, B. P., J. Textile M,. 19, T389 (1928). 
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is shown by the results obtained by Davidson (Figure 5). When mer¬ 
cerized cotton was treated in a similar manner, a maximum fluidity of 
about 60 was attained. The degrees of polymerization calculated from 
Krnemer’s constants, which correspond to fluidities of 60 and 60, re¬ 
spectively, are 190 and 96. Thus, the degradation is far short of being 
complete, particularly in the unmerceMzcd cotton. These results, in addi¬ 
tion to the observation that the x-ray diagram of the powdery residue 
was identical with the original cellulose, indicate that the acid docs not 
penetrate the crystalline portions of the fibers and that the action is 
confined to hydrolysis of giiicosidic linkages situated in the amorphous 



Oorafton of Treatment of Cotton witti (tfouns) 

Figuie 6, The ofTect of inorganic aculs upon Jluiility, bhowing both 
the extent and relative mica of nttnek. (Davidson^^) 


regions. It is generally assumed Lliat mereerizalion increases Uic content 
of amorphous areas in cotton, and the higher rate of iiydi'olysis found with 
the mercerized as compared with the unmorcerized supports this view. 

Although other properties such as solubility in alkali and moisture ab¬ 
sorption also reach an approximately constant value after prolonged 
hydrolysis, it should be emphasized that the action docs not entirely cease, 
but continues extremely slowly, Ultimately, even in a heterogeneous sys- ' 
tern, the cellulose is completely destroyed. 

A more comj^Ictc study of the relation between strength and degree of 
polymerization of cellulose degraded by acids was made by Staudinger 
and Sorkin.^® It was found that materials having D.P.’s of 200 to 250 dis¬ 
integrated on handling, while in tlie range of 250 to 700 both the breaking 
strength and the elongation at tlic break increased with increase in D.P. 


^®Staiidingcr, H,, find Sorkin, M., Dcr., 70B, 1606 (1037). 
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Further increases beyond 700 resulted in only slight further improvement 
in these properties. 

An obvious result of the shortening of the cellulose chains in the man¬ 
ner indicated above is a production of new aldehydic end groups. Accord¬ 
ingly, another characteristic change which accompanies the formation of 
hydrocellulose is an increase in reducing properties. The presence of these 
groups is shown by the reducing action of hydrocellulose on copper {e.g,, 
Fehling's solution), ammoniacal silver nitrate, and by reaction with 
phenylhydrazine, hydroxylamine, Schiff’s reagent and ethyl mercaptan. 
The most commonly used method for determining this type of end group 
has been the well-known "copper number” method developed originally 
by Schwalbe.^® The method depends on the reduction of copper from the 
cupric to the cuprous state by the cellulosic material. The original pro¬ 
cedure has been frequently modified, but, despite numerous improvements, 
it still leaves much to be desired. Thus, the copper number obtained for a 
particular sample has been shown to depend on such factors as tempera¬ 
ture of heating, time of heating, ratio of weight of sample to weight of 
solution, physical state of the sample (fineness of cutting or grinding), 
composition of the solution containing the cupric ion, solubility of the 
CihO formed in the mother liquor, and the progressive degradation of 
the cellulose by the alkaline solutions employed For these reasons, the 
copper number at best can be considered to bo only a rough measure of 
the content of reducing groups of a cellulosic material. The results ob¬ 
tained by this method, however, have more significance when it is applied 
to a homologous series of samples prepared by similar treatments. Tlnis, 
some interesting relationships are obtained between copper number and 
e g , viscosity of hydrocelliiloses. It has been shown that when the copper 
number lies within the limits of 0.3 and 4.0, its relationship to viscosity 
can be expressed by the equation A’r.iF" = 2.6 whore A’c,, is the copper 
number and V is the log of the relative viscosity. 

The validity of the chemical mechanism of hydrocellulo'se formation is 
further demonstrated by the direct relation between aldehydic reducing 
groups, determined by a method .specific for these groups, and fluidity 
The relationship for a .«ories of hydrocelluloses down to molecular chain 
lengtiis which correspond to almost total loss in strength of cotton fibers 
is .shown in Figure 6. 

The decrease in molecular size of cellulose during degradation with 
acids is also accompanied by an increase in solubility, especially in al¬ 
kaline solutions, However, even boiling water dissolves a fraction of hy- 
droccllulose which is higher in reducing power than the original hydro- 
cellulose. When hot dilute solutions of alkalies are used, additional soluble 
decomposition products are obtained. The loss in weight, the effect on 


Schwalbe, C. G., Ber., 40, 1347 (1907). 
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fluidity and breaking strength, and the change in copper number of hydro- 
celluloscs on boiling in alkaline solutions has been rather extensively in¬ 
vestigated. In general, it has been found that the reducing power of the 
hydrocellulose on treatment with hot alkali is decreased and may even 
fall to nearly zero without necessarily being accompanied by extensive 
weight losses. The solubilities in alkali of hydrocclluloses appear to be 
related to the reducing power of the material; that is, hydrocclluloses of 
the same copper number have been shown to have the same solubility. On 
boiling in alkaline solutions, they sometimes exhibit a considerable loss in 
weight witiiout undergoing a large change in fluidity, and in this respect 
they differ from most other typos of modified celluloses. 



Figure! 0, Relation of alcloliyclio content of hydrocellulopcs to fluidity. 

{Martin, Smith, Ilarria^^) 

The practical aspects of degradation of cellulose by hydrolysis were 
brought out a number of times during World War II. It was perhaps em¬ 
phasized more during this period because of the many treatmenU which 
were developed to give cotton fabrics certain desirable characteristics or 
to prolong their useful service life. One such treatment wa.s employed in 
the production of the so-called Duck, Cotton; Fire, Watei-, AVcaUier, and 
Mildew Resistant. Studies of the mechanism of deterioration of tins type 
of fabric revealed that in many instances the chlorinated paraflin present 
in the finish was unstable to heat and/or light, and liberated hydrogen 
chloride. In the presence of moisture, this compound had an adverse effect 
on the cotton, the severity of attack depending upon the conditions which 
prevailed at the point of usage. An examination of the strength-fluidity 

Martin, A. R., Smith, L., Whistler, R, L., and Harris, M., J. Research Nat’l, Bur. 
Siamlards, 27, 4-19 (1941); Am, Difosluf} RopLr., 30, 028 (1041). 
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relationships of damaged tentage sometimes gave results which were simi¬ 
lar to the relation shown in Figure 4 for hydro celluloses. ,This was re¬ 
garded as strong evidence that the breakdown was caused by hydrolysis 
of the cellulose and not by some other means. (See Chapter VII, Section A, 
2-b.) This knowledge lent a scientific background for the incorporation 
of basic substances in the finish for the purpose of absorbing HCI, thus 
preventing the attack on the cotton. Experience with this fabric has shown 
that the durability was greatly improved after the use of basic substances 
by the finishers became widespread. 

In view of the well-known sensitivity of cellulose to acids, it is safe to 
say that any flaraeproofing treatment for cotton textiles should not leave 
an excessive acidic residue on the fabric. Some rather extensive studios 
have been carried out to reveal the level of acidity at which cotton begins 
to deteriorate rapidly. Obviously, there is no definite answer to this ques¬ 
tion because of the dependence of rate of breakdown on the severity of 
other conditions (e.p., temperature). However, it appears that fabrics 
which are to bo subjected to outdoor weathering or to elevated tempera¬ 
tures indoors should not give water extracts which are below pH 6.0. 

2. Oxidation of Cellulose 

In contrast to hydrolysis, the oxidation of cellulose is an extremely com¬ 
plicated process, and results in the formation of a wide variety of modified 
celluloses, the structures of which are not known m the majority of cases. 
The reaction products arc, in general, heterogeneous with respect to both 
structure and molecular size and do not constitute chemical entities For 
this reason the term “oxyeclhilosc” has no meaning other than to identify 
a ccllulosic material which has been attacked by an oxidizing agent. The 
need fur more specific terms to identify the products has been recognized, 
and there are indications that a system of nomenclature is fortlicoming 
To avoid confusion, however, the present discussion will follow the con¬ 
ventional methods of designating the products of oxidation. 

From a technical point of view, the oxidation of cellulose is a subject 
of groat importance. In the commercial jirocessing of cellulose, for exam- 
]-)le, bleaching treatments are frequently required to remove the colored 
substances wliich impart a yellowish tint to the material; in such treat¬ 
ments, oxidizing agents such as hypochlorite or hydrogen peroxide may be 
employed, and unless care and control are exercised, severe tendering of 
the cotton cellulose, due to oxidative degradation, may occur. Cellulose 
is also readily degraded by oxygen in strongly alkaline solutions, a re¬ 
action which is utilized in the preparation of viscose rayon. 

The properties of any oxycellulose depend upon the metliod by which 
it is prepared, but in general it may be said that in neutral or acidic solu- 
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tions, oxycelluloses of the reducing type are formed (i.e., they show a 
high content of reducing groups as measured by the copper number 
method), whereas in alkaline solutions, the acidic type of oxycellulose is 
formed. The latter has sometimes been referred to as the “'methylene blue” 
type since it exhibits rather high affinity for methylene blue. Acidic oxy- 
celluloses tend to show high retention of alkali presumably duo to the 
presence of carboxylic acid groups, 

The manner in which hydrogen-ion concentration may influence the 
rate or type of oxidation has been extensively, studied by many in¬ 
vestigators. Oxidation generally proceeds most rapidly near pH 7 and 
for this reason neutrality is always avoided in the commercial bleaching 
of cotton. This is shown for oxidation by chlorine solutions in Figures 7 
and 8. The data also emphasize the fact that the rate or cxleni of oxida¬ 
tion is not necessarily ascertained by the measurement of the change in 
any one given property such as copper number or methylene blue absorp¬ 
tion; thus, as indicated by the copper number method, the rate is greater 
at pH 46 than at pH 11.2, whereas, as indicated by methylene blue 
absorption, the effects of pH appear to be reversed. 

The rate of oxycellulose formation is also influenced by temperature, 
concentration of oxidant, and the nature of the oxidizing reagent itsclfi 
As an example of the last, hypobromito is much more effective for a given 
set of conditions than hypochlorite. Finally, the rate of oxidation of the 
cellulose may be greatly accelerated by the presence of another oxidizablc 
substance in the system. Thus, oxidation with dichromate in the presence 
of oxalic acid is far more rapid than in the presence of sulfuric acid. As 
another example, it has been shown that when cotton, on which a reducotl 
vat dye has been absorbed, is ti’catccl with hypochlorite, the oxidation of 
the cellulose is greatly accelerated. ' 

The extensive literature on oxycellulose is indicative of the enormous 
amount of work which has been done in tliis field and yet, at the iirescnt 
time, it must be concluded that the chemical mechanism of oxidative at¬ 
tack by most reagents is not clearly understood. It would appear that the 
attack on cellulose would be confined to itircc points in tlic anhydrogliicose 
residue of the cellulose chain: (1) The aldehydic end groui)s, of which 
there are few if any in native cellulose, could be oxidized to carboxyl 
groups. Such a process would not be expected to result in significant 
changes in the properties of celluloses of high average chain lengths but 
might.alter considerably the properties of an appreciably degraded hydro- 
cellulose, (2) The primary alcohol groi!i)s could be oxidized to the alde¬ 
hyde or carboxylic acid depending upon the oxidiKing conditions. Such 
oxidations would lead to a reducing type or an acidic type of oxycellulose, 
depending upon whether the reaction proceeded to the aldehyde or to the 
acid. (3) The glycol group (the 2,3-clihyclroxy group) of iho glucose resi¬ 
due could be oxidized with the formation of kctonic, aldehydic, or car- 
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boxylio groups, depending upon the course of tlio renction. These oxida¬ 
tions may be represented by the following formulae: 
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Molecular rcacliom the oxidulioii of cellulose at 


U) the aldehydic end iim«p; 

(2) the primary alcohol yumpi 

(3) the fflycol (potip. 

A major di/Ticulty in most attempts to ascertain the course of the oxida¬ 
tion of cellulose has been the lack of analytical methods of suiricicnt 
specificity and sensitivity to dolermino accurately the number of any of 
the above-mentioned groups whicli might bo formed, or to allocate them 
to their positions in the glucose residues. The limitations of such inotnods 
as those involving the nicasurcjncnt of copper number ns an estimate of 
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reducing groups or methylene blue absorption as an estimate of acidic 
groups are well recognized, and quantitative conclusions based on their 
use may be open to criticism. Nevertheless, considerable use has been made 
of them and they have been helpful in obtaining a rough qualitative pic¬ 
ture of tlic course of some of the reactions. More recently, a number of 
new methods for the estimation of aldehydio and carboxylic groups in 
cellulose have been developed and are at present being applied to quan¬ 
titative studies of the functional groups in various types of oxycelluloses. 

Until recently, it was widely assumed that the oxidative attack occurred 
at the primary alcohol groups in the cellulose chain molecules causing 
cither weakening or actual scission of the glucosidic linkages. In favor 
of this assumption was the fact that many of the oxycelluloses yielded 
carbon dioxide during boiling with hydrochloric acid, a reaction which is 
characteristic of iironic acids. Oxidation of the primary alcohol group to 
the carboxyl group stage would result in the formation of a glucuronic acid 
anhydride residue. Unfortunately, the hypothesis of simple oxidation of 
the primar}^ alcohol group to one of a carboxylic acid type does not ade¬ 
quately explain the behaviors of all of the various types of oxycelluloses. 
Thus, Clibbens and Ridge ^ have shown that, whereas there is a propor¬ 
tional increase in cuprammonium fluidity and in copper number with de¬ 
crease in tensile strength for hydrocelluloses, regardless of the type of 
acid used in their preparation, this proportionality does not exist for all 
types of oxyccllulosc. The data in Table 1 illustrate this point. Similarly, 


Tiihlo 1. Relation Between Cuprammonium Fluidity and Strength of ITydrocellulose 
and Different Types of OKycolluloses (Clibbens and Ridge) ^ 
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no relationship exists between copper number and tensile strengths for all 
types of oxycellulosc For example, a rise of one unit in copper number 
may correspond to complete loss in strength as in the case of alkaline 
hypochlorite modification, to 50% loss as in tendering by acids, or to 
practically no loss in strength as in the oxidation with dichromate. Since, 
on the basis of the molecular chain tlicoiy, both the fluidity and the ten¬ 
sile strength of cellulose arc regarded as functions of chain length, this 
apparent anomaly was at first disturbing. 

As a solution of this difficulty, Davidson “ suggested that some types 
of oxidation do not result in direct scission of the chain molecules but 
reduce the chemical stability of some of the linkages in the cellulose chain 

»2CHbbcna, D. A., aqd Ridge, B. P., J. TexiUo Imt., 19, T389 (1928). 

Davidson, G. P., J. Textile Inst., 29, T196 (1938). 
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toward alkalies. This suggestion was based on tlic discovery of Clibbons 
and Ridge that the changes in fluidity and strength after boiling oxyecllii- 
loscs in alkaline solutions were sucli that the fluidity-strengtli relation was 
the same for all types of oxycclluloso. Types of oxidation which do not 
rupture the chain would not have an appi'cciablo effect on strc^igtli; at 
the same time, these typos of modiricalion result in a material which is 
labile toward alkali and accordingly the fluidity in cuprammonium solu¬ 
tion will be high. This, then, would explain Lho apparent lack of correla¬ 
tion between strength and fluidity for all types of oxycclluloses. 

On the basis of tliis reasoning, Davidson furtlior postulated that if the 
fluidity of this type of oxyccllulosc could be clclormincd without the use 
of alkaline solutionSj then it would be possiblo to obtain a true measure 



Figure 0, He 111 lion Ijetwocii uitrocelliilo^’c tluiclity ant I 
ciii)rni'(imoniniii f]iii<lily of modified cottons. {Dnvitl- 
son 

1 Ilytlrocliloric acid. 6, Neutral iiypoehlorile. 

2. Alkiilino liypobromilo, 0. Dichroniiito -[- wilfurie 

3. Alltniine iiypoclilorUo. acid, 

'1. Acid liypoeiilonle, 7, Diehrninnte-j-oxalic acid 

of the average length of llio molecular chains as they exist in the filler. 
Fortunately, it was found possible to do this l)y fii’st nitrating the cel¬ 
luloses and then determining the fluidity of the derived iiitroeGlluloses in 
acetone or butyl acetate solution. By this proectliirc, it was found that 
discrepancies between strength and fluidity {i.o,, oxyccIluIoscH which ex¬ 
hibit high strength and high cuin'ammonium fluidity) disappeared. Thus, 
oxycclluloses of the typo eharacLorii’,ed by high strengths also showed low 
nitrocellulose fluidities, 

From the foregoing, it is readily seen why the relationship of cupram¬ 
monium to nitrocellulose fluidity as found for all types of iiydroccllulosos 
does not exist for all types of oxycclluloses (Figure 9). If, however, the 
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oxycellulosGS are first boiled in alkaline solution, in order to complete the 
scission of the cellulose chains at or near the alkali-labile linkages, the 
nitrocellulose and ciiprammonium fluidities change to a greater or less 
extent depending on the type of oxidative modification, and the relation 



Figinc 10 Eolation between niLiocellulosc fluidity and 
(‘iipiiuninoniuni fluidity of modified cottons after boiling 
with .sotluim liydroxido solution. {Davuhon'^) 


between Die two fluidities can tlicn be expressed by a single curve as sliowii 
in Figure 10. These experiments left little doubt that the reducing typos 
of nxyecllulose do contain alkah-scnsitivo linkages. 

Davul.son's liy])otlicsis received considerable support from the investiga- 
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Molcculai rtaclum shoivinff the oxidation of ce//»- 
losc by periodic acid. 


tions of Jackson and Hudson who showed that in the oxidation of cellu¬ 
lose by periodic acid, cleavage of the glucose ring of the cellulose chain 
between carbon atoms 2 and 3 occurred with the conversion of the second¬ 
ary alcoholic groups to aldehydes, according to the scheme above. 
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Subsequent to the work of Jackson nnd Hudsonj the oxidation of cel¬ 
lulose by periodic acid has been studied extensively by Davidson,^* nnd 
more recently by Rutherford, Minor, Martin and Hnrris,'^® and by Purves 
and coworkers.®®'” By carefully controlling the conditions, it is possible 
to confine the reaction to the oxidation of the secondary hydroxyl groups 
to aldehyde ‘groups in accordance with the above equation. Thus, it can be 
shown quantitatively that two moles of aldehyde groups arc produced 
for each mole of oxidant consumed. Further, the reducing groups of the 
periodic acid oxycclluloscs can be converted to carboxyl groiqis, the direct 
titration of which provides nn independent chock on the content of the 
former.®® 

The theoretical consideration of this type of oxidation reaction has led 
to some interesting results, and has enabled a prediction of the types of 
oxidizing agents which would effect a similar dinldchydo clenvago of cel¬ 
lulose.” Briefly, the requirements of the oxidant arc ns follows: (1) The 
central atom of the oxidant must have a diamoLor of about 2.5 to 3.0 A, 
which is large enough to bridge the space between the hydroxyl group.s in 
a 1,2 glycol (in the case of cellulose, the hydroxyl groups in the 2 and 3 
positions). It must also he able to coordinate at least two hydroxyl group.s 
in addition to the groups already attached to it. This enables the forma¬ 
tion of an intermediate cyclic ester, as showm below, where R contains 
the central atom: 
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Molecular rcacUoii slmoing oxidulton oj ri'lluloJia 
glycol group through Iho stages of cyclic osier, freo 
radical, dialdehyde, 


(2) The valence of the central atom must exceed by two units the valence 
of the next lowest stable state, nnd the oxidant sliould have a standard 
oxidation potential of about — 1.7 volts witli respect to the next lowest 
stable state. With these provi.gious, the valance of the central atom is 
reduced to form a free radical wliich rearranges to produce the dialdchydc 
as shown above. 


Davidson, G. F., 7. Textile ImlUnlc, 31, TSl (1040); 32, TIO!) (1041). 
Rutherford, H. A , Minor, F. W., Marlin, A. R„ nnd riarris, M,. J, Research Nall. 
Bur, Standards, 29, 131 (1912). 

2® Heidt, L. J,, Gladding, E, K,, nnd Purves, C. 13,, Paper Tiado J., 121, 81 (1945). 
Grnngnard, D. E,, Gladding, B. X., and Purves, C, I)., Paper Trade J., US, 41 
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It is of interest tliat common oxidants such as nitric acid, hypochlorite, 
dichromate, and permanganate do not have all the properties regarded as 
necessary for the diaJdehyde type of oxidation and these arc nob known 
to oxidize celliiloso in this manner. In fact, certain properties of celluloses 
modified by these agents make it clear that the mechanism docs not fol¬ 
low that of periodic acid. In addition, oxycelluloses, which on the basis 
of certain criteria are of the same type, have been found to yield products 
which vary considerably in other properties. Thus, Davidson has re¬ 
cently compared the properties of oxycellulose prepared with chromic acid 
and periodic acid and has observed rather profound differences in their 
behavior, although both reagents give reducing oxycelluloses as deter¬ 
mined by the copper number method. He suggests that the cellulose is 
more uniformly attacked by the latter reagent, whereas the action of 
chromic acid is limited primarily to the noncrystalline regions. Support¬ 
ing this suggestion is the fact that the x-ray patterns are not destroyed 
by a high degree of oxidation with chromic acid, whereas periodate grad¬ 
ually destroys the characteristic x-ray diagram of cellulose. 

A different explanation for the behavior of chromic acid toward cel¬ 
lulose has been put forth by Staudinger and Sohn, who suggest that glu- 
cosidic linkages are converted to carbonic ester linkages, such linkages 
accounting for the alkali-lability of oxycellulose. However, as already 
pointed out by Davidson, a similar reason could be given to explain the 
mechanism of oxidation by periodic acid, which produces oxycelluloses 
that are even more alkali-labile than chromic acid oxycelluloses. 

Another mechanism of oxycellulose formation which has been ad¬ 
vanced involves as a jirimary reaction the splitting of 1,4-gliic‘osidic link¬ 
ages This cannot be considered to be a general reaction since oxidations 
can occur under conditions which do not produce significant changes in 
chain length 

A very different type of oxidation has recently been described by Ken¬ 
yon and his coworkers who used nitrogen dioxide as the oxidizing agent. 
In contrast with most types of oxidations, which wlicn carried to excess 
result in complete disintegration of cellulose fibers, it was found that at 
any stage of oxidation with nitrogen dioxide, the cellulose still retains 
its fibrous structure. Of especial interest, however, is tlie fact tlmt the 
oxidation appears to be confined entirely to the primary alcoholic groups 
and results in the conversion of these groups to carboxylic acid groups. 
Oxycelluloses having carboxyl contents which approached theoretical 
values calculated on the assumption that all primary alcoholic groiijis 
have been oxidized were prepared by these investigators. 

The effects of another gaseous oxidizing agent, ozone, have been in- 

Davidson, G. F., J. Textile Inst., 32, T109 (1941). 

Ynekel, E C., and Kenyon, W. 0,, J. Arn. Cheni. Soc., 64, 121 (1042), 

Unruh, C. C., and Kenyon, W. 0,, ibid., 127, 
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vestigated. It was found that, in the presence of water, the reducing typo 
of oxycellulosc is the principal product, although a slight increase in 
methylene blue absorption occurs. This is attributed, as in the case of 
other oxidizing substances, to the formation of some carboxyl groups. 
The rate of oxycellulose formation by ozone is greatly inhibited by first 
acetylating the cellulose, while the ofTeeb of mercorization is the reverse; 
that is, oxycelluloso formation is accelerated by p re treatment with alkali. 

A number of oxidizing agents such ns hydrogen peroxide and sodium 
chlorite appear to be much less drastic in their effect on cellulose and 
accordingly have found use in commercial blenching processes. It has 
been claimed that the latter bleaches cotton goods without affecting 
oxycellulose formation,®*^ In tho acid region {f.e., chlorous acid), it oxi¬ 
dizes the aldehyde groups of modified celluloses to carboxyl groups 
without producing any other change. Thus, a di aldehyde type of oxy cel¬ 
lulose produced by the action of periodic acid may be converted to a cor¬ 
responding dicarboxylic acid by treatment with chlorous acid.^® 

Finally, it should again bo pointed out that, while the oxidation of cel¬ 
lulose by periodic acid is confined largely to tho glycol group and that 
produced by nitrogen dioxide to the primary hydroxyl group of tho glu¬ 
cose residue, other oxidizing agents are less specific and jirobnbly result 
in mixtures of tho above reactions. This fact has seriously complicalcd 
attempts to elucidate the nature of the chemical reactions involved. Fur¬ 
ther advances in our understanding of the nature of the reactions of 
various oxidizing agents with cellulose will depend on a more accurate 
evaluation of tho number, type, and location of the kcIonic, aldcliydic, or 
carboxylic acid groups which may be produced during oxycelluloso for¬ 
mation. 

Most oxidized celluloses undergo a striking change when they arc 
treated with alkalino solutions. It is possible to completely remove tlio 
reducing groups by such a treatment to tho extent that the remaining cel¬ 
lulose cannot be disLinguishod in this respect from unmodified cellulose. 
This may or may nob be accompanied by an apprcciiiblo loss in weight, 
depending upon the type of oxidized cellulose in question. The clTccl of the 
so-callcd "alkali boil" on oxycolluloses has been demonstrated by many 
investigators. The elTecl on nitrocellulose fluidity is shown by a compari¬ 
son of tho results in Figures 9 and 10. In addition to a change in this 
property, a loss in strength occurs because of tho scission of alkali-labile 
linkages, and the production of short chain fragments. 

The periodic acid oxycellulosos arc particularly characterized by their 
susceptibility to further attack by alkaline solutions. Tho alkali-sen¬ 
sitivity of these materials, as moasured by solubility in hot dilute sodium 
hydroxide and by cuprammonium fluidity is about proportional to the 

®®VincGnt, G. P., et al, Am. Dyestuff Reptr., 30 , 368 (1911). 
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content of aldehyde groups, at least in celluloses oxidized up to the extent 
of two glucose units in every hundred. It is of extreme interest that this 
sensitivity toward alkali is almost completely removed when the alde¬ 
hyde groups are further oxidized to carboxyl groups (by chlorous acid 
treatment). This same stabilization may be produced by the action of 
diazomethane on the periodate oxycellulose.®^ Thus, the sensitivity of this 
type of oxidized cellulose does not depend solely on the rupture of the 
glucose ring between carbon atoms 2 and 3, but is related to the specific 
instability towards alkali of the dialdchyde foi*med during the oxidation. 

The efficacy of alkaline solutions in producing further degradation of 
oxycelluloses is apparently not dependent solely on hydroxyl-ion -con¬ 
centrations. A comparison of the effects on the nitrocellulose fluidity of 
modified cellulose after treatment with sodium hydroxide and with 
cupramraonitira hydx’oxide solutions of approximately the same hydroxyl- 
ion concentration showed that the former had a greater effect on an acid 
hypochlorite oxycellulose, while the latter had a greater effect on other 
types such as dichromate-oxalic acid oxycelluloses. The effects of other 
basic compounds, such ns Triton F (dibenzyldimethylammonium hy¬ 
droxide), Triton B (benzyltrimothylammonium hydroxide), and cupri- 
cthylencdiaminc (all of which have been used for fluidity determinations), 
on the fluidity characteristics of modified celluloses have also been in¬ 
vestigated. The degrading action of Triton F on alkali-sensitive modified 
celluloses appears to bo similar to that of the inorganic alkalies. The 
fluidity in this solvent, unlike that in cuprammonium, is said to be a 
measure of the total chemical deterioration of the cellulose; that is, the 
solvent completely ruptures all alkali-labile linkages. 

Alihough oxycellulo.se formation is in many cases accompanied by a 
dccrca.se in the strength of the fibrous cellulose, the use of strength meas¬ 
urements as a mea.surc of extent of oxidation may be misleading. This 
folIow.s from tlie above discussion of the action of specific oxidizing agents 
in which it was pointed out that reducing oxycelluloses, such as those pro¬ 
duced by periodic acid, may show little if any loss in strength although 
an appreciable amount of oxidation has occurred. 

Acidic oxyccllulo.sc.s, .such as those produced by alkaline hypochlorite 
or by nitrogen dioxide, also vary in properties depending on the oxidizing 
agents and the conditions of oxidation. Nitrogen dioxide oxycelluloses 
which have carboxyl contents of 13% and above (theoretical for com¬ 
plete oxidation of primary alcoholic groups = 25.5%) are completely 
soluble in dilute aqueous solutions of sodium hydroxide, ammonia, sodium 
carbonate, and pyridine. The soluble salts formed with those bases may 
be precipitated by alcohol or other water-miscible nonsolvents. With 
polyvalent ions such as barium, insoluble salts are formed. The copper 

^^Rgcvos, R. E., Tnd, Enff. Chem, Jnd. Ed,, 35, 1218 (1943). 
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numbers of these oxycclluloscs, which prcsunmbly slum Id be low, arc in¬ 
deed very high; a sample wliioh is completely oxidised gives a value which 
is theoretical for anhydrogliicuronio acid oaJeulalcfl on the basis of the 
reducing power of one nldohydc group for each uronie acid residue. These 
results, as well as those obtained with incompletely oxidized materials, in¬ 
dicate that the copper number has no significance in respect to the oxycel¬ 
luloses of this type, but rather that reducing groups arc formed during 
degradation in the alkaline cojipcr solutions used in the copper number 
method. Thai the carboxyl groups produced in oxidation of cellulose by 
nitrogen dioxide arc of tiio uronie typo is shown by the qimntilativc evo¬ 
lution of carbon dioxide when the material is boiled in hych'ochlorie acid. 
Of interest in this connection is the fact that the carboxyl groups pro¬ 
duced by the action of chlorous acid on dialdehyde oxycolluloao are not 
deearboxylated by boiling hydrochloric acid, Tlius, a method for the 
partial allocation of carboxyl groups to their position in the glucose 
residues of oxidized celluloses is available.^® 


3. Effect of IIiiJAT on CrsUiULOsw 

The difRcultics involved in establishing the course of the chemical 
degradation of cellulose by heat arc cmi)hnsizctl liy the lack of specific 
information on the subject. Work has largely been limited to discussions 
of the properties of celluloses degraded by this means. Aa in the instance 
of other agents which produce degradation, the rate of lircakdown is a 
function of a number of possible variablc.s, rcrliajis the greate.st single 
factor influonciiig the extent of damage iiiulcr a given set of eondilions 
is the duration of heating. Thus, prolonged cxpomire r( low lempcralures 
may have a greater effect than exposure at high tomperiilurcH for sli()rl(‘r 
periods of time. The magnitude of the cffccl may be judged Ijy (he loss 
in breaking strength, rise in fluidity, increase in coni (ml of reducing 
groups, and increase in solubility in alkali. 

The first noticeable result of the effect of heat on ccllulosic materials 
is the loss of water. Below temperatures of J40* C. and a lolal time (»f 
heating of four hours no great changes aiipcar to occur,”'' fiomc recent 
work,®'* however, has shown relatively small but measurahlc increa.si's in 
solubility in alkali and copper number at lower tcmporatui'eH during sliort 
intervals of heating. 

The degradation is slower in the absence of oxygen, wliioh indicates 
that the initial stages of breakdown, at least, include oxiriativc dcstrucUon, 

Buthorford, IT. A,, Minor, F, W., mul Hairijs, M. In pi'opnnilifin foi' piiblicntion. 

Dorec, C,, “Tho Methods of Collitloao ChoiniRlry,^’ ]> Viin Noslrnnd Co. (1033). 

®*llfin8. II., Kur\iimd(i nnd ZcllwoUe, 21, 88 (1030); Lowin, 11. F., Paper Trade J.. 
95, 29 (1032). 
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Continued heating, however, even in the absence of oxygen, leads to de¬ 
terioration of the cellulose. 

Stamm and Hansen®® have postulated the formation of ether cross 
linkages’ to explain the decrease in affinity for water and in the ability 
to swell brought about by heating. While this hypothesis appears to ex¬ 
plain a number of properties of celluloses after exposure to heat, there is 
no chemical evidence at hand to support the suggestion, 

Other factors which influence the rate of tendering by heat are initial 
moisture content of the cellulose and of the surrounding atmosphere, the 
presence of impurities and the extent of pre-modification with respect to 
both hydrolysis and oxidation. Most regenerated celluloses, which have a 
low average chain length as compared with native cellulose, show rapid 
loss in strength under the influence of heat. 

In a recent study of effects of drying conditions on the properties of 
textile yarns, it was shown that the "quality index” (defined as the per¬ 
centage of the original breaking strength retained after drying multiplied 
by the percentage of the original elongation retained after drying) of 
collulosie fibers decreases either as the temperature is increased or as the 
moisture content of the surrounding atmosphere is increased. The de¬ 
terioration as measured by the fluidity method is shown in Figure 11. Both 
the breaking strength and fl^uidity of the purified cotton and the viscose 
rayon (Figure 12) appear to be functions of the relative humidity at 
which the samples are exposed. The damage is greater at a high humidity. 
In addition to a greater stability toward heat, cellulose acetate does not 
sliow the moisture sensitivity exhibited by the other two ccllulosic ma¬ 
terials. 

It is apparent in the foregoing pages that the normal reactions of cel¬ 
lulose, occurring at or near room temperature, arc directly related to the 
complex configurations of the cellulose molecule A great deal is known 
about tiic nature and kinetics of those reactions In contrast, at mod¬ 
erately elevated temperatures, the reactions of cellulose are appreciably 
more obscure and much less experimental data is available for verification 
of tlicorctical considerations. Finally, in the range of temperatures ap¬ 
proaching that of a flaming fabric, the theor6tical aspects of the degrada¬ 
tion reactions become almost hopelessly complex and any truly funda¬ 
mental consideration of mechani.sms must rely on the simpler chemical 
reactions as discussed in the preceding section, A thorougli understanding 
of these relationships will enable at least a partial extrapolation into the 
range of temperatures dealt with in the pyrolysis and combustion experi¬ 
ments which follow. 

Stamm, A, J„ and Hansen, L, A., Ind, Eng. Chem., 29, 831 (1937), 
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igui“Q 11 , Effect of heat on the fluidity of y/irna n't low (O). 11004111111 (Q), and 
high (#) Inimidilicsj © represonts initial fluidity. {Wiegennh^^) 



Figure 12 . Relationship between fluidity and breaking strength of yarns which Jmve 
been dried at Jow ( 0 )j inodium (Q)j and high ( 0 ) humidities; 0 ropiosonts 
initial relntionship. (Wieffonnh^^) 


a®‘Wiegorink, J. G.j J. Research Nall. Bur, Standards, 25, 436 (1940). 
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C, PYKOLYSIS REACTIONS 
Coppick 

When cellulosio mfitcrifils are heated at high temperatures in the ab¬ 
sence of air, a rapid, typically pyrolytic reaction ensues. At least two 
additional phases are added to the system, which finally consists of a 
solid char, a liciuid distillate, and a gaseous fraction. As would be expected, 
the rates of formation and ratios of the various product-phases depend 
to a great extent upon the conditions of the experiment and the pre¬ 
cautions taken to isolate the initial products from the reaction mixture 
as soon as they are formed. Failure in rapid isolation and separation of 
these phases results principally in further cracking of some of the liquids 
to give additional amounts of solid and gases. In researches designed to 
determine the path of the primary breakdown of the cellulose molecule, it 
is therefore advisable to consider quite carefully the conditions under 
which the pyrolysis is performed. 

Although pyrolytic disintegration proceeds quite freely by exclusion 
of the air via an inert gas such as nitrogen or carbon dioxide, it is pref¬ 
erable to carry out the decomposition at reduced pressure to facilitate the 
distillation of the high molecular weight products. The most readily adapt¬ 
able and simplest approach is tiien by means of vacuum distillation in a 
closed S 3 ^stcm. Adaption of thp principles of molecular distillation also 
aid in the isolation of the primary products of the reaction, and is readily 
acconijili.^^hed by a condensing surface of high capacity as close as possible 
to I he surface of the pyrolytic charge. The use of downward distillation 
rallier tlian the noi'iiml, wliere some refluxing always occurs, is addi- 
honnlly favorable to removal of primary dissociation products from the 
ensuing reaction. 

Adaption of these principles to a simple workable apparatus is deraon- 
s(rated in the following design shown in Figure 13 Its cflicicncy is com- "" 
pnratively high, since yields of from 70 to 80% of liquid phases may be 
olilained from pure cellulose, Tins aqueous distillate contains the tarry 
prof I nets whicli arc isolated by diying at 105® C., several hours being suf¬ 
ficient to attain a constant weight which is not appreciably affected by 
furthcT drying for periods as long as 36 hours. Purified cotton normally 
yields about 50 to G6% of the dried tar. This material is easily removed 
by solution in methanol to facilitate determination of the char yield, the 
wet gas being determined by difference from the original charge in the 
bulb. 

Tho effect of temperature on the pyrolysis of cotton is likewise fol¬ 
lowed most conveniently by observance of tar yields. When the initial 
absolute pressure in the system is of the order of magnitude of about 20 
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millimeters of mercury, and the temperature is increased above the col- 
lulosic decomposition point, the reaction becomes more and more rapid 
until above 400° C. a constant rate is approached. This reaction velocity 
is observed as the rate at which the pressure change occurs in the system. 
The production of tarry products also increases with increasing tempera- 




H 

L 


Fiffure 13, Equipment for pjTolytic invMligntionfl of the inflnenco of rctnrdnnts 
on the llioimfiJ dc com position of ceJIuioso. 

T: thermocouple; B; bulb from 1 by 8 inch test tube; II; hentor; C: cotton; 

G; fiber-glnss; M; manometer; V; voliimo of fiflO ce. 

ture, the dried yields at various temperatures being: at 300°, 33%; 
at 360°, 48%; nt 400°, 52%; at 450°, 62%; and at 500°, 50%. Since 
burning fabric has been shown to attain a temperature in the vicinity of 
600° C., and since the pyrolytic degradation appears to proceed at a 
constant rate in this range, it would seem that these conditions arc ad¬ 
mirably suitable for studies i*elating to the initial stages of the flaming 
decomposition reaction. 
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The absolute pressure in the system would be expected to exert several 
directing influences on the pyrolysis, higher pressures inducing further 
cracking of the tarry products as well as favoring their secondary oxida¬ 
tion. At 600“ C. it is observed that as the initial absolute pressure is 
decreased below 600 millimeters of mercuiy, the tar yield is inorensocl 
slowly frem 40% until at starting pressures of 20 millimeters the yield 
has increased to 52%, which is not appreciably increased by additional 
reductions of the initial pressure. 

Under these latter conditions, the last independent variable, pyrolysis 
time, is not critical. During the first two minutes of heating an induction 
period is observed which is associated with the thermal conduction of the 
system, as indicated by its dependence upon the initiating temperature. 
For the next two minutes the reaction proceeds very rapidly with the evo¬ 
lution of tarry and gaseous products, and is essentially complete at the 
end of the fifth minute, the pressure in the system rising only very slowly 
until about the tenth or fifteenth minute where it becomes practically 
constant. Hence, the conditions of 500® C., 20 mm. of mercury and 15 
minutes of pyrolysis time arc ideal for comparative studies. 

When a number of the well-known soluble salts which are effective as 
fire retardants are added to cotton, certain well-defined changes are ob¬ 
served in both the rate and course of the pyrolysis. The induction healing 
period is decreased with increasing addition of the salt, probably by in¬ 
creased thermal conductance, and the velocity of the gas j)roduction is 
increased appreciably by the addition of small amounts of these salts. 
However, after the addition of about 10% of the retardants, the rale and 
quantity of gas evolution becomes practically constant at about twice 
its original value, as indicated by the rate and amount of mercury fall 
in the manomctric system. Moreover, it is not only the effective flame 
retardants that exhibited this effect, for almost identical behavior is 
observed for inert materials such as sodium and potassium chloride which 
have little or no effect on the flaming characteristics of cellulose. It would 
appear that this ability of salts to increase both the rate and quantity of 
the gas phase resulting from the primary disintegration of cellulose is not 
specific for flame-retarding materials, but is a general phenomenon prob¬ 
ably associated with a secondary independent reaction. 

The other two pyrolysis phases, however, bear a more direct relation¬ 
ship to the flame-retarding properties of the salts. With the addition to 
cellulose of as little as 6% of a typical retardant such as diaramonium 
phosphate, the tarry distillates are reduced in yield from about 55% to 
approximately 5% of the weight of the original cotton. On the other hand, 
a similar addition of an inert or poorly effective material such as sodium 
chloride only results in the reduction of the tarry products to a yield of 
about 30%. The ability to effect large decreases in the production of these 
tarry primary disintegration products appears to be specific for Are- 
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retarding materials. The sulfamates, sulfates and phosphates as their 
ammonium salts as well as the effective borax-boric acid mixture exhibit 
various efficiencies as depicted in Figure 14. In some cases, however, par- 



Figurc I'i. Tlio lufluonco of leLardanLs on L!iq quantity of the 
various phases resulting from the pyrolysis of cotton. 

ticulariy with the sulfainatcs, a true picture of the effectiveness cannot 
be obtained since the retardant itself decomposes and sublimes rather 
readily, and tlie tarry distillation products are contaminated with this 
sublimate. The maximum eflicicncies of the various salts in tar-reducing 
ca])acity occur for the addition of the first 6 to 10% of material added 
to cotton, further additions having little or no subsequent effect. This is 
a particularly interesting behavior since it is well known that with the 
addition of those magnitudes of the effootive retardants to a fabric, flame 
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propagation suddenly ceases and the amount of salt required for this 
protection is rather critical. 

The amount of the third and last phase produced during pyrolysis, 
i,e,, the charred residue, likewise serves as a criterion of the flame-retard¬ 
ing cfliciencies of various salts. The effective materials greatly increase the 
quantity of this char for small additions of the retardant. For instance the 
addition of of the borax-boric acid mixture results in a char yield 
increase from the normal 10% to about 40%, while the ineffective potas¬ 
sium chloride increases the char yield only to 20% by a similar 5% 
addition of the salt. It is to be remembered here that the charred residue 
consist not only of the products from the cotton, but also of those from 
the retardant. In most cases these may be separated by hot water extrac¬ 
tion of the residues, to leave a true char from the cellulose. In the case 
cited above, extraction shows that the true char from cotton treated with 
potassium chloride never exceeds a yield of 14% while that from the 
borax-boric acid mixture on cotton rises rapidly to 35% for less than 10% 
addition of the salts and finally becomes approximately constant in the 
neighborhood of 40% yield irrespective of the amount of retardant added 
to the cellulose. 

In similar pyrolytic experiments on cotton fabrics it is observed that 
the tar production of the untreated material, although high, is not quite 
as great as that obtained with the absorbent cotton used entirely in the 
above. For the fabric, tar yields rarely exceed 42%, and depend some¬ 
what upon whether the yardage is in the grey, desized, or dyed state 
These effects iiarnllcl to some extent actual inflammability as measured 
by flanio propagation rates in the various fabrics and with absorbent 
cotton. 

Commercially treated fabrics with good flame-retarding properties be¬ 
have very .similarly to the experimentally flame-proofed absorbent cotton 
Tile pyrolytic tars arc low in yield and usually constitute from 6 to 10% 
of the original cclluiosc content of the material. The relative flame jiro- 
tection afforded by these treatments, as determined by practical flame 
tests, is nearly always in accord with their low iar-preducing cajiacity. 
However, in a number of cases contamination of the tar renders its ac¬ 
curate dclcriiiination difficult or impossible. This is particularly the case 
with treatments of the antimony oxide-chlorinated compound type, where 
sublimation of both constituents along with the tars takes place to such 
an extent that an apparent tar value of 27% is obtained for the fabric. 
This is certainly inconsistent with its performance. 

From the above it may be concluded that the primary effect of flame- 
retarding chemicals is to alter the products resulting from the initial 
thermal decomposition of the cellulose molecule. The greatest change 
occurs in the solid and liquid phases, the gas being augmented in quantity 
somewhat both by retardants and nonretardants. However, the magnitude 



DEGRADATION OF CELLULOSE 


46 

of the changes of tar and char products is directly rclalod to the flame- 
proofing efficiency of the added salt. It has been observed further that the 
tarry products are of a highly inflammable nature, are readily ignited 
and propagate a flame very rapidly when impregnated on glass-wool or 
asbestos fabric, It would appear then that theso are the products most 
directly responsible for the flaming of cotton fabrics and that the main 
function of a retardant is to limit the production of these materials when 
the fabric is subjected to a flame source. 

The over-all effect of the efficient retardants appears to be tlio direc¬ 
tion of the initial disintegration toward products in the solid phase rather 
than along the linos of the normal and partial decomposition toward 
liquid phase fragments which vaporiae, and on admixture with the oxygon 
of the air are readily ignited and constitute the flame. The prime cause 
for these effects is not considered here, but is postponed and will appear 
in the section devoted to the theoretical concepts ]:)ostulatcd to explain the 
underlying principles involved in retardant action. All that is intended 
here is to delve as deeply as possible into the decomposition reactions in 
an effort to bring to light conclusively the primary effects of retardants 
on cellulose at high temperatures, 

D. COMBUSTION REACTIONS 
8. Coppick 

The burning of organic materials in general is a very complex process, 
involving a great number of steps wherein the material undergoes suc¬ 
cessively many stages of disintegration and oxidation. A study of the final 
end products leads to very little information regarding the inlermcdiatcs 
which pass rapidly toward the lower energy levels and in the limit appear 
as carbon dioxide and water. It is of course well known that the efficiency 
of the process is directly eoncemed with the rate of oxygen supply and its 
concentration at the combustion source, which determine the extent of 
the energy drop in the final stages of the series of reactions. Thus, nor¬ 
mally, the combustion of cellulose results in the formation of carbon 
monoxide as well as carbon dioxide and water. Smaller quantities of 
hydrocarbons such as methane sometimes occur but only under veiy ad¬ 
verse combustion conditions. Hence, investigations of the effect of re¬ 
tardants on the completed reaction are unprofitable, the products being 
practically identical for both treated and untreated cellulose and crit¬ 
ically dependent upon tlie conditions of the oxidation, The only dif¬ 
ferences appear to be in the rate of the process as measured by the 
velocity at which a flame propagates throughout the mass of the material, 
and the extent to which the transfer from solid to gas phases occurs. This 
is measured very readily as the yield of residue remaining after ignition. 
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When flame propagation rates are reduced to zero by the application of 
an eflicicnt retardant an impasso is reached, since it is here desirable to 
study a reaction which normally does not proceed. The approach must 
then bo directed toward forcing the reaction in order to elucidate its nor¬ 
mal inhibition, Moreover, during the thermal oxidation of cellulose three 
general reaction phenomena are observed, both the rate and extent of 
whioli depend not only upon the amount of the retardant added but also 
upon its nature, These are first, the propagation or chain reaction by 
which tho incandescent gas meniscus is transported from one point to 
another, This reaction proceeds at velocities dependent upon a number of 
factors which include the state of division of the cellulose, the amount of 
retardant added, and the conditions of the experiment including the direc¬ 
tion in which the flame travels. During horizontal flame propagation along 
a fabric, a deceleration is observed, while for vertical travel the velocity 
is greatly accelerated. Practically constant rates occur at angular direc¬ 
tions in the neighborhood of from 30 to 45° to the horizontal. 

As flame velocities are reduced by successive additions of an efficient 
retardant a critical point is usually reached at wlucli the rate becomes 
zero. Hero one enters the range of the forced reaction whicli is the second 
pliaso of flamoprooflng and involves the rate and extent of thermal de¬ 
composition of cellulose while in the presence of an instigating flame 
source. On removal of this source, provided the fabric has been efficiently 
treated, no cliain reaction proceeds, although the flaming fabric may aug¬ 
ment the source while the latter is present. This is the action which is 
finally observed as char length or area in practical flame tests or as the 
weight loss due to the decomposition. 

The third and last general reaction phenomenon observed in the thermal 
oxidation of cellulose is the secondary cxothcrinic decomiiosition of the 
solid products iiroduced by cither of the other two reactions This is the 
flamcless combustion of the char identified as afterglow, and apjiears to 
be entirely independent of the flaming reaction, since it may be produced 
or eliminated at will by judicious choice of both the quantity and type of 
retardant employed 

To further elucidate the primary effects which retardants have on the 
thermal oxidation of cellulose, it is advisable that the reaction be quenched 
during its preliminaiy stages for reasons similar to those stated in the 
previous section. The stipulation that the fragmentary decomposition 
products should be removed rapidly from the heat source appears to be 
even more critical when oxygen is present in the system, The arrangement 
of Figure 15 is adequate and is similar in principle to that previously used 
in vacuum studies, with the exception that the upper end of the tube is 
open to the atmosphere. Cellulosic material is placed in the upper bulb 
of the tube which is then inserted in the heater. The air drawn into the 
system via the aspirator is preheated on passage between the combustion 
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tube and the internal surface of the heater, and proceeding downward 
through tlie cellulose sweeps the fragmentary disintegration jirodiicLs to 



Figure Ifi. Equipment for con trolled combustion investigations of tlie influence of 
retardants on ilio thermal decomposition of eelItilose, 


the large surface of the fiberglass condenser whore they are absorbed. 
The determination of the various combustion phases is carried out as bc> 
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fore. Cessation of the combustion at various intervals of time is accom¬ 
plished by removing the tube from the heater and cutting off the air sup¬ 
ply by inserting an asbestos stopper in the upper end of the combustion 
bulb. 

Preliminary studies on absorbent cotton show that the rate of air flow 
is a rather critical factor in determining the ratio of the various phases 
formed at 600° C. Velocities such that less than 40 cc. of air per minute 
pass through the system are insufficient to give the liquid decomposition 
products the required directional influence to permit their accurate analy¬ 
sis, and their secondary cracking to solid and gas phases is indicated by 
the increased quantities of these products. Increasing the air flow from 
zero to 40 cc. per minute results in a dried tar yield increase from 9 to 
40% of the original cotton. This yield is not changed by further increas¬ 
ing the air flow. However, the oxygen input represented by the rate of 
40 cc. of air per minute is insufficient to promote a conveniently meas¬ 
urable rate for the secondary oxidation of the charred residue, which still 
retains a yield of about 10% even after 15 minutes of combustion at 
500° C. Under those conditions the oxidation rate is gradually increased 
with increasing air input until at about 100 cc. per minute combustion of 
tlie char is comjilcte in 15 minutes. To insure inclusion of an adequate 
.''Hfcty factor it is preferable to carry out the oxidation at air input values 
considerably in excess of tliis minimum, and 180 cc. per minute appears 
to be .satisfactory for differentiation purposes in a large numlier of treated 
and untreated cottons. The following experiments adopt the«e -standard 
eondition.s For comparative determination of the flaming tendcncic*'' of 
fatirics it is convenient to u'-e a jiropagation rate for tho'-e of easy igni¬ 
tion, while nfterfiaming and char dimensions characterize tliose who-e 
propagation rate is reduced to a negligible value. These flame tests are 
cle^cnbed fuliv m a later chapter®^ devoted to testing procedures. 

The influence of retaixlants on the products of the combustion of ab¬ 
sorbent cotton is very similar to that found for the decomposition in 
vacuo. With addition of tlie well-known and effective salts such as the 
borax-boric acid mixture, tlie water-gas fraction is increased, the tarry 
j>roducts decreased and the ciiarrcd residues increased The changes in the 
amounts of the various phases are again most pronounced in the region 
of the addition of up to 5 to 10^ of these salts, which is again in agree¬ 
ment with their known flame retardation performance. In the case of the 
ineffective salts such as potassium chloride, the gaseous products are 
increa.scd to an extent equal to that observed for very effective materials, 
but the quantities of tar and char products are quite different. 

A typical set of data is shown in Figure 16, where distinction is made 
between the water-soluble and insoluble constituents of both the charred 
roaidue and the tarry distillate. Flame retardants such as the borax-boric 

8' Chapter IV, Section B-2, Plume Tests 
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aeicl mixture, cfllciiim c)iloridc or aminonium molybdate demonstrate their 
ability to reduce tlio inflammable tars from a normal yield value of 
to less than 5^o of the original cotton, On the otiier hand, the inert or 
poorly elTfecfcivc potassium chloride scorns unable to olTcct a tar reduction 



Figure 16. Tlic influence of retnidnnls on the quantity of llie various 
phases rcsiiUing frotn tlic controlled comliustiou of cotton. 


to less than 20% yield irrespective of the amount added to the fibers. 
Similar effects t^re also observed with woven fabrics. 

Some peculiar behavior is observed when either small amounts of the 
water-so In bio retardants arc added to cotton fabrics or when effectively 
treated materials are leached with water, until only slight traces of the 
original salts remain in tho cell wall. It appears that these small amounts 
actually increase the velocity with which a flame will propagate along the 
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fabric surface, although the addition of larger quantities reduces this 
rate, which in the limit becomes zero and the fabric is then substantially 
fiameproofed. Investigations on the tar production in the range of in¬ 
creased inflammability show that although the amount of these volatile 
fragments is decreased slightly below the quantities obtained from un¬ 
treated fabrics, these tars are more easily produced. Thus the effects of 
some retardants are competitive in nature, ie,, a reduction in amount of 
fuol supply as tarry fragments but also an increase in their rate of gen¬ 
eration at a given temperature. These opposing influences may either in¬ 
crease or decrease the tendency to propagate the flaming reaction and 
depend upon the concentration of the retardant in the fabric. Fortunately, 
however, the concentration eoeffleionts for the extent and rate of the re¬ 
actions are entirely different so that after the addition of more than 0.6% 
of these retardants the rate of tar production ceases to be the controlling 
factor and its lower quantity begins to exert a dominating influence 
which appears as a net reduction of the propagation velocity of the flame. 
These effects are shown in Table 2, which indicate the enhanced inflam- 


Table 2. Effect of Small Amounts of Retardants on the Tar Production and Inflamma- 
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raability induced by small amounts of either the phosphate or sulfamalc 
type of retardants^ whether traces of these salts are added directly or aro 
the residual ainoiints remaining after the bulk of the rctnrtlunt in an effec¬ 
tively flameproofod fabric has been removed by leaching. 

The increased addition of the efleotive salts to fabrics finally results 
in a reduction of the inflammable tarry products below the threshold 
value required for self-sustaining of the flaming reaction and its propaga¬ 
tion ceases, Further additions reduce the interval between removal of the 
instigating source and the cessation of the flaming reaction, until this in 
turn reaches a aero limiting value. Still further addition of the retardant 
with its subsequent tar-rcducing tendency promotes the reduction of fabric 
flaming even in the presence of the instigating source, which ajipcars as 
the lessoning of quantity or area of fabric destroyed by a flame of stand¬ 
ard aspect and duration, ic., a reduced char dimension, This very close 
correlation between the flaming performance of fabrics and Uioir tar 
production capacity is apparent from Table 3, which include.s data on the 
phosphate, sulfamate and borate types of retardants. It is seen that the 


Tnblo 3. Correlation Botwcon tlic Tarry Products from Controlled Combustion and 
tho Burning Cl larnc tori sties of Fabrics 


Eabrio 

netnriiniit 

% 

Tnr Troim 
Com bunt 10 ti 

o( rnbrio 

rintne Halo 

lll/tiL'C 

Vort 

Aftor- 

natniiia 

HC*L. 

Vpr( 

Chur 

Li'iiKth 

in. 

Dosieed Grey Goods 

None 

0 

15.2 

.104 

> 20 

12 

Desized Twill (dyed) 

it 

0 

12.7 

.1.61 

> 20 

J2 

Regulni' Twill 

a 

0 

9.9 

.135 

> 20 

12 

Grey Goods (sized) 

ff 

0 

0.6 

.no 

> 20 

12 

Desized Twill 

Borax: 

0.2 

8.0 

.III 

> 20 

12 


Boric Acid 

1.3 

6.2 

,109 

18 

12 


r : 3 

1.0 

4 3 

009 

19 

12 


tc 

2.0 

3.8 

.050 

16 

12 


a 

3.6 

2..6 

0 

7 

5.7 


i( 

6.6 

1 3 

0 

0 

3.7 


ft 

13.6 

1.1 

0 

0 

2.1 

Deaized Twill 

Aminqiiium 

0.7 

3.6 

.085 

> 20 

12 


Di hydrogen 

1.1 

3.2 

.050 

> 20 

12 


Pliosplinto 

'1.8 

2,3 

0 

> 20 

12 


it 

6.0 

2.1 

0 

1 

07 


a 

8.2 

2.3 

0 

0 

6.7 


it 

18.3 

2.'t 

0 

0 

3.2 

Desized Twill 

Commercial 

1.0 

5.2 

.103 

> 20 

12 


Sulfninatc- 

2,1 

3.8 

.006 

> 20 

12 


PhosplialQ 

3.1 

3.2 

0 

> 20 

12 


Mixluro 

6.1 

2.8 

0 

> 20 

12 


H 

0.6 

2.2 

0 

0 

3.9 


a 

18.8 

1.6 

0 

0 

2.7 


it 

31.2 

1.9 

0 

0 

2.7 


it 

41,8 

3.6 

0 

0 

2.0 
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borax-boric acid mixture does not exhibit the behavior previously shown 
for the other two retardant types. The addition of 0,2^ of this mixture 
gives no enhanced flame-spreading velocity such as demonstrated by the 
sulfamate-phosphate retardant mixture and by ammonium phosphate 
alone. 



T/Me IN Mwirres 


Fillin' 17, 'fho olTocL of Llie phosphate and borutc typos of rctaidants on the rate of 
production of voltililo collulosic fragnienls during the contiolled combustion of 
enttou fabrics. (The per cent values aic those added to dcsizod twill.) 


The reason for tliis anomalous behavior becomes apparent from 
kinetic studies on the degradation reaction. Intcrrui)tion of the combus¬ 
tion at successive time intervals of one minute over the whole of the 15- 
minute oxidation ]ieriod and measurement of tar production leads to the 
determination of the rate of the process. It should be rememberedj how¬ 
ever, that the experiment is not conducted entirely isothermally since an 
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induction period is necessitated wherein the fabric is raised over a large 
temperature gradient from room conditions to approximately SOO*’ C. 
With an untreated fabric, tar production does nob begin until after the 
first minute of exposure and proceeds at increasing velocity over the next 
minute with inereasing cliarring of the fabric. During the tliird minute tar 
is evolved at its maximum velocity which appears to bo constant for tlic 
material and independent of t!ie initiating temporature. Tlic slower earlier 
rate apparently is due to non-uniform attainment of the decomposition 
temperaturcj and less rapid decompositions at intermediate temperatures. 
As the reaction approaches completion toward the fourth minute the rate 
of tar production decreases and at the end of the fourth minute the amount 
of tar reaches a constant value, which is not allfcctod by further increas¬ 
ing the combustion duration up to 15 minutes. 

The effect of both tlio phosphate and borate mixture is quite similar 
as far as their influence on the quantities of the product arc concerned, 
although the borate appears to have a greater efficiency in tar reduction. 
However, tlicir effect on the temperature coefficient and rate of the re¬ 
action appears to be entirely different, as demonstrated in Figure 17. 
With the phosphate retardant, tlie time interval over which tar is pro¬ 
duced is reduced from three- to a onc-minuto period for successive addi¬ 
tions up to 8fo of the retardant and the reaction is then complete at liic 
end of the second minute. In tlie case of the borate retardant, on tlie 
other hand, no change in Uio heating period requii'cd for completion of the 
tar generation reaction is observed, an interval of 4 minutes being re¬ 
quired irrespoctivo of the amount of these salts added to the fabric. Sim¬ 
ilar rate differences are found for the decomposition of the solid phase, 
and it appears that the borate mixture has the advantage of not con¬ 
taining the two competitive factors of rate and extent of reaction, avIucIi 
render the phosphate a flame jjromotcr in the low addition range. Kale 
changes for tar prochiclionj similar to those depicted in Figure 17 for the 
phosphate, have been observed for the commercial sulfamatc-pho.sphatc 
mixture, sulfnmate alone, and permanently phosphated fabrics as well 
as for the 7:3:5 mixture of borax, boric acid and ammonium phosphate, 
and appear to be associated with the strong acid type of retardant. Com¬ 
parative charring of the fabric during the early stages of the combustion 
is seen in the photographs of Figure 18. These effects indicate that the two 
types of retardant function via somewhat different mechanisms. 

E. THERMAL DECOMPOSITION PRODUCTS 

- r- * . S. Coppick 

. 1. Gas Phase Products 

In the preyioiis sections devoted to the reactions ensuing during the 
pyrolysis and controlled combustion of collnlosc and its retardant com- 
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Figure 23, Charred residues at l-minute intervals during the controlled conilnisLion 

of fabrics. 

I. Untreated 

2 0 7% Ammonium dihydrogen phospliate 

3. 1.1% Ammonium dihydrogen phosphate 

4. 8 5% Ammonium dihydrogon phosphate 

5. 0 2% Borax:Boric aeid:;7;3 

6. 1,3% Borax:Boric acid.:7:3 

7. 1.6% Borax .‘Boric acid: :7;3 

8. 2.0% Boia.\:Bonc acid :7 3 

9. 3 5% Borax Boric acid: 7:3 

10. 6 5% Boiax;Boiic acid:;7 3 

11. 8 2% BoiaxiBorie acid Ammonium dihydrogon phosphate: :7:3:6 

12. 8 5% Commercial sulfamate-phosphatc mixture 

13. 16% Commercial urea-phosphate t 3 ’pc treatment 
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binations, it is seen that although the products in the gaseous phase are 
augmented both in amount and production rate, their values do not ap¬ 
pear to be critically related to the flaming mechanism and its deceleration. 
Both retardants and non-retardants show very similar effects in enhancing 
the quantity of vapors and the velocity of their generation, but there still 
remains the possibility that the -vapor composition might be variable. 

It is to be remembered that in the previously described experiments the 
gas phase has always included the water produced in the decomposition. 
However, the determination of the dry gas phase is easily carried out by 
measurement of weight losses involved in experiments conducted via 


Table 4. The Effect of Retardants on Uie Amount of Dry Gas Produced During the 

Pyrolysis of Fabrics 

Treated \\'itli the Sulfamate-Phosphatc Retardant System 


Ilatftrdant 

Add-On 

Pressiiro Incronso 

Quantity of Gns 

% 

mm. ol Mercury 

% by Wt. 

mgs/cm’ of fa brio 

Ammonium 

0 

87 

1.8 

0.46 

Dihydrogon 

0.5 

214 

6.0 

1 52 

Phosphate 

1.3 

250 

6 I 

1.56 


3.1 

258 

6.4 

1 68 


6,6 

308 

17 6 

4 45 


17.2 

258 

14,5 

3,19 

Ammonium 

0 

87 

1.8 

0 40 

Sulfamate 

3 6 

234 

69 

1 56 


4.1 

376 

11,0 

2 80 


8 1 

374 

12.5 

2.88 


127 

519 

15,8 

4 49 


26.1 

464 

13.1 

3.88 

Commorpial 

0 

87 

1 8 

0 46 

Sulfaimito- 

2.1 

263 

6 0 

1,54 

Pha^iplmto 

3.1 

332 

87 

2 29 

Mixture 

5.1 

380 

86 

2,54 


O.G 

385 

99 

2,54 

modification 

of the equipment of Figure 

13, Replacement 

of the glass 


wool in the sorjition section of tlic condenser bv a dehydrating agent en¬ 
sures collection of both tarry and aqueous distillates. The rate of the 
process is observed as usual by the rate of pressure increase in the system, 
and the extent of the reaction by the total pressure increase when equilib¬ 
rium is attained. The results for various retardant types added to cotton 
fabrics are given in Table 4, wherein the quantities of dried^ gas show 
effects with increasing retardant addition similar to those previously dis¬ 
cussed for the saturated gas phase. The rate at which this phase is pro¬ 
duced is increased substantially by relatively small additions of effective 
flame decelerants of the borate, phosphate and sulfamate type. In the 
neighborhood of about 6 to 10^ addition of these salts the quantity and 
production rate become practically constant and oven appear to pass 
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Lsh a maximum, farth. additions of the Mavdant causing n 
reduction in the amount of nh^ractcvistics of ftil)ricH may lai 

Great changes in the 

obtained by variations in a c ] „UQgpi^{^lo Invcstisatiou of tlm 

s;rss«="-”£tr—^ 


XAUil2 iJ* 


and Tlieir : 

Mixtures 


Vttilifiil 

Betuilsnt' 

Boric Acid 

Add-On 

% 

0 

3,4 

pressure Increase 
mm, of Alerouiy 

212 

482 

QuaiitUy t>l Can 

% by Wt. loga/om’ ot fi‘bi io 

1,76 QA7 

U.33 2.61 

AtU''i Otuiilnii' 
Mdt' 

> 20 
> 2t) 


6,4 

437 

8.86 

2.27 

> 20 


7.7 

10.4 

448 

435 

10.05 

8.77 

2.50 

2.20 

> 20 
> 20 


10.5 

449 

9.95 

2.35 

> 20 


13.0 

472 

9,23 

2.38 

> 20 

Borax 

0 

212 

1.8 

0.46 

> 20 


2.8 

388 

IQ.2 

2.59 

16 


5.4 

40Q 

10.4 

2.02 

8 

B 


12.9 

427 

10 7 

2.90 


20.3 

413 

10,7 

3.01 

0 


29.0 

417 

10.3 

3 16 

:i 


34.5 

419 

9.1 

3.01 

0 

Borax: 

Q 

212 

1.75 

0 47 

> 20 

Boric Acid 

2,5 

492 

10,42 

2.61 

IX 

7 :3 

4.S 

634 

10.25 

2,80 

0 


8.4 

558 

10.89 

2 07 

0 


16.5 

538 

9,20 

2 58 

0 


30.1 

564 

899 

2,82 

0 


43,7 

608 

9.35 

3.21 

0 

Borax: 

0 

212 

1.76 

0.47 

> 20 

Boric Acid: 

3.9 

540 

10.49 

2,07 

> 20 

Ammonium 

5.6 

482 

8.75 

2.37 

> 20 

Dihydrogen 

10.4 

‘495 

8.77 

2.46 

0 

Phosphate 

19.3 

524 

8.13 

2.70 

0 

7:3:5 

34.2 

420 

6.86 

2,31 

Q 


59.9 

515 

6.06 

3.48 

0 


a general phenomenon and bears little if any relation Co the Jflnming ohai'- 
acteristics of the fabric since the ineffective boric acid produces cffcctH 
almost identical with those given by equal additions of cither the fairly 
effective borax, the good three-component or the excellent two-component 
retardant system. The vertical afterflaming values characterize the roln- 
tive burning properties of the various treated fabrics. 
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For more complete characterization of the gaseous phase produced dur¬ 
ing tlie pyrolysis of treated and untreated fabrics, the vapors must be 
isolated and subjected to the standard analytical procedures. A con¬ 
venient and satisfactory system is shown in Figure 19, where the pyrolysis 
is carried out in a small bulb (shown inside the heater) over an adjust¬ 
able mercury column in the pipette, After completion of the reaction 
the heater is removed and the specimen bulb cooled. The scaled capillary 
point, p/, is then connected to the analytical system at via rubber tub¬ 
ing, and by breaking the capillary the gases may be transferred to 



Mt inanoirH'ttic hvsiom; 7’,, T.^ trap'll II’ hoator; i. theimocouplo, p,: Poaletl 
cnialluiy on fiiljnc l)i!ll); /i,, L, ga.s collocling system, /ij, L/ giib iiioiiauiing &ystfai; 
P^\ cuniict'lion to aiuilylical <!>',, S^, <S’j gas ‘.cnibbcis, .1,, A^, yla gas ^lb^cJ!ber&; 

Di’. a.-^cuiiLo trap, walur tiap.^, Oiiut buiette by&tem 

where they arc retained over mercury. The soluble constituents are de¬ 
termined by waslung the gases in the tlsrce scrubbing sections, 5,, 
and »SV On transfer to the burette, J5j, where the saturated gas is main¬ 
tained ovei' water, its constitution is determined by selective absorption 
in tlic standard Orsat bulbs at and A,. The Ascarite trap, D,, and 

water trails, and Dg, protect the absorption liquids in A^, Ag and A, 
from the outside atmosphere, 

In the case of the controlled combustion of fabrics the products are 
idcnlified by use of a modification of the equipment shown in Figure 15. 
The inclusion of U-tiibes containing “Drierite" and "Ascarite” in series 
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with the tar absorber facilitates the determination of the aqueous and 
COg constituents. 

Investigation of the total pyrolytic gas pliase resulting from the de¬ 
composition of fabric treated witli tho commercial phosphate and sulfa- 
mate mixture indicates as usual an increase in the amounts produced with 
increasing addition of the retardant. This increase is not at all linear 
with tho add-on but assumes a maximum in the vicinity of a 10% addi¬ 
tion? Similar effects arc observed for each of the constituents alone ap¬ 
plied to fabrics. Moreover, it is observed that the augmentation is not duo 
entirely to vapors arising from the decomposition of the retardant, since 
on scrubbing the gases from fabrics tho same maxima occur, while if the 
retardants are added to glass fiber the resulting vapors are all dissolved 
in the scrubbing process. The effects appear to bo associated with tlic 
actual course of the decomposition of the cellulose itself, tho retardant 
exerting more of a directing rather than a contributing effect to tins phase. 

The sulfamnte-phosphate system does not lend itself very well to 
studies of this kind clue to the complexity of the sulfur components 
evolved during the decomposition. A much simpler system from an analyt¬ 
ical point of view is found in the borate mixtures on which a very de¬ 
tailed investigation is shown by the data of Table 6, where the compo¬ 
nents and mixtures of tho retardant system are compared with sodium 
ehioride. 

It appears tliafc the pyrolytic gases show the same type of behavior 
previously demonstrated in the sulfamate-phosphatc system, the retardant 
increasing the total quantity of tins phase to about twice its normal value. 
Those gases contain about 35% of readily soluble constltiicnls wliicli are 
very probably the lower molecular weight aldehydes and acids, 35% CO, 
15% hydrocarbons and about 15% COg, the latter being the only non¬ 
flammable constituent. With the addition of tlio retardants of various 
flame-retai'ding efiiciencics, the distribution of the quantities of ilie inflam¬ 
mable constituents varies somewhat, but the non-flammable COg con¬ 
stituent remains approximately constant. There appears to be no radical 
difference in the over-all composition as one proceeds from tho ineffective 
sodium chloride and boric acid through tho fairly effective borax to the 
very efficient 7:3 mixture. The general indication is that the gas phase 
maintains approximately constant flammability composition but increases 
in amount on tlie addition of any salt to the fabric. 

Similar effects are observed in the data accumulated in combustion 
studies. Hero, due to presence of air during the thermal decomposition, 
some of the flammable gases produced in the primary dissociation are fur¬ 
ther oxidized to COg, thus this component increases with increased gas 
production. However, the amount arising from fabric treated with NaCI 
is about the same as that from fabric treated with the effective retardants. 
The same appears to be true of the aqueous constituent which increases 
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Tflblo 0. Tho Effect of Vaiuous Materials on tho Composition of tlio Qasos Evolved 
During the Pyrolysis of Cotton Fabrics 


Ilotardant 

Add-On 

% 

Total Qaa 
oo/om» of fabrio 

Qaa Compononta 
HiO Solubios 
aldoliydos, aoida, 

oto. CO 

(% by volumo) 
Hydro- Total 

oarbona, Inflam- 
oto. jnablca 

COt 

Sodium 

0 

1.04 

43.2 

32.6 

14.2 

89.9 

10.1 

Chloride 

3.1 

3.67 

36.8 

30.S 

18,6 

86,2 

14.8 


7.0 

3.77 

36,2 

31.8 

18.5 

86.5 

13,6 


13.6 

1.06 

35.3 

32.5 

18,1 

85.9 

14.1 


26.4 

3.22 

35.9 

32,3 

20.6 

88.7 

11 3 


33.7 

2.46 

38,7 

26.0 

21.4 

86.1 

14.9 

Poric Acid 

■ 0 

1.04 

43.2 

32.6 

14.2 

89,9 

10.1 


3.6 

1.60 

34,6 

41,0 

14.6 

90,1 

9.9 


'7.7 

1.76 

30.8 

44.3 

15.2 

90.3 

9.7 


10.6 

1.81 

31.4 

46.0 

13.0 

90.4 

9.6 


13,0 

1.92 

27.1 

48.3 

15.8 

91.2 

8.8 

Borax 

0 

1.04 

43.2 

32 5 

14 2 

89.9 

10.1 


2,8 

2.41 

29.0 

36 4 

15 6 

81.0 

19 0 


6.4 

2.17 

34.6 

33 7 

10,3 

84,6 

15.4 


13.0 

2.25 

34.6 

36.2 

13 1 

83.9 

16.1 


20.3 

2.10 

36 2 

37 0 

124 

85 6 

14,4 


29.0 

2.15 

40 0 

27.0 

18.0 

85 0 

15.0 


34.5 

2.29 

34.9 

29 8 

19 5 

84 2 

15,8 

Borax; 

0 

1.04 

43 2 

32 5 

14.2 

89 9 

10,1 

Boric Acid 

2.6 

2.03 

39 5 

33 5 

16 9 

89 9 

10 1 

7:3 

4.6 

2.50 

37.9 

33.9 

18 0 

89.8 

10 2 


8.4 

2.30 

38 6 

37 9 

12 7 

89 2 

10.8 


16.5 

2.45 

39 2 

33 8 

16 4 

89 4 

10 6 


30.1 

2.54 

36,9 

36.4 

13 9 

87 2 

128 


43 7 

2.35 

42 3 

33 5 

12 1 

87 9 

12.1 


somewhat with addition of the salts, but is apparently the same for all, 
irrcsi)ectivc of their flame proofing action On this basis, there appears to 
be little if any justification for further consideration of the gas phase as 
being directly related to retardant action. However, the otlier volatile 
but rondilv condensable products, accumulated as tar.«, appear t(j he more 
closely related to non-flaming tendencies and are considered m detail in 
the following section, 


2. Liquid Phase Products 

The aqueous distillate obtained from tlie jiyrolysis or controlled com¬ 
bustion investigations contains the tarry primary dissociation products 
which appear to be critically related to the flaming characteristic of fab¬ 
rics. In the borate retardant system, the agreement between the flame test 
data and the dry tar is particularly good. This system lends itself very 
readily to studies of this kind since the retardant does not contaminate 
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the distillates> which may be determined witli considerable accuracy. The 
precision with whicli this phase follows the inflammability of treated cot¬ 
ton fabrics is demonstrated, in Figure 20, wlicre large reduction in its 
amount is observed for mixtures of borax and boric acid wlion the com¬ 
ponents are in the ratio of 1:1 or 7:3, However, when the boric acid pre¬ 
dominates in the system, as in. the 3:7 mixture, the tar reduction is not 
quite ns great, which corresponds to the poorer flame-retarding qualities 
of this blend. Moreover, the individual components alone on the fabric 



Figure 20. The reduction 
in the nmounl of voindio 
crllulosie fi'nKinruts ns inflii- 
enced by mixtiiro.'i of borax 
and boiic acid in compaii.-'ou 
u’itli that produced by so¬ 
dium cliloridc 


follow the order of their fair to poor cfllciencics compared witli the inert 
and ineffective sodium cliloridc. Tiio relation between the Lars and burn¬ 
ing characteristics is summarized in Figure 21 for this sy.stcm, wherein 
it seems tliat the production of these fragments must be rodiiccd below 
2 milligrams per square centimeter of fabric before flaming ceases in 
the vortical strip test immediately on removal of I lie flame source This 
value npjiears to be rather critical, and increasing the lar yield from 2 
to 4 milligrams per centimeter of fabric results in considerable flaming 
after the instigating source has been removed, although propagation of 
the flame |nay not proceed longer than 10 or 20 seconds. However, with 
the fuel supply greater than 4 milligrams, continuous burning proceeds 
until the fabric is completely consumed. 

The total condensable distillates resulting from the combustion experi¬ 
ments contain considerable water. The aqueous portion is increased with 
the addition of salts to the fabric, while the tarry products are decreased 
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greatly for the addition of the effective retardants, The net result, as 
shown in Table 7, is not only a reduction in the amount of the tarry fuel 
supply but*also a lowering of its effective concentration by dilution with 
water. 

Although the supply, rate and concentration of these volatile fragments 
arc altered radically by the effective retardants, their actual composition 
does not appear to be changed to any great extent. The tarry constituents 
contain hydroxyl, methylene, methyl, carbonyl, ethylene and ester group¬ 
ings as determined by their infrared absorption spectra, which is in har- 



S 6 7 8 9 /<?// /Z 

0RY Tar Mgs/cm^ of 


Figure 21. Tiic coirohition between tin.' evoliiUon of ^ oluule piuductb fiom 

celluloae nncl the flaming eharactcnstics of fabiies. 

0 uiitrentod fabric, Q lioutetl wUh boric acid; 0 with bonix, and 

O' treated with borax and boiic acid in the weight ratio of 7 3 


mony with Ihcorctioal considerations regarding the prolialfle course of the 
disintegration of the cclliilnsc moloeule, Moreover, tlic alisorjition curves 
of the tars from treated and untreated cotton show the same general ab¬ 
sorption maxima and with nearly equal intensities 

The analytical data suggest degradation nuclei of the pentose or fur¬ 
fural type, with composition not varying very widely with the amount of 
retardant or its type. As shown in Table 8, the carbon and hydrogen con¬ 
tent of the various tars show no distinct variation with the effectiveness 
of the retardant, and although the products are highly reducing in nature 
their carbonyl content is not greatly changed by retardant additions. 

Measurement of the relative inflammabilities of the tars from treated 
and untreated cotton indicates no great differences in the rates of flaming 
with different retardants. The conditions of burning fabric are readily 
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Tnble 7. TIio Variation of tlio Quantities of Liquid Phases ProduoccI During tho Con¬ 
trolled Combustion of Cotton Fabrics in tlio Prcsonco of Various Materials 



Add-On 

Dry Tnr 

Aqueous 

Fraction 

Tar in 
Dialillnto 

Vortical 

Afturflninirig 

Ilolardant 

% 

mga/onv* 

inga/om* 

% 

SCO. 

Sodium 

0 

12.20 

0.24 

66.9 

23 

Chloride 

34 

7.05 

14.31 

33.0 

20 


7.0 

7.80 

10,26 

43.2 

26 


13,6 

6.60 

13.88 

31.9 

23 


20,4 

0.43 

14.37 

30,9 

23 


33,7 

7,48 

14,02 

34.8 

28 

Doric Aold 

0 

12.20 

0.24 

60.0 

23 


3.5 

7.86 

16,90 

33.1 

28 


7.7 

6.63 

16.06 

29.4 

20 


10.6 

4.62 

16.03 

23,1 

28 


12,9 

4,00 

14.16 

22,0 

28 

Borax 

0 

12.20 

9.24 

50.9 

23 


2,8 

4.66 

4,70 

27.9 

16 


6.4 

2,02 

14.26 

16.5 

3 


12.» 

3.08 

16.90 

16.2 

3 


20.3 

2,88 

16.28 

16.8 

3 


20,0 

2.08 

14,65 

12.4 

3 


34.6 

2.76 

16.80 

14,8 

0 

Borax; 

0 

12.20 

9.24 

60 9 

23 

Boric Acid 

2.6 

3.18 

12.67 

20.2 

18 

7:3 

4.6 

1.97 

13.20 

12.9 

0 


3.4 

1.28 

13.90 

8.4 

0 


10.4 

0.85 

12,48 

6.4 

0 


30.1 

0,83 

14.40 

5.4 

0 


43.7 

0.65 

10.10 

6.2 

0 


Table 8. The Proper lies of tho Tarry Distillation ProcUicts Isoialcd During thoCon- 
trollod Coinbuslion of Absorbent Cotton 


Hotardant 

Add-On 

% 

c % 

II % 

Sodium 

0 

48.43 

0.67 

Chloride 

1.1 

61.66 

0.35 


2.7 

64.90 

6.33 


7.0 

63.61 

6.47 


16.2 

63.43 

6.63 

Boric Acid 

0 

48.43 

0.67 


2.6 

48.86 

0 67 


3.6 

49.17 

6.18 


6.3 

46.26 

5.96 


7.3 

42,10 

6.37 


12.3 

35.30 

8.57 


21.6 

26.69 

7,88 

Dinmmonium 

0 

48.43 

6.67 

Phosphate 

2.3 

61.01 

5.68 


6.2 

63.48 

6.09 


10.9 

60.11 

6.44 

Borax: 

0 

48.43 

6.07 

Boric Acid 

1.6 

46.60 

0.61 

7:3 

3.2 

47.88 

6.29 


6.1 

49,86 

6.08 


14.8 

60.14 

6.93 


odiioIng'Powor 

CllaO 

Fraction of Tnr 
in '’a 

gino/grn tnr 

Water 

Acetone 

Inoi)roprtnoI 

0.47 

—■> 

— 

_ 

0.43 

— 

— 

— 

0.36 

— 

— 

— 

0.40 

— 

— 

— 

0.38 

— 

— 

— 

0.47 

13.0 

4.6.6 

36.8 

0.60 

22.0 

60.7 

6.7 

0.60 

16.1 

46 7 

23,8 

0.65 

24.7 

46.9 

16.7 

0.40 

40 2 

43.0 

26 1 

0.41 

17,8 

30.9 

39 0 

0,42 

23 2 

20.0 

34.G 

0.47 

_ 

_ 

_ 

0.63 

— 

— 

— 

0.46 

— 

— 

— 

0.34 

— 

— 

— 

0.47 

13,6 

46.6 

36.8 

0.61 

21.2 

42.1 

33.1 

0.66 

14.2 

41.0 

44,7 

0,60 

17,8 

37,8 

26.6 
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simulated by application of the tar in methanol to asbestos fabric, drying 
and then determining burning rates of strips of the material inclined at 
46" to the horizontal. Results of this nature are given in Table 9, where it 


Table 9. The Inflammability, Characteristics of Tars Isolated During the Controlled 
Combustion of Various Celluloses 


Souroo of Tar 

Acid-On of Tar 
mg8/om> of Aaboatoa 

Burning Rato 
oms/seo. 

Absorbont Colton 

32.4 

0.081 


29.8 

0.088 


27.4 

0.096 


26.5 

0.106 

Abeorbont Co Lion -f- 

20 1 

0.082 

9% BornxiBoric Acid 

26.0 

0.082 

(7:3) 

22.4 

0.081 


22.1 

0.101 

Absorbent Cotton -}- 

32.1 

0.110 

10 % Boric Acid 

22.3 

0.106 


21.6 

0.103 


19.1 

0 125 

Absorbent Cotton -f- 

25.2 

0 075 

10% Diammoiiium 

21.6 

0 076 

Phosphate 

20.9 

0.083 


appears that the flame rates vary somewhat in the range of 0.08 to 0.12 
centimeters per second irrespective of their concentration from 20 to 30 
milligrams per sciiiare centimeter of fabric, and although the propagation 
is somewhat lower for the effective borate and pliospliatc products, the 
difference is not sulTicient to be a major factor in flamcproofing etfects. It 
is to be noted here that the tar concentrations are somewhat in excess of 
tliOvSc normally generated at a burning fabric surface where it is usually 
about 10 to 15 milligrams jicr square centimeter of fabric. 

Tlie tarry jiroducls arc only slightly volatile except at elevated tempera¬ 
tures, where they cliange their ciiaracteristics rapidly either by cracking 
or jiolymerization processes. They exhibit high solubility in methanol, 
lesser .solubility in water, higher alcohols and ketones and low solubility in 
hydrocarbon solvents On the basis of their fractional solubility in sol¬ 
vents of various polarities they may be separated into less homogeneous 
mixtures, but these fractions arc similar in chemical behavior Retardants 
appear to inllucnee burning by limiting the quantity rather than signifi¬ 
cantly affecting the quality factors of this phase. 


3. Solid Phase Products 

The solid decomposition products resulting from the pyrolysis or con¬ 
trolled combustion of fireproofed fabrics consist of a carbonaceous residue 



DEORADATION OF CBLLVWSF 


derived from the celluloso itself as well as the thermal remnants from the 
added retardant. The rate of fabric decomposition and the resultant char 
production may be followed in nn approximate manner by a study of the 
total residue obtained at various time intervals via use of the equipment 
previously described in Figure 15, During the early stages of the controlled 
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Fjgiire 22. Tho effect of the phosphate and borate types of retardants on the rate 
of fabric disintegration during controlled combustion. (Tlie per cent values arc those 
added to dcsizccl twill.) 


combustion, the fabric enters a short period of temperature elevation ac¬ 
companied by only slight weight losses as shown in Figure 22. Tho dura¬ 
tion of this induction period depends to a great extent upon the type of 
retardant as lias been pointed out in an earlier section. However, once the 
fabric has reached a temperature above 300® C., rapid deterioration pro¬ 
ceeds with the evolution of tarry materials and a consequent rapid drop 
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in the yield of solid products. As seen in Figure 22, the second stage is 
again dependent upon the type of the retardant, the phosphate completing 
the rapid disintegration in less time than the borate type. On completion of 
the tar evolution a true char exists, whose further decomposition proceeds 
slowly via the oxidation of its carbon content to leave finally an ash of the 
added retardant. The overfall velocity of the latter oxidation reaction is 
quite uniform and independent of the amount or typo of retardant as indi¬ 
cated by the similarity of slope in the linear sections of the curves of 
Figure 22. 

This equality of char oxidation velocities is surprising since the two re¬ 
tardant types exhibit entirely different behavior in practical burning 
tests. The borate-treated fabrics show very prono.unced tendencies to con¬ 
tinue glowing after flame propagation has ceased, while the phosphate- 
treated ones suffer no flameless combustion. It would appear then that at 
least under these conditions the glowing of chars is not related directly to 
their over-all oxidation rates. However, the nature ol this oxidation and 
the aspect of the charred residues is entirely different. The non-glowing 
materials shrink in dimensions with total retention of the original fabric 
structure, oxidation proceeding uniformly throughout the mass of the 
char. On the other hand, the glowing type of material as exemplified by 
the borate-treated fabric is oxidized very non-uniformly with partial to 
complete ashing of various locations in the ciiar and non-rotcntion of the 
original woven structure The latter chars arc coarse and brittle carbon 
masses wiiich powder very readily w'hile tliosc from phosphate-treated 
fabrics arc fine textured and relatively strong carbonized fibrous materials. 
The entirely different aspects of the chars from the various types of re¬ 
tardants arc jiicturcd in Figure 23, ()S<?e facing page 55.) 

The various resistances to the glowing phenomenon are the most im¬ 
portant property of the solid phase decomposition ]irodiicts of cclhiln^’e, 
and for a complete study a direct isolation of this reaction is required. 
The separation of the flaming from the glowing reaetion is easily accom¬ 
plished by first carrying out the disintegration in the absence of air. The 
system in Figure 24 is convenient, where either nitrogen oi caibon dioxide 
enters a preheating section of the furnace at a required rate and jiasscs 
over the fabric in the decomposition section The fabric is maintained on 
the junction of a thermocouple which is inserted in a replaceable inner 
tube, the lower section of which collects the tarry products After com¬ 
pletion of the disintegration the fabric residue is raised to the upper sec¬ 
tion of the equipment, where it is cooled in an atmosphere of cold CO 2 

from “dry-ice.’' , 

The fabric used in these experiments is an 8 X 5 cm, specimen rolled in 
the form of a cylinder. After the disintegration m the absence^of air, its 
oxidizing properties may be studied by replacing the COg with an aii 
atmosphere or the char may be removed entirely from the furnace and 




residues (tom the £miVdMompS°on*oftrM flioMoteristiee of tho oharrod 

light, C., (7.: paper clampsrrXtd" ?a'^:" 
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subjected to a practical isolated glow test similar to that used in the 
regular Vertical flame testing procedures, The unrolled char is suspended 
between paper clamps over a microburner as shown in Figure 26. The 
flame is 1% inches in height and is just non-Iuminous. Its duration is 12 
seconds, and the persistence of the flaraeless combustion is timed from 
the removal of the flame source until cessation of glowing. The extent of 
oxidation in this test is measured by the weight loss suffered due to con- 


Tablo 10, Efifect of Small Amounts of Retardants on. the Extent and Duration of tho 
Isolated Glowing Reaction of the Chars from Cotton Fabrics 


Hetardant 

Add-On 

% 

No. of 
Loaobinge 

Initial 

Fabric 

Wt. 

Loss During 
Pyrolyela 
mgs/cm* of fabric 

Losa Via 
Glow 

Glowing 

'I'lino 

acc. 

Ammonium 

0 

0 

26.90 

21.40 ’ 

5.08 

73 

Dihydrogen 

0,05 

0 

24.30 

1S.40 

2.40 

78 

Phosphate 

0.1 

0 

24.50 

19.68 

2.74 

70 


0.26 

0 

24.82 

18.30 

3.46 

94 


0,6 

0 

24.06 

10.99 

0.77 

9 


1.0 

0 

24.05 

16.71 

0,33 

0 


16,0 

0 

33.30 

17.20 

0.07 

0 


16.0 

1 

27 62 

17.81 

0.44 

0 


15.0 

2 

26.31 

20.05 

0.65 

27 


16.0 

3 

28,73 

20.21 

0 82 

45 


16.0 

4 

28.10 

23 26 

4.14 

210 


15,0 

5 

28 27 

23 67 

3.64 

195 

Commercial 

0 

0 

20,90 

21 40 

6.08 

73 

Sulfanmte: 

0.05 

0 

25 77 

20 94 

3 47 

90 

Phosphate 

0.1 

0 

25 98 

20 61 

4 02 

120 

Mixture 

0.5 

0 

22 77 

16.57 

3 04 

78 


I.O 

0 

24,S7 

16 94 

0.78 

20 


16 0 

0 

32 11 

17.51 

0.03 

0 


15.0 

1 

28 67 

19.14 

1 12 

0 


15.0 

2 

28 88 

23.39 

2.29 

145 


15.0 

3 

27.38 

22.54 

3.81 

240 


16 0 

4 

28 61 

23 45 

4.59 

215 


15.0 

5 

28.07 

22.75 

4 09 

185 


tact with the flame source and the subsequent oxidation by the glowing 
reaction. 

Preparation of chars from various fabrics at a nitrogen velocity of 400 
cc. per minute and a temperature of 360° C. leads to Uio results of Talflc 
10, wherein the effects of the phosphate and siilfamate mixture types of 
retardant are shown in comparison with the untreated fabric. It apjmars 
that very decided resistance to glow is imparted to cotton by the addition 
of small amounts of these materials, the phosphate being the most cfTicicnt. 
In the case of the phosphate, complete resistance to flameless combustion 
is obtained upon the addition of from 0.6 to 1.0% to the fabric, while 
continued addition seems to affect only the amount of oxidation ensuing 
in the presence of the flame source as indicated by the lower loss during 
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the glow test, The ease with which the inhibiting materials arc removed 
on static leaching for 16 minutes in water is also clemonstraled, both re¬ 
tardants being reduced presumably below the rainiraum requirement by 
more than one mild water leaching process. 

Similar experiments on a number of retardants and retardant mixtures 
are reported in Tabic 11. Here it appears that an inert and ineflcctivc 

Tablo 11. EfTeob of Large Amounts of Rotardanls on the Extent and Duration, of Uio 
Isolated Glowing llBacUon of tho Clmra from Cotton Fabrics 


IletArdnnt 

AcUl-On 

% 

Initinl 
Fabrlo Wt. 

noBH DtirlnR 
I’yrolysiH 

niga/om> of fubrio 

Lohh Via 
Glow 

Glowing 

Tiino 

BOO, 

None 

0 

20,00 

21.40 

6.08 

73 

Sodium 

10 

27.30 

18.34 

2.36 

02 

Cliloi'ldo 

20 

30.06 

18.61 

3 04 

75 

'Ammonhim 

10 

27.D2 

15.07 

10.65 

300 

Sulfamato 

20 

20.52 

10 70 

9.89 

300 


10 

27.42 

10.47 

7.61 

180 

Borax 

30 

30.71 

10 90 

7.00 

180 


40 

34.12 

17.00 

9 39 

240 

Boric; A old 

10 

24.70 

13.60 

0.39 

0 


20 

26.48 

13.80 

0,36 

1 

Ammonium Dlhytlrogon 






Pliosiihatc 

10 

27,64 

15 20 

0.07 

0 

norax:Bo]'ic Acid (3; 7) 

10 

28.37 

14 07 

0.32 

0 

Borax; Boric Acid (1:1) 

iO 

20.30 

13 20 

1 22 

130 


20 

28.52 

13 20 

0,28 

0 


5 

25.42 

13,58 

7 80 

195 

Borax; Boric Acid (7:3) 

10 

26.08 

13.04 

5 07 

210 


20 

20 22 

15 21 

0.48 

(3 

Bomx: Boric Acid: Ammonium 

10 

30.66 

16 90 

0,21 

5 

Dihydi'ogoii Phosphato (1:1:2) 

20 

30.73 

13.15 

0,20 

0 

Borax: Doric Acid: Aminonium 

10 

20.75 

15.18 

0,21 

0 

Diliydrogcn Pliospliato (7:3:6) 

20 

33.42 

16.32 

0.22 

0 


material such as sodium chloride has little if any effect on the isolated 
glowing reaction, while the sulfamato and borax appear to accentuate it. 
This is due, probably, to the larger amounts of char remaining after the 
disintegration reaction. However, witli the phosphate and boric acid, both 
the extent and duration of this reaction arc reduced to very low values, 
the former being tho most efficient in respect to oxidation in the presence 
of the flame source. With mixtures of borax and boric acid, the glow-re¬ 
tarding component loses its inhibiting effect if the borax component is in 
excess, In the three-component system, which includes tho very efficient 
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phosphate, glow propagation is also reduced to nil although even here the 
borax appears to exhibit a deleterious action in that the oxidation in the 
presence of the flame is considerably greater than that obtained with 
phosphate alone on the char. 

These ofTects indicate the composite nature of the secondary oxidation 
of the charred residues from fabrics and point to changes in the course 
rather than to the over-all rate or extent of the reaction as being the 
important effect brought about by retardants. Preliminary experimenta¬ 
tion establishes that the afterglow phenomenon is a general one for carbon 



Figuic 26. TliG .similiinty in I he oMcliUion chiUncLL’iiht.H‘'i of chiuTccI vo^ulucf) from 
fabiics and alisoibenL caibon as influoiiced by glow-ndanling I)lu)'.l)llat.e^ 


and not confined to faliric residues. Tliis is shown quite readily in Figure 
2(), where the rate of CO^ evolution is determined Ijotli for fabric residues 
and for Norite absorbent carbon. In each case both the rate and extent of 
this oxidation is reduced for tlic addition of ammonium pliospliate when 
oxidation is carried out under identical conditions m a standard “Com- 
birstion Train.” The standardized combustion conditions of one gram of 
char at fiOO'* C. and 200 ce. of air per minute arise from an examination of 
the factors affecting the oxidation reaction for untreated absorbent carbon 
Here it is found that with variation of the temperatures above 300® C. 
both the rate and the extent of the oxidation to CO 2 increase with in¬ 
creased temperature, but above 600® C. the rate is insensitive to the 
temperature, while the extent of the reaction continues to increase until 
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at somewhat above 700° C. tiie theoretical production of CO 2 is ap¬ 
proached. Similarly, variations of air supply influence the reaction, greater 
velocities promoting a more rapid reaction. In the vicinity of 200 cc. of air 
per minute, increased air supply does not infliienoo cither the rate or ex¬ 
tent of CO 2 evolution, which are here solely dependent upon the tempera¬ 
ture and amount of carbon present, Further examination shows that with 
variation of the carbon concentration from 0.25 to 1.0 gins., little if any 
change in the CO^ rate occurs, while the total amount generated is directly 
proportional to the original carbon charge. The chosen conditions of 
600° C. and 200 co, of air per minute per gram of carbon are hence con¬ 
sidered ideal for comparative studies of this kind. 

For thorough studies on the kinetics of the oxidation of charred fabric 
residues, the equipment of Figure 27 provides a rapid and convenient 


// 



Figure 27. Pyrolytic equipment for the production of cliai'i'C<l losiduos from fabiics 
for further oxiclnLivc studies. 

means for producing chars from variously treated materials. Here the 
fabric is decomposed under pyrolysis conditions of 500“ C. and less tlian 
5 mm. Hg. absolute pressure for various periods of tune. On cooling, the 
residual char is removed and one gram is inserted on the thermocouple 
junction of the equipment shown in Figure 28. Dry and C02-frcc air at 
200 cc. per minute passes over the char where the initialing tempcratui'c 
is 600° C. The carbon dioxide evolution is determined at various time in¬ 
tervals at the absorbent system Cj and Cg while the residual CO is further 
oxidized by passage over hot copper oxide and is determined at time in¬ 
tervals by absorption at C., and Cg. 

In the oxidation of the char, the course and rate of the various reactions 
appear to be dependent not only on the retardant but also upon the com¬ 
pleteness of the pyrolysis. Higher temperatures and pyrolysis times pro¬ 
vide for more complete tar generation and give better differentiation for 
the course of the oxidation of chars from treated and untreated fabrics. 
These effects are shown in Figure 29, where a fabric containing 5% of 
diamraonium phosphate is compared with the original untreated cotton. 










It J) 

^ I'lguie 28. Equipinrut for kinetic .‘ftiidios on the oxidation of chaired lesiducs 

from fabric?' 

P, M, i,: air inlet system; D^, €• purification of inlet air; P„ j, T: oxidative sys¬ 
tem for char; Dg, Dj, Ci, Cg, Cg'. COg determination system; Pgi CO oxidation 
system; Dg, dg, C 4 , Cg, Cg'. CO determination system; dg, 4 , B: gas exit system 


chars prepared by lengthy pyrolysis. Similar effects are shown for pyrol¬ 
ysis at 550° C. in Figure 30, where the promotion of CO formation is 
even more apparent with increased completeness of pyrolysis. 
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Figure 20, Corapamtive data for iiiUroaLctl fabric luul UmL Iroatcd with 5'/( diam- 
moniuin phoaphato, showing the influence of the fcturdant in altci'ing the com-'-e of 
the oxidation of the chaired rGHidnes from these fabrics. 



Figure 30. The influence of 4% diammonium pliosphate in promoting the oxida¬ 
tion of charred residues from fabrics in the (Urcction of CO rather than COa,' a func¬ 
tion of tho completeness of the preliminary pyrolysis to eliminate the tariy products 
responsible for flaming. 
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Tho agreement between the course of char oxidation and the tendency 
for flameless combustion is demonstrated in Figure 31. Here the very 
efficient phosphate glow retardant reduces the COg evolution from 2,5 to 
0,8 grams per gram of char for additions as low as 1% of the retardant to 
the fabric, and this reduction is not affected appreciably by further addi¬ 
tions of the phosphate. Similar effects arc obtained for the fairly effective 
boric acid where again the COg evolution is reduced, but not to the extent 
of that obtained for the phosphate, the minimum value being about 1.2 
grams of CO 2 per gram of char irrespective of the amount of boric acid 
added originally to the fabric. However, with a glowing type of retardant 
such as borax, small additions have little if any effect on the course of the 
oxidation of the resultant char, and even for higher amounts the value 
never falls below 2.0 grams of COo per gram of char. These results are in 
direct accord with the observed facts that quantities of ammonium phos¬ 
phate or boric acid as low as 1% will prevent glow propagation but that 
borax although inhibiting flame propagation will not prevent the travel of 
flameless combustion in a fabric, irrespective of the amount of the re¬ 
tardant. The prime difference apparently lies in the relative abilities of 
these retardants to promote tlie oxidation of charred fabric residues to the 
monoxide rather than the dioxide state of carbon. 

Charred residues obtained from the pyrolysis of glowproofed fabrics 
retain their non-glowing characteristics even after 14 hours extraction 
with hot water in a modified Soxhlet apiiaratus Further extraction foi 5 
liours with methanol, refluxing for 1 hour with 0.1 N. NaOH and 14 
liours’ additional water extraction have no further effect on an originally 
glowpvonfcd char. This resistance is exhibited by the phosjihato- and boric 
acid-treated materials and their IflencF with borax Apparently the borax 
component is remtived quite readilj’’ by the extraction, leaving the glow- 
]U'o()fing agent alone on the char. 

Chars from uiilreated cotton fal)ric and those from material treated 
with borax glow very readily, but when these chars are impregnated with 
cither boric acid or diammonium phosphate the glowing tendency is 
greatly reduced Tliese investigations indicate that the physical fonn^ or 
slate of the carbon is not a governing factor, since chars of the glowing 
type may be converted to the non-glowing type by simple addition of the 

anti-glow agent , . • , 

Tho tenacity with which fNH.l.HPOi is retained after pyrolysis is de- 
pendent to some extent upon tho presence of other materials in the chane 
residue. Mixtures of glow retardants with borax arc not regained nearly so 
well as is the anti-glow reagent alone, while borax alone is removed very 
quickly by extraction, The anglyses of the charred residues both before 
and after extraction show that practically all the originally added phos- 
nhato is retained by the char as demonstrated by Table 12, and its reten¬ 
tion appears to be independent of the extent of the pyrolysis. However, 




Ciars from—^7: untreated fabric; B\ boras treated; BA.: boric acid treated; and DJP.: diammonium phosphate treated iahnc. The 

cent values are those added onginally to the desized twill. 
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Table 12, Composition of the Pyrolytic Cliars from Various Fabrics 



Theory 

(CellioOa) 

Unlroatod 

6%(Nin)snpo4 

Before After 

Extraction Extraotlou 

6 % norn:( 

Boforo After 

Extraction Exlrnotlon 

c % 

4‘1.4 

85:^H 

78.66 

79.14 

77.38 

87.33 

n % 

6.2 

3.40 

3.04 

3.49 

3.19 

3.98 

Ash % 

0 

3,00 

2.99 

3.67 

9.29 

0.76 

n,P0< % 

0 

0 

6.95 

7.7 

0 

0 

IIsO Soluble 

0 

0.1 

- 1.4 

0 

16,9 

0 


mixture of the phosphate with borax lowers the HgPO, retention some¬ 
what, probablj'’ due to the Na<)PO.i formation. 

X-ray diffraction patterns of the fabrics, both before and after pyrolysis 
and extraction, indicate that at most the retention of the glow retardant 
is due to a surface intermicellar reaction. The patterns for the treated 
fabrics are identical with those from cellulose and the patterns obtained 
from the pyrolyzed and extracted chars are consistent with those from 
carbon. 
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\ * Mechanisms of Flameproofing 

I 

, iS. Coppick 

, Although the literature on the subjocl of flaraeproofing is quito extensive 

the majority of the experiinents performed have been of a pra(‘ti<5al imtiir( 
, dealing with the development of new and improved flamc-relardanl ma' 

! terials and methods of application. For this reason, there is little cxpeii 

mental data available pertaining to the fundamentals of flameproofnu 
agents and the mechanisms by which they function. In the abseneo ol 
' supporting data, there has been in the past considerable speculation as tr 

I these mechanisms and, as a result, several different explanations of th( 

. phenomenon of flame retardation have been proi)osod. In contrast, Liu 

i phenomenon of afterglow has only in recent years l)ccn recognized as ar 

‘ independent corollary of afterflaming and hence has not In'cn tlie suhjeH 

l of such extensive speculation. In further advances into tlie field of fianie- 

I proofing, it is higlily desirable that future experiments be based, not upon 

I theoretical speculations, but rather upon fundamental itiechanisins whiel! 

have some foundation in fact. 

In the preceding chapter, flame-retarding materials were sliown (o liavc 
, a specific influence upon the rate and extent of formation of the thermal 

degradation products of cellulose. This influenec mnv I)o regarded as I he 
primary effect of flameproofing action. It would be well, tliercfore, to <lolvr 
further into the fiindaincnial mechanisms in an attempt to uneovor llic 
, basic causes of these primary effects. Consequently, the following chapter 

has been devoted to consideration of tlie mechanisms of tlie prevention of 
afterfiame and afterglow, An attempt has been made to discuss enlieally 
the mechanisms advanced, placing proper emphasis upon Lliose which ap¬ 
pear to have a better foundation in experimental fact. It is quite apparent 
that considerable additional experimentation is called for on these more 
fundamental aspects of flameproofing. 


A. PREVENTION OF AFTERFLAMING 
1. CiiiDMicAi/ Theories 

An examination of the composition of the efficient fire-retarding chemi¬ 
cals reveals that with only a few exceptions they include those materials 
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which might be expected to enhance the decomposition of cellulose under 
the influence of heat. Moreover, the majority of retardants have an appre¬ 
ciable degrading action on cellulose even at normal or slightly elevated 
temperature or when subjected to sunlight. At first this would appear to 
be contrary to their retarding action in the presence of a flame, but it is to 
be remembered that flaineproofing does not involve protection from 
damage to that area in the vicinity of the heat source, but simply excludes 
propagation of the flaming reaction. 

The most common agents which have a pronounced degrading action on 
cellulose are the strong alkalies, the mineral acids and oxidizing agents as 
shown in Chapter II, and it appears to bo more than a coincidence that 
these should be the materials most effective as fire retardants. It is not 
necessary that these degrading chemicals be used directly due to their 
pronounced tendering effects under atmospheric conditions, but a more 
practical method is to provide such combinations that will produce the 
active ingredient under the influence of heat from the flame source. On 
this basis the theory has been proposed that the flame-retarding effects 
shown by many substances are due to their promoting the breakdown of 
the cellulose at high temperature in a direction other than that which 
takes place in their absence. 

The substances which produce strong alkali at high temperatures in¬ 
clude the alkali salts of weak acids, i.e., borax, sodium carbonate and bi¬ 
carbonate, sodium tungstate, silicate, stannatc, molybdate, aluminatc, and 
arsenalc. None of the neutral salts of strong acid*? and bases are subject to 
marked decomposition at flame temperatures and to produce strong acids, 
(ho sail with a weak base is preferred. Tliose most ea'^ily decomposed are 
the ammonium salts and include the phosphates, sulfamatc, sulfate and 
liali<les, although calcium, magnesium and zinc chloride arc relatively un¬ 
stable and have a pronounced flamc-rotarding effect Tlie ea^ih reducible 
oxides arc well known in tbeir degrading action on cellulo'^jo and may be 
U'^od directly or in the hydroxide or hydrated form which include ferric, 
stannic, arsenic, chromic and titanic. The standard oxidants and oxida¬ 
tion promoters such as pota.ssium nitrate, the metallic chromates, silcnium, 
potassium jiermanganatc and thiocyanate arc also fairly effective re¬ 
tardants ‘ 

Evidence in favor of this theory is given by Ramsbottom and Snoad ^ 
who limited their intensive investigations to the borax-boric acid system, 
and by Metz/ Screbrennikov,"^ Palmer,‘ and Richardson in their studies 

' Ramsbottom, J. E., and Snoad, A. W„ Dept, of Scientific and Industrial Research, 
Great Britain, Second Repot t of the Fabrics Co-ordinating Research Committee 
(1930) 

^Metz, L., Gasschulz V Luftsckulz, 6, 260 (1936) 

»Screbrennikov, P. P., U. S. Forest Service Div of Silvics, Translation, 9, 161 
( 1934 ). < Palmer, R. W., Irul. Eng Chem, 10, 264 (191S). 

® Richardson, N. A., J. Soc. Chem. Ind,, 56, 202 (1937). 
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on the fireproofing of woody materials. The data indicate that the effective 
chemicals alter the course of cellulosic decomposition favoring the forma¬ 
tion of lesser amounts of inflammable tnrs and gases and increasing the 
production of non-volatile carbonaceous material. The theory is also in 
direct accord with the effects shown in the pyrolysis and controlled com¬ 
bustion studies of Chapter II, wherein marked decreases in both tlio 
amount and concentration of the available tarry fuel supply arc observed 
on the addition of the retarding chemical, and this fraction is directly 
related to the flaming characteristics of the fabric. 

A schematic summary of the change in the course of cellulo.sic fission 
brought about by retardants is given in Figure 1. Here the normal reaction 



Figure 1. Schematic representations for the path of the thermal degradation of 
cellulose in the presence and absence of retardants, and the relation to the flaming 
characteristics. The sizo of the spheres represents approximate quantities of the 
various fission products. 


is pictured as proceeding initially to give large quantities of volatile and 
relatively low molecular weight fragments which are easily cracked and 
oxidized in the vapor phase and constitute the flaming interface. The small 
amount of non-volatile charred residue is further decomposed to give 
minor amounts of gas and carbon, the latter being susceptible to oxidation 
by the flameless combustion reaction. In the presence of the directing in¬ 
fluence of retardants, however, the course of the reaction appears to be 
toward fission of fragments of much greater molecular magnitude or of 
such structure to promote lesser volatility. The small amount of low 
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molecular weight tars pass off as before but their quantity is insufficient 
to support a continuance of the flaming interface. The non-volatile con¬ 
stituents are cracked in a solid phase reaction giving rise to larger amounts 
of gases and carbon than in the normal reaction. It appears that the criti¬ 
cal reaction is the highly exothermic oxidative cracking of the degradation 
fragments, and it is essential that this process be confined to the solid 
phase if flaming is to be eliminated. The function of the retardant will 
then be to promote the initial breakdown in the direction of non-volatile 
fragments either by changing their relative size^^molecular complexity or 
the nature of their side groupings. Any process such as cyclization, poly¬ 
merization, poly condensation, or cross-bridging of these fragments should 
be effective in promoting their retention of the solid phase at high 
temperatures. 

One of the specific mechanisms for the preferred course of cellulosic de¬ 
composition in the presence of a retardant would be the ideal where the 
whole of the carbon content would be confined to the solid phase. This in¬ 
volves a catalytic dehydration process such that the following prevails: 


(CJboOsb —^ 6. C + 5, HjO 

All fragments are thus confined to non-volatile carbon, and flaming can¬ 
not ensue. This mechanism has been proposed by Leatherman® to explain 
the retardant action of metallic oxides, particularly the hydrated stannic 
oxide as originally used in the Perkm^ process. Similar catalytic jiyro- 
gcnic decomposition functions are forwarded to explain the action of ferric, 
manganese, cobalt, antimony, lead, arsenic and zinc oxides, and arc 
compatible with their known dcliydrativc activity in other reactions The 
theory has been extended to cover a large number of the soluble inorganic 
salts which decompose at flame temperatures to produce desiccant ma¬ 
terials such as NaOH, PIoSO,, H3PO4, NH0HSO3, etc., and is ‘substantiated 
by Leatherman's “ studies whore heating of untreated fabrics and those 
treated with metallic oxides is conducted in a stream of air. Considerably 
move carbon is set free in the case of the treated fabrics, and in similar 
rapid heating experiments the water liberated from treated fabric is 
equivalent to about twice that normally produced from the untreated 
material. These results are in agreement with those of the combustion and 
pyrolysis studies described in Chapter II; however, tlic variation of the 
amount of water liberated with the quantity of added retardant is not 
quite sufficient to be accepted as conclusive evidence for the wide adapta¬ 
bility of the mechanism. 

Another fundamental mechanism of wider applicability is that stimu- 

«Loathermftn, M., U. S. Dept, of Agriculture, Giro. No, 466 (March, 1038). 

7 Perkin, W. H., 8th Intemat’l. Cong. Appl. Chem., Washington and New York, 
28: 119-134 (1912). 
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lated by the observation of Sisson® that the majority of the oiToctivo 
flame-retarding chemicals contain groupings which arc active in liydrogcn- 
bridging processes. The well-ordered and relatively inactive jairtion of 
cellulose is considered to involve the hydrogen bonding between adjacent 
hydroxyls, while the disordered and active portions aro cliaraclcriKcd by 
the bridging of adjacent chains via water molecules."' “ The structural 
stability of the system is critically related to those intorniohjcular forces 
and it is proposed that upon contact with high temperaUiro sources the 
bridging media are losl? due to the thermal activity of water at thoso 
temperatures, but that the linkage may be maintained if n non-volatilo 
component of sufficient hydrogen-bonding activity is present. The elec¬ 
tronic configurations which promote strong linkages of this ty))o in the 
cellulose system are —0, —OH and —^NHg. These groupings are particu¬ 
larly prevalent in the more efficient retardants such ns the idiosphalcs, 
sulfates and sulfamates, and the theory proposes that thermal stability 
and the confining of fragments to the solid phase is duo to a great extent 
to the hydrogen-bonding capacity of these compounds. Tt is further 
pointed out that the main chemical characteristic of the strong (h'hydrn- 
tors and the hydrated salts effective in retardant action U their m-tivo 
hydrogen-bonding power, and although they prefer to stabilize their ele<'- 
tromc configuration by bonding with water, in the absence of the latter (he 
cellulosic hydroxyl serves the same function, 

It has been observed in many instances that Ibe tliermnl staliiliiv of II,i> 
cellulose chain as a whole is intimately associated with llic nclivily of ila 
alcoholic groups. Thus, Bssion of the glucosidic linkages liy the hveiredvais 
or o-vidative process takes place much less readily if the liv<lroxvls'aic 
inactivated by substitution as exemplified by Ihc relative slniiilily „f (|„. 
cellulose denvatives. The acidic retardants may thou fund ion not onlv in 

^rec'X«u r byl'yclrogon bonding l.ul also l,v 

direct ajbstJtution at flame temperatures. The bi- and (ri-funot ionalitv of 

the phosphates, sulfates, and sulfamates also provides for c-oas-linkinu 
12' difficulties in the splitting off 

2. CoA-riNG Tiieortes 

kno™ WrSiSjrthre '^0"- 

(1544). Cellute... John Wiley and Sons, Now York 

^^Mark, H., Chem. Revs., 26. 169, 181 (1940). " 



Figure 2. 45®-Microbuincr flame test specimens. 

1. 9% Boric acid (I-L,BOa) i 

2. 10% Borax (NaAO; • 10H,O) | 

3. 13% Borax:Boric acid (1 •!) ' 

4. 9% Boric acid (HaBO.,) 

6. 9% Trisodiuni phosphate (Na,P 04 • 12H,0) 

6. 10% Trisodiitra phosphate:Boric acid (1:1) 

7. 9% Boric acid (H.,BOa) 

8. 9% Ahimimim sulfate (Ala(S 04 ) 3 * ISHjO) 

9. 12% Aluminum sulfate:Boric acid (1:1) 
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point find upon contact with a flame fuse to cover the fabric with a glassy 
layer. Upon this Gay-Lussac advanced the postulation that one of the 
mechanisms for flameproofing action involves the coating of cellulose with 
a non-pcnetrablc skin whereby oxygen exclusion functions to prevent 
propagation of the combustion reaction. Various modifications of the 
original hyiiotlicsis have been forwardedj and the theory is very prevalent 
in recent literature, 

The action of the borates has been explained on this basis and the theory 
is ])articulnrly suitable for considerations regarding the specific and 
anomalous behavior of the ofiicient mixtures of borax and boric acid. In 
researches conducted by the British Air Ministry/ this flaraeproofing sys¬ 
tem was investigated with considerable thoroughness, and it is pointed 
out that although each of the components alone performs a coating func¬ 
tion, the mixture acts much more efficiently. Both borax and boric acid 
leave a badly distributed and poorly adhering crystalline deposit on a 
fabric, while the mixture has very little crystallizing tendency and on 
evaporation of the water leaves a glassy matrix which form.s a tightly ad¬ 
hering and almost invisible covering over the cotton fibers Cliarring tests 
indicate that this two-comjmnent layer is more impervious to air than are 
its constituents alone. 

Hcrelofoi'c, attention has been directed to the desirability for the forma¬ 
tion of a vitreous layer or skin on tlie filjcr surface; however, it appears 
that (he most effective coating is one of less glassy nature Investigations 
with mixtures of various salts .show that there are wide variations in the 
respective alnlities of certain Idcnds to form frothy products when sub¬ 
jected (o heat sources of an intensity comjmrable to flame temperatures 
hforeovor, the effectiveness of tlie.'^c mixtures of inorganic compounds in 
preventing afti'rflaming is somewhat proportional to tlieir tendencies to 
form .stnlile foams The superiority of siiocific mixtures over tlic simple 
comjioiK'iits is demoiisiratod in (lie ^15° flame test specimens of Figure 2 
The function of (lie foam a[)]icars to he not only to jirovide protection 
of the fabric from the air, i)ui also serves as a liarricr to the flame and 
entrails (lie volatile tars evolved during combustion. 

The simiile formation of a foam is not the only requirement for effi- 
eirnt flamcproofing, altliougli in general the agreement is rather good. 
For maximum retardant efficiency it is postulated that a two- or three- 
compononi system should have such properties that one component at 
least must decompose at a relatively low temperature witli the evolution 
of largo amounts of gaseous ]iroclucts, Tlie decomposition temperature 
should be in tlie vicinity of 80 to 200° C. and the resulting gas phase of 
course must be non-flammable, i.e., either HoO, COo, NHg or SO 2 , etc. 
One of the other components must melt at a temperature near that at 


Gay-Lusgac, Ann. Chim, Phys,, 18 (1823). 
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which gas evolution begins, and tlie mixture should be compatible, form 
ing a uniform flux which solidifies as decomposition progresses. TIk 
foam resulting from these series of phase transitions should be a mineral 
like structure stable at temperatures in the vicinity of 500® C. 

The number of inorganic materials which have the desired properlici 
is rather limited, and usually not all of the requirements are met. HoW' 
ever, a pronounced foaming tendency usually leads to effective rclardani 
action although the relative eflicicncies may not always follow the corrcci 
order due to improper foam structure ns shown in Table 1. Here the foair 
height is reported as that attained when 6 grams of the retardants arc 
heated in a test tube of 1-inch diameter for 6 minutes at 450 to 600“ C 

It should be pointed out that this mechanism is not intended to include 
the processes which lead to tlie effective action of the strong acid type oi 
retardant. Hero, undoubtedly, the prime cause for flamoproofing is en¬ 
tirely different since foaming tendencies for the ammonium phosphates 
sulfamate and bromide are negligible. 

3. Gas Theoetes 

The hypothesis presumes that flameproofing may be accomplished by 
the impregnation of fabrics witli a material which will decompose readily 
at elevated temperatures with the evolution of inert or diflicultly oxidiz- 
able gases or vapors. Changes in the atmosphere in the vicinity of the fab¬ 
ric are supposed to serve either of two functions: the dilution of the in¬ 
flammable gases produced during normal ccllulosic clccomposUion or by a 
blanketing clTect to exclude or reduce the prevailing oxidizing atmospluM'c 
of the environment, The supposition of a quenching action by rapid gas 
evolution is also prevalent in tlie general concept for ineclmniHins of lliis 
type. The effect of such changes in the concentration of gaseous fuel and 
air is i^resiimccl to raise the kindling teinpcrnturc of tlie vapor mixture In 
such an extent that the rate of combustion is reduced, and in the limit 
becomes zero, at which point flame propagation ceases. 

Among the gases most commonly considered effective are: COo, NI-Ta, 
HCl, ITgO, and SOg. The theory is hence supimrted l)y the flamc]>roofing 
action of sodium carbonate and bicarbonate, tlie ammonium halides, phos¬ 
phates and sulphates, the chlorides of zinc, calcium and magnesium, highly 
hydrated salts such as borax and aluminum sulphate, and by ammonium 
sulfamate. 

The relative ofiiciencies of the flame retardants which might function via 
this mechanism should depend upon several factors. The available inert 
gas supply, the decomposition temperature and the rate of gas evolution 
in the required temperature range slioiild be the determinants. It is gen¬ 
erally conceded that rapid gas evolution should proceed from the retardant 
at temperatures in the vicinity of that at which the cellulose itself 
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decomposes, and a rough estimate places this at about noO” 0. for maxi¬ 
mum efficiency. Hence, the relatively low tomi^cralures I’ccjuired for the 
decomposition of the ammonium salts, bicarbonatcs and hydra ten are in 
favor of good performance. 

It has been pointed out” that although HCl would satisfy all the 
requirements in a mechanism of this type, the coin])oiindH wliicli show any 
spontaneity for evolution of this gas, in the required tt’nip(M'a(ur(; range, 
usually decompose at appreciable rates either tiicrnudly or by liydrolynia 
under normal atmospheric conditions. Hence, their tendering elTeet tm 
cellulose renders them of little if any practical importance. Kuiili(*nuore, 
if more stable HCl donors such as the chlorinated resins arc uhimI, llu* gas 
evolution does not proceed at a suflTicient rate until toinpcrnturcrt greatly 
in excess of 300° C. are reached, and they do not i)i'ovido adc(iuid(‘ (lame- 
proofing when used alone. However, in the presence of a (hM-lilorinaliot) 
catalyst the velocity of gas evolution might be increased at the desired 
temperatures. This is cited as a contributing mechanism for tiu' pro! ('ct ion 
afforded by certain chlorinated materials in tlic presence of zine oxhh' or 
basic zinc carbonate. 

From a quantity of gas standpoint, the tlicory bcconu*H alniosl. un¬ 
tenable when the practical and effective additions of iH'lardants ni-e com¬ 
pared with the amounts of non-flammable gases ju’odnet'd by (lie de¬ 
composition of cellulose itself. Experimentation shows (hat none of (}i(> 
well-known retardants produce inert gases in quanlilii's of nia/mdnde 
much greater than the fabric alone. Despite (his, Jimvever, Die IheoM' (m.s 
been widely accepted, The results given in Clmp({M' Tl (‘erlalnlv do iml 
substantiate this mechanism as of prime importance in (la- llmneprotiling 

of fabrics, although it may contribute somewhat to tiie ovci'-u!l relar 
dation. 


4. TiimiAL TiiEOiUMa 

It has been proposetl that IlamcpraofinR may he ev|il,uiu.,l „ ilmnnal 
basis whereby fabric temporatiirca "in situ” are iTlaim.,] ||„. ,|i,. 

sociation point Two major concepts are prcviili.|il, (I,,. fuU ,,f u-liirli 
presumes that the caloriflc input of an ineiileni, heal ninv i,,' I 

sipated by an ondotliormio change in the retardant itself Tims llm fnM,,,, 
sublimation or decomposition of the rctardaiit as well ns n,,v fori I,,.,., i ’ 
ransitions of retardant mixtures might absorli e i ■ ^ ^ 

otherwise would contribute to the amonnl renuirod for ndiv;.i::: 

Mi,.. Oioui- 

Arsenal, Md. (Nov 25,1944). ' ‘ ^Dll I-I, (''dgewood 

aot)!"”' Chemicais in Water Solution," 
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fabric. The second hypothesis supposes that the incident heat may be 
conducted away from the fibers at a rate comparable to that at which the 
source supplies it, and thus by effects similar to those encountered in the 
Davy Safety Lamp tho fabric in the vicinity of the edge of the flame 
never reaches its combustion temperature. However, although little or no 
oxi)erimental evidence has been forwarded for this hypothesis, it would ap¬ 
pear that since only small amounts of certain materials are required to be 
effective ns retardants they would have to be extremely efficient in their 
heat-dissipating capacity in order to substantiate the theory Moreover, 
there exist a number of salts which arc ineffective as retardants although 
their energy changes are similar to those of the efficient salts. These non- 
retardants have little or no practical flameproofing value when added in 
moderate amounts to a fabric and even upon the addition of excessive 
quantities they will not prevent flame propagation and at most only re¬ 
duce tlic rate at which the fabric is consumed. Furthermore, the known 
heat conduction constants for materials of widely divei’gent retarding 
power are either quite similar or are not sufficiently different to account 
for their dissimilar flameproofing qualities. 

Further verification of the inadequacy of this theory to explain the 
facts is found by a detailed study of the phase transitions involved in the 
Ihcnnal belunnor of a large number of retardants wiicn heated to tempera- 
ture.s in tlie ^dcinity of that attained by burning fabric Wlien these salts 
arc heated at a constant rate and the differential heating curve determined 
for equal ((iiantities of retardant components and mixtures, the number 
of inflections and their magnitude may be taken as being directly propor¬ 
tional to the lient-al)''nrbing capacity of the system Phase data, similar 
to that ilepicled in Figure 3, for a large number of materials show that no 
corroliition c'xists between tlie nuinlier, position and magnitude of the 
energy eluinges and the relative ability of the materials to prevent flame 
liropagntion Tn fuet, some of the better rctardant.s undergo only minor 
transitions and in tlie case of the fairly efficient ammonium sulfamate- 
lihosjdiate mixture even an exothermic change is observed 

A siudy of the thermal behavior of fabrics when decomiio^cd via the 
experimental method previously dcscrilied in Figure 24 of Chapter II 
shnw.s that the phase and energy changes take place in several distinct 
.steps. When eonduelcd in either nitrogen or CO^ atmosphere, an initial 
heating period is oliscrved accompanied by evolution of some water and 
gas during which tiie fabric is raised to about 300° C, Following this, a 
rapid reaction proceeds witli the usual tar and gas elimination which takes 
place isothermally. However, in the presence of air, the initial induction 
period is succeeded by a rapid exothermic reaction, coincident with tar 
evolution, wherein the fabric temperature rises to from 500 to 700° C. 
depending upon the velocity of the air supply. The intensity of this spon¬ 
taneous reaction appears to be independent of variance of the initiating 
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temperature in the range of 300 to 500*’ C. Hence, any retardant func¬ 
tioning as an energy absorber or diffuser would be required to maintain 
fabric temperatures below 300° C. to prevent continued burning. Follow¬ 
ing the tar evolution, the temperature falls for a short time until the resid¬ 
ual char begins to undergo the secondary exothermic oxidation which 
coincides with the afterglowing properties of the material. The latter re- 



Figure 3. Phase transitions occurring during llic heating of various rotardatils and 
the energy chmigos involved in tliesc Lrnnsilions. 


action, however, is a separate phenomenon and is not pertinent here, but 
is discussed fully in a later chapter. It is the primary dissociation and 
oxidation that is directly responsible for the flaming characteristics of the 
fabric, and as sliown in Figure 4, the intensity and duration of this initial 
reaction appear to be unrelated to the good flame-retarding characteristics 
of small amounts of the borate mixture. In all eases the initial, reaction 
proceeds with maximum intensity in the neighborhood of 600° C., and it 
is only with excessive amounts that slight physical effects are observed. 
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Similar behavior is exhibited by fabrics treated with other retardants, 
and no conclusive evidence appears in support of the thermal theories. 



o to 20 0 to ZO O io 20 

T/m£ in Minutes 


FiRuro -J Th(' lliormal hclmvio) of fabuch lieatud with boiax-boric acul 1 1 when 
hoiilfd at in Iho prrsonce of an. The per cent values arc tho-^o added to dc- 

Kiz('d twdi aiut the lempeuiUues aio those maxima attained m the pninaiy dirfsocia- 
tioii leaction. 

B. PREVENTION OF AFTERGLOW 
1. CiiKMiCAL Theories 

It is apparent that the glowju-oofing of fabrics is directly conrerned 
with tlie oxidation of carbon which is the main constituent of the charred 
residues which undergo this reaction. Studies attempting to elucidate the 
prime cause for the phenomenon have discouraged investigation duo to the 
limited number of compounds which exhibit good retarding effects. How¬ 
ever, some light is cast on the problem by considering those materials 
which actually enhance the glowing characteristics of cellulose. Here it 
should be remembered that although such materials as stannic oxide in¬ 
hibit flaming combustion they render fabric particularly sensitive to con¬ 
sumption by flameless combustion. Similarly, Kramer" has found that 
many metallic oxides have a catalytic action on the oxidation of carbon 

“Kvamor, W. A., “The Catalytic Oxidation of Carbon,” Thesia, Ph.D., Ohio 
State University (1927). 
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such that the ignition temperature is much lower in their presence, and 
burning proceeds much more rapidly. Furthermore, White sell and Fraser 
have shown that although manganese dioxide catalyzes the oxidation of 
carbon monoxide, its influence is dependent upon traces of alkali, and 
•when the oxide is prepared free from absorbed alkali the catalytic activity 
on the oxidation is greatly increased. It would appear then that at least the 
enhancement of the glowing characteristics imparted to fabrics by the 
metallic oxide type of flameprooflng may be attributed to catalytic in¬ 
candescent oxidation of carbon following its formation as a char from 
flame-inhibited cellulose, and that this catalytic activity is extremely 
sensitive to poisoning by alkali.® 

The above phenomena have direct analogies in the field of glow retarda¬ 
tion. Here, as has been shown in Chapter II, although boric acid and 
ammonium phosphate in very small amounts prevent glow, their mixtures 
with sodium tetraborate are not effective unless the boric acid or plios- 
phate is in excess. The retardation process is hence likewise susceptible 
to poisoning by alkaline salts, The evidence is therefore in favor of a 
single catalytic influence on (.he course of the oxidation of carbon to ac¬ 
count for both the enhancement and retardation processes. 

One of the simplest mechanisms whereby such activity would function 
appears to be a change in the course of the oxidation favoring a path of 
lesser exothermicity than normal." For instance, if the oxidation is pro¬ 
moted in the direction of CO formation rather than of COg formation, the 
heat of the reaction is reduced from 94.4 to 26,4 kilocalories iior mole, Lv,: 

C ^Oi—^COi AH = O'l.'l ko. 

C + I40i —CO AIT = 20 '1 ko, 

The inference is then that the first reaction is the self-sustaining glowing 
one, w'hile the second, in which the energy change is considerably lower, is 
the course taken by glow-retarded fabrics, where the licat liliornled is 
insufficient to propagate the oxidation after the instigating source is re¬ 
moved. This theory presumes that the retardants accelerate llio formation 
of carbon monoxide and decelerate that of carbon dioxide when charred 
residues are subjected to heat, and is in eomiilctc accord with the experi¬ 
mentally observed effects given in the previous chapter 

The catalytic mechanism favoring the preferred reaction may involve 
changes in energy barriers (heats of activation) for the two reactions or it 
may proceed by the following set of reactions:" 

2 II 3 P 04 + 6C —2P -f 6CO + 3 II 2 O 
4P -I- 6 O 4 -—^2Ps 06 
PjOs + 5C —^ 2P + 6CO 

Whitesell, W. A,, and Eraser, J, C. W., “Manganese Dioxide in the Catalytic 
Oxidation of Carbon Monoxide,’* J. Am. Chem. Soc., 45, 2841-51 (1923). 

Sisson, W. A., Paper presented at Office of Quartermaster General, Conferenoo 
on N.R.C. Project Q.M.C. #27, Washington, D. C, (Deo, 16, 1944). 
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rierc the phosphate directs the carbon to the monoxide form and is regen¬ 
erated, the net heat liberated in the series of reactions being considerably 
less than the direct oxidation to the dioxide, 

Another possibility is that the active centers on the carbon char may be 
taken lip by the retardant, thus lessening its activity. The surface sorp¬ 
tion may bo similar chemically to the well-known graphitic acid type such 
as graphitic bisulfate or fluoride, and the following illustrates a possibility; 


OH 0// O^H 



OH 


O'’ ^0 


Cef/utose "micel/ar*‘ 
surface 


norma! active surface 
on char 


'inacHvcHed"surface 
due to a phosphats 
retardant 


Sketch of fixation, of phosphate to cellulose micelle. 


The tenacity with which the glow retardants are held on the char further 
indicates that the mechanism is associated with a surface catalytic phe¬ 
nomenon, but the data arc insufficient to determine the type of sorption 
involved. 


2. Physical Theories 

The anti-glow properties imparted to carbonaceous residues resulting 
from the flaming combustion of fabrics have been attrilnited to a fluid 
ineomljusdblc layer which coats the carbon surface to protect it from 
dircM'l contact with the oxygen of the air The mechanism is assumed to be 
identical with a similar theory advanced to account for the inhibition of 
aftcrflaming, but suffers in the liglit of the well-known fact that some 
retardants have excellent flame- but no glow-retarding influences and vice 
versa. A tvpical example is the borax-boric acid system, where the acid 
protects cotton from afterglow but has little or no elTect on the flaming 
eharacLeristic.s. On the other hand, borax lias a fairly efficient flame-rc- 
tarding action but shows no flameless combustion inhibiting effects. Mix- 
ture of the two materials ]irovides protection from flame but not from 
glow, despite the fact shown by Ramsbottom and Snoad *■ that the mix- 
turcH produce a much better covering and uniformity of coating than the 
components alone. Similar anomalous behavior is exhibited by the borax- 
diammonium ])hosphatc system, and it is apparent that the hypothesis 
falts down upon critical analysis. 

In the case of the metallic oxide-chlorinated body system of flameproof¬ 
ing, the latter component is advocated® as serving the function of not 
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only binding the oxide to the fabric but also of inhibiting the glowing tend¬ 
encies. The coating property of the chlorinated parafiTm or resin is as¬ 
sumed either to prevent oxygen infiltration or on decomposition to dilute 
the ambient oxidizing atmosphere with HCl. Again, these theories are un¬ 
tenable in the light of the facts, since experimentation has shown that 
even with exceedingly high additions of a wide variety of these chlorinated 
compounds, with or without metallic oxides, they exhibit no true glow¬ 
proofing effect. It ap])cars, however, that large amounts of these coatings 
serve in some measure to reduce slightly the rate at which flameless com¬ 
bustion is propagated in the char and they do actually reduce the tend¬ 
ency for advance of glow into uncharred areas of the fabric. Howevor, 
they cannot be considered anti-glow reagents in the same sense as tlio 
efficient boric and phosphoric acids or substances which produce these 
two latter materials during contact with the flame. 

The further purpose attributed to anti-glow reagents, in that they are 
assumed to utilize a thermal conduction or insulation function, is likewise 
not supported by the evidence. When charred fabrics arc prepared by 
pyrolysis in a carbon dioxide atmosphere in the equipment of Figure 24 of 
Chapter II, and then heated in n stream of air, their thermal behavior 
may be observed. The rate at which a thermocouple embedded in the char 
attains a temperature maximum characterizes conductance and oxidizing 
tendencies, and it is found that although all salts retard the rate and ex¬ 
tent of temperature elevation, there is little if any correlation between 
these thermal effects and the glow-retarding properties of the salts, cxcci)t 
when these materials arc added in large amounts. An example of this typo 
of behavior is illustrated in Figure 5, where effects shown by the excellent 
glow retardant NliiHgPO^ are similar to those exhibited by the good 
flame- but poor glow-retardant mixture of borax and boric acid in liic 
ratio of 1 : 1. This contrary behavior is further accentuated by the fact 
that less than 1% of ammonium phosphate will prevent glow in a charred 
fabric, and that additional amounts are unnecessary provided other in¬ 
organic substances are absent. 

At high temperatures the tlicrmal properties of charred residues from va¬ 
riously treated fabrics are however quite different, and the insulation value 
of these chars is directly attributable to their, glow-resistant qualities. 
This property is not directly dependent upon the added retardant but is a 
function of the carbon itself, This is shown by the behavior of fabrics 
when subjected to various conditions in the equipment in Figure 6, p. 81. 
Here either flames of a reducing or oxidizing nature or air blasts at 
various temperatures may be allowed to impinge on fabrics and the re¬ 
sultant temperature at various distances from the opposite face de¬ 
termined. Experimentation shows that flameproofed fabrics, subjected to 
heat sources of intensity greater than 1000“ C. offer resistance to heat 
transfer so that the ambient temperatures below the fabric are reduced 
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Figme 5. The thoimal effects in the oxidation of 
dialled fabrics (Fabrics heated in CO^ atmosphere for 10 
minutes, thence in air) The per cent values are the ad¬ 
ditions of AF. ammonium phosphate, and BB borax- 
boiic acid 1.1. M denotes the maximum temperature 
attained. 
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considerably, and that glowproofing increases the period over which this 
protection is effective. This elTect is observed irrespective of the nature 
and intensity of the heat source, since reducing and oxidizing flames as 
well as air blasts from 600 to 1000'’ C, give similar results. The rate of 
temperatures attained under the glowproofcd fabrics eorajmrcs favorably 
to that attained with asbestos paper of similar thickness. Similarly, with 
air blasts at 800® C., the time required to reach 200® C. at Vi inch below 



Figure 7. The elToct of glow rcLardiUioii on the insulation 
afforded by fabrics. The temppi’Hturcs arc those atUiine<i in 
“dead air” y.%, inch behind the fabric, with an ambient cx- 
terniil temperature of 600-700* C, 

these non-glowing fabrics is equal to or greater than Lliat for glass-asbcslos 
or glnss-neoprenc fabrics either alone or when plied, indicating a liigtior 
insulating value for the flamcproofed cotton fabrics. An example of the 
behavior of various fabrics is shown iii Figure 7. Tlicse differences result 
from the variance of the type of oxidation pursued by the charred rcsidtie 
With the glowproofed type, the char, retaining all of the fabric-clmraclcr 
of the original material is oxidized slowly and uniformly by tlic source 
and at no point docs it even attain incandescence. The non-glowproofcd 
type, however, attains a white heat and decomjioses with rapidity in 
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various locations allowing for intense radiation, and very soon the char 
crumbles allowing the full blast of the incident source to penetrate the 
material. Tlie insulation is directly dependent upon the retention of a 
non-pcnetrablc fabric-like structure where the “dead-air" space and the 
normal low thermal conductivity of carbon function to retard calorific 
transfer, It is only in an indirect manner that the retardant itself acts in 
the conductivity barrier via its effect on the type of oxidation pursued by 
the carbon. In the case of the metallic oxide coatings, however, it appears 
that the incandescent particles of the flame retardant may contribute to 
their especially poor insulation effects by enhancing radiation. 

The actual physical nature of the carbonaceous residues are not gov¬ 
erning factors in their glowing characteristics as shown in the previous 
chapter, and from the above it would appear unlikely that the glow-retard¬ 
ing piienoracna could be induced by the retardant via purely physical 
means. 





Section Two 
METHODS 





Chapter IV 

Test Methods for Evaluation 

An ideal flameproofing agent might be defined as that material which 
when present in very low add-ons is capable of rendering a fabric com¬ 
pletely and permanently resistant to both afterflaming and afterglow 
without adversely affecting any of the other desirable fabric character¬ 
istics. The merit of a flameproofing agent, then, may be considered as 
being primarily dependent upon its ability to effectively prevent after- 
flarning and afterglow. Its practical value, however, is also governed by 
tile extent to which it may impair other desirable fabric properties such 
as hand, strength and the permeability of the cloth to air and moisture 
vapor. In addition, its practical significance is further dependent upon the 
permanence of the fiameproofness attained as indicated by the resistance 
of the treated fabric to leaching and laundering and the ionic exchange 
reactions produced by exposure to excessive perspiration or immersion in 
sea water. Finally, considering the application to clothing fabrics it is 
important that the added flameproofing treatment does not increase the 
heat load im]ioscd by a garment upon the wearer nor produce any other 
undesirable physiological effects. 

In the light of tlicse functional requirements, it is evident that in initiat¬ 
ing any experimental program for the investigation of flameproofing agents 
it is essential that suitable laboratory test methods be available for proper 
evaluation of the retardants developed and classification as to compara¬ 
tive cfRcicncies. Any amount of research on new or improved methods of 
flamoproofing will be of little value if the products developed cannot be 
quantitatively compared with contemporary treatments both with respect 
to the initial flameproofness achieved and the influences exerted upon 
other desirable fabric properties. An attempt has been made in this chap¬ 
ter to assemlile representative laboratory test procedures as would be re¬ 
quired in order to properly evaluate flameproofing agents or treated fab¬ 
rics. In order to illustrate the significance of the tests described and at the 
same time outline a suggested program for the comparative evaluation of 
flameproofing materials, the test procedures are preceded by a description 
of the performance requirements established for the laboratory investiga¬ 
tion of flameproofing agents or flameproofed fabrics. 

S7 
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A. EVALUATION REQUIREMENTS 
Robert W. Little 

A comprehensive study of the performance characteristics of n flame- 
proofing agent is generally a detailed and time-consuming process, Sinco, 
in the course of developing new retardants or evaluating the materials j)H)- 
posed by other investigators, it is often desirable to obtain a rapid initial 
estimate of the effectiveness of a treatment, the evaluation iirogram em¬ 
ployed in the experimental work of N.R.C. Project Q.M.C. :j^2,7 included 
a shorter, less extensive study intended to give a preliminary appraisal of 
the effectiveness of a retardant. In the event that the material tested dem¬ 
onstrated superior performance in these preliminary experiments, it was 
then committed to the extensive complete evaluation. The simoiflc tests 
included in any particular instance are dependent upon whether the mate¬ 
rial being evaluated is available in the form of the flamcproofing agent 
itself or only as a processed fabric and also upon the expected durability 
of the retardancy obtained. 

Since the flameproofing agents which may be encountered fall rat her 
naturally into the categories of temporary and durable trcatmenls, it is 
well to consider the evaluation procedure for each of these two cases 
separately. 


1. Preliminary Evaluation 
a. Temporary Treatment 

In the event that the flameproofing agent itself is available for evalua¬ 
tion it is desirable to obtain a rough approximation of the minimum 
add-on requirements for effective flame proofing, To achieve lliis, two 12 
by 20 inch samples are impregnated with add-ons of 10 and 207 ^’ l^y im¬ 
mersion in solutions of these same percentage concentrations followed liy 
squeezing to a 100% wet pickup. 

Flame Tests. The two samples, treated as described above, are condi¬ 
tioned for at least 24 hours at 70® F. and 65%> R-H. and subjected to Iho 
45®-Microburner and Vertical-Bunscn burner flame tests, using duplicate 
specimens in each case. The flame test data is recorded in terms of aftor- 
flame time in seconds, time of afterglow in seconds, and char area or char 
length in square inches or inches respectively. On the basis of these initial 
flame tests, the lower effective add-on is selected and employed in the 
preparation of treated fabric for use in the remainder of the preliminary 
evaluation tests. 

When the material being evaluated is in the form of previously proc¬ 
essed fabric, one 12 by 20 inch sample is taken and specimens cut for 
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duplicate measurements in the 45®-Microburner anc^V^tibal-Bimsen ^ _ 
flame tests. In this case the same treated fabric is employ^ 
evaluation tests. 

In order to avoid repetition, references to the "flameproofed fabric” or 
'^treated fabric” in the following discussions will be construed as meaning 
the treated fabric either as received or as impregnated with the approxi¬ 
mate minimum effective add-on previously determined. 

Tendering Tests. In order to determine the extent of any loss of 
fabric strength caused by the impregnation process, standard tensile test 
measurements are carried out on both the untreated and treated fabric. 

This requires a fabric sampfe 6 by 12 inches in each case in order to pro¬ 
vide triplicate measurements by either the grab or raveled strip tensile 
tests. Measurements are made in the direction of the warp threads only. 

These preliminary tests of a temporary flameproofing treatment afford 
a rough estimate of its flameproofing efficiency and the effect of the proc¬ 
ess upon the fabric strength. 


b. Durable Treatments 

Leaching Tests. In the case of flameproofing treatments of a more 
or less durable nature, the above evaluation procedure is supplemented 
by a few simple leaching experiments. The additional specimens required 
increase the size of the original sample to be impregnated or cut from the 
treated fabric, whichever the case may be, from 12 by 20 inches to ap¬ 
proximately 21 by 23 inches. The initial flame tests are performed as de¬ 
scribed above for the water-soluble type, employing higher add-ons of 20 
and 40/f' respectively. Again, the lower effective add-on is selected and 
that fabric employed in subsequent evaluation tests In addition to trip¬ 
licate tensile strength measurements as performed with the temporary 
treatments, single 7 by 7 inch specimens of the treated fabric are also 
subjected to each of the following leaching experiments' 

1. 30-miniitc immersion in distilled water with constant stirring. 

2. 5-minute immersion m 6% sodium chloride solution, followed by 
wringing out excess solution, conditioning 24 hours at 70® F. and 66% 
R.H. and leaching for 30 minutes in running tap water. 

3. 1,3 and 6 launderings in 0.5% G.I. soap.^ 

Following the leaching and laundering treatments, the specimens are 
air-dried, conditioned and subjected to the 45®-Microbiirner flame test, 
noting the times of afterflame and afterglow and measuring the char area. 

These few simple tests provide for a preliminary estimate of the effi¬ 
ciency of a durable-type treatment in terms of its initial flameproofing 

^ The soap listed here and elsewhere in this volume as "GI Soap” is that supplied 
by the Quartermaster Corps as* Soap, ordinary issue; Specification JCQD No. 1008A, 
Sept. 17, 1945 (Stock No. 61—S—1644). 
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characteristics, the effect of the impregnation process upon fabric strength 
and the resistance of the flameproofness to leaching, ion-exchange and 
laundering. 


2. Complete Evaluation 

Once a flameproofing treatment has been studied by means of the ex¬ 
periments just described and shown to be fairly effective, it may be con¬ 
sidered worthy of more extensive investigation. In this case, the complete 
evaluation procedure includes a much more (Retailed survey of the initial 
flameproof characteristics of the fabric, the variation in fabric strength 
which may occur and the resistance of the treatment to leaching, launder¬ 
ing and sea water immersion. Furthermore, a study is made of the relative 
resistances of the treated and untreated fabrics to the jiassago of moisture 
vapor and the effects of high temperatures and humidities upon the 
strength and flameproofness of the treated fabric. 


a. Temporary Treatments 

Flame Tests. 'When the flamcproofiug agent itself is available for 
study, five 16 by 26 inch samples arc treated with add-ons of 6, 10, 15, 20 
and 30% respectively by immersion for a 100% wet pickup in solutions 
of these percentage concentrations. After air-drying and conditioning, (lio 
samples are cut into test specimens and tested in qulnluplicalo using both 
the 45°-Microburner and Vcrtical-Bunson flame tests. On the basis of the 
flame test performance, a minimum effective add-on is selected and sulli- 
cicnl fabric impregnated with this amount of retardant to serve for the 
remaining evaluation tests. 

Where the flameproofing treatment is available only in the form of 
treated fabric, one 16 by 26 inch sample is taken and used for ((uinlupli- 
ente measurements in the 45° and vertical flame tests. It is assumed in 
these cases that the add-on applied to the fabric was close to oplimmn for 
the particular jirocess. A sample of treated fabric approxiinatelv 30 by 100 
inches is required for the remaining tests of a eomplefe evaluation. 

Tendering Tests. Sextiiplicate tensile strength measure men Is are car¬ 
ried out by means of either the grab or strip test on the treated and un¬ 
treated fabric and also on the treated fabric after it has been exposed to 
the following conditions: 

1. 2 weeks’ storage at 120° F., 85% R.H. 

2 2, 3 and 4 weeks’ storage at 150° F., dry. 

These^ accelerated conditions arc intended to simulate the extremes 
which might be encountered in the course of normal use and storage. Tliey 
were designed primarily for the testing of flameproofed fabrics intended 
for use in articles of Army clothing. 
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In addition to tlicse tensifc strength measurements^ the effect of the 
tendering conditions upon the flameproof characteristics of the treated 
fabric is also determined by running triplicate 45-Microburner flame tests 
on specimens which have been exposed to I. and 2. above. 

Moisture Vapor Permeability. The resistances of both the untreated 
and treated fabrics to the passage of moisture vapor are determined. This 
requires nine 4 by 4 inch specimens in order to determine the specific re¬ 
sistances of 1“, 3- and S-layer assemblies. The intrinsic resistance is cal¬ 
culated in each case and the relative permeability of the treated fabric 
expressed in terms of the percentage deviation of its intrinsic resistance 
from that of the untreated material. 

b. Durable Treatments 

Leaching Tests. Willi fiameproofing treatments which are intended 
to be of a more or less permanent naturCj the above tests arc supplemented 
by ratlier extensive leaching and laundering experiments. Triplicate 7 
by 7 inch specimens of the treated fabric arc subjected to each of the 
following conditions: 

1 30-minutc immersion in distilled water with continuous stirring. 

2 24 hours’ immersion in running tap water. 

3, 2 hours’ rotation in synthetic sea water. 

4. 1,3 and 0 launderings in 0.59^ Tgej^on-T. 

5 1,3 and 0 launderings in 0 5% G I soap. 

0. 1,3 and 6 launderings in 0.5^f> G I. soap + 0.2Na^CO^. 

The Icaclicd or laundered sjiccimcns in each case are air-dricd, condi¬ 
tioned for a niiiiinuini of 24 hours in the standard atmosphere and tested 
hy means of tiie 45"-I\Iierol)urner flame test, notation being made of the 
ii.siial eharaeleristic,s of aftorflame time, afterglow time and char area. 

The eomplele evaluation procedure outlined in the preceding pages pro¬ 
vides a fairly thorough appraisal of the performance of a flameproofing 
agent n.s applied to textile falirics The retardant is ela^sificd as to the 
initial flanu'proofness produced, the minimum effective add-on required 
and (he cffeel on iiermeability eharacien.stics ol the fabric Furthermore, 
an insight is gained‘into tlic losses of fabric strength or flaineproolncss 
which may result u[)on exposure of the treated fabric to extrcmc.s of tem- 
jicrature or luimidity such as might be cneountered in tlic course of use 
or .storage Finally, when tlic treatment under consideration is of the dur¬ 
able typo, tlio extensive leaching tests indicate the relative resistance of 
the treatment to solubility and ion-cxcliangc reactions and the degree of 
alkalinity which the fabric will withstand in laundering solutions, 

If a retardant treatment is intended primarily for use in clothing fab¬ 
rics and, on the basis of the above evaluations appears to very nearly 
satisfy tlie requirements for an ideal treatment, additional, more specific 
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tests may be employed. Included in this gfoup would be the laboratory 
test for determining the resistance of flamcproofed fabrics to excessive 
perspiration. The final decision as to the suitability of a treatment for 
use in articles of Army clothing would rest upon the outcome of a series 
of praotical field tests. In these performance experiments, the treated 
cloth is actually fabricated into garments and worn by men under normal 
and accelerated conditions simulating those which might be experienced 
in the course of actual military operations. Wear testa of this typo arc 
intended to determine the length of service which a garment may be ex¬ 
pected to give, the increase which the added treatment may produce in the 
heat load imposed by the garment upon the wearer or the nature and 
extent of any toxic effects which the flaineproofing agent may exhibit. 

In the following section on test procedures, the tests employed in the 
laboratory evaluations of flamcproofing materials, as well as the supple¬ 
mentary tests suggested, arc described in order to define the conditions 
under which the experimental data presented in later chapters was act\i- 
ally collected. In addition, it is hoped that the presentation of these testing 
procedures will aid in the standardization of selected methods for use in 
future investigations of flameproofing materials. 

B. TEST PROCEDURES 
1, Laboratohy Impregnations 
Robert W, Little 

The efficiency of any compound or mixture as a nameproofing agent may 
be predicted on the basis of itS'Chcmlcal and physical properties and its 
performance in a number of more or loss fundamental laboratory tests. 
The final decision as to its effectiveness in comparison with known and 
tested retardants, however, must be based upon practical flame tost evalu¬ 
ations of a fabric to which the agent has been applied. It is apparent, 
therefore, that the method of applying the flamcproofing agent to tlu' 
fabric is of nearly as groat importance ns the flame test employed in 
evaluating the treated cloth. The uniformity with which a rciardnnl i.s 
applied and the degree of penetration achieved will greatly innuoneo the 
performance in subsequent tests and licncc projudicc the rating wliicdi the 
agent may be assigned in comparison with other flamcproofing matei’ials. 
To obtain a true picture of the relative efficiencies of a group of flame- 
proofing agents, it is imperative that all the members of the gi’oup be given 
an equal chance through a consistent and effective impregnation tccli- 
nique. In the following sections are presented tho recommended jiroec- 
dures for the application of flamcproofing agents to test fabrics on a 
laboratory scale. The apparatus is limited to the simplest typos of labora- 
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tory equipment in order to be of help to the greatest number of investi¬ 
gators. Obviously, more uniform and effective applications can be attained 
through the use of small-scale commercial equipment such as a Butter- 
worth padder. I-Iowcver, the exact nature of the treating apparatus is 
secondary in importance. The primary requirement is that the same equip¬ 
ment and technique be employed in all cases where comparisons of test 
data and relative efliciencies are to be made. 


a. Single-Bath Applications 

This method of applying flameproofing materials to woven fabrics from 
a clear solution of the retardant is applicable to those agents which are 
soluble in organic solvents as well as to the aqueous solutions of the more 
common water-soluble retardants. 

To aid in attaining uniformity of treatment among specimens which 
are to serve as muItipHcates in one of the evaluation tests, a strip of 
fabric is cut which can be processed as a unit rather than treating each 
specimen individually and introducing additional variables into the com¬ 
parisons. Prior to impregnation, the fabric strips arc conditioned for at 
least 24 hours at 70° F. and 65% R.H. and weighed, in order to obtain a 
control weight of the fabric for accurately determining the add-on ob¬ 
tained. Tlie conditioned strips are then soaked for a total period of ap¬ 
proximately 5 minutes in an appropriate volume of the retardant solution 
of tile desired concentration. During the soaking period, the strips arc 
jiassod twice through a simple hand wringer returning the fabric to the 
bath oacli time. The wringer should be set so that the weight of the wet 
treated fabric is just double that of the untreated strip. This constitutes 
a 100% pickup and indicates that the treated cloth then contains an 
amount of retardant expressed in per cent approximately equal to the per¬ 
centage concentration of the treating bath. The strip of fabric is pa.ssed 
through the wringer a third time and weighed approximately to check on 
the wet fiickup obtained. If the fabric contains too little or too gi’eat an 
amount of retardant, the wringer should be adjusted corresimndingly and 
the reimmersed strip passed again through tlie rolls. With a little experi¬ 
ence, the wringer can be calibrated and accurately set for a 100% wet 
pickup. The treated strips are finally air-dried and again conditioned for 
at least 24 hours at the standard atmosphere. A final weighing is made to 
obtain the apparent dry add-on of the flameproofing agent. 

In the case of the temporai'y type of water-soluble retardants, the 
treated fabric is now ready to be tested. With some of the more durable 
treatments, such as the urea-phosphate type, the flameproofing agent is 
applied from aqueous solution as described above but requires subsequent 
curing and washing before the fabric is conditioned and weighed to de¬ 
termine the add-on. 
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b. Double-Bath Applications 

As described above, strips of the fabric to be treated are cut, condi¬ 
tioned for 24 hours in the standard atmosphere and weighed. The sample 
strips are then soaked for a period of 5 minutes in an appropriate volume 
of a solution of the first reactant in the double-bath process, being passed 
through a hand wringer twice during the soaking jicriod. The samples are 
then passed between the rolls a third time and weighed to insure a wot 
pickup of approximately 100%. After air-drying, this procedure is re¬ 
peated using a solution of the second reactant. When several strips of 
fabric are treated simultaneously, a fresh portion of the second solution 
should be used for each sample strip. The treated samples arc then sub¬ 
jected to a 16-minutc leach in running water to remove tlic imreacUxl 
water-soluble salts. After conditioning for a period of not loss than 24 
hours the strips are again weighed to determine the diy add-on obtained 
and are ready to be tested. 

c. Suspensions or Emulsions 

The prepared impregnating mixture is placed in a V-sliapod trough 
which is held adjacent to a hand wringer and is constrnci(‘d in sucli a 
manner that the drippings from the rolls run back into the treating butli. 
A bar or roller at the bottom of the trough serves to hold the fabric im¬ 
mersed while passing through the bath. Slrijis of fabric, which liave Ixam 
conditioned and weighed, arc drawn slowly througli tiie retardanl uiixturu 
by means of the linnd wringer, the rolls of wliich have been set according 
to the add-on dc^ircd, With emulsion and suspension applications it is 
often more desirable to adjust tlic final add-on by varying (he pri'ssiiro 
of the wringer rolls ratlicr than changing the concentration of the liafli 
For this reason the desired wet pickup may be other than 100% Tn anv 
case, the pressure to be applied in wringing mu.st bo clctoi'inined liv ex¬ 
perimentation and it is well to determine the coi'rcctncss of (he pressun' 
used by wcigliing the wot strips as they leave the wringer. Tlic strijis of 
fabric are passed through the liath and wringer three consecutive times, 
air-dried to remove the bulk of the volatile organic materials, and finally 
dried in an oven at 100'’ C. for 10 minutes to remove the last trai'es (if 
solvents. After conditioning for a 24-hour period in the standni-d atmos¬ 
phere and weighing to determine the dry add-on obtained, the treated 
fabric is ready to be cut into specimens and tested. The same trough and 
general method of treatment can be used in the application of rosin coat¬ 
ings to flamc})roofGd fabrics. In this case, however, a single pass through 
a dilute resin solution is sufficient. 

There are many types of flameproofing agents which require special 
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application techniques and cannot be applied by the methods outlined in 
the preceding sections. In general however, the majority of the better 
flame- and glow-retardant treatments may be applied to fabric by one 
of the techniques described. The fundamentals of these laboratory meth¬ 
ods of impregnation closely resemble the type of processes which can be 
handled on commercial apparatus currently existent in the textile indus¬ 
try. Flameproofing treatments which require very special equipment and 
techniques for application to the fabric may not be exploited because of 
the scarcity of special large-scale equipment of a similar nature in the 
finishing plant, 


2. Flame Tests 
Robert W. Little 

In any study of the characteristics of flaineproofed textiles the flame 
test employed in evaluating the flame- and glow-resistant characteristics 
of the fabric is of the utmost importance. The selection of a proper test 
procedure must be based upon a careful consideration of the type of fabric 
being used, the nature of the flame exposure to which it may be subjected 
in the course of service, and the requirements as to flameproofness which 
the treated fabric is expected to meet. 

It is essential that the investigator be aware of just what property of 
the treated fabric he is desirous of evaluating. In the case of treated fab¬ 
rics which are flame resistant, but might not be classified as truly flame- 
proofed, the characteristic to be measured may be the inflammability or 
ease of ignition. It may be, on the other hand, that the most interesting 
property is not the ease of ignition, but rather the rate at which the 
fabric burns once ignition has been accomplished This might be termed 
combustibility. With cfliciently treated materials the properly to be tested 
would be the general flameproofness of the fabric. The requiixMiients of a 
te.st for quantitatively determining relative flamcproc>fnc's>, inflammabil¬ 
ity or combustibility would be ycry different in each case. 

Considering the flame tests commonly employed In the testing of flame- 
proofed fabrics, the observations recorded serve to estimate the degrada¬ 
tion sulTcred by the specimen through three different mechanisms. The 
char area or char length measurement serves as an index of the total 
damage suffered by the fabric, while in contact with the igniting flame 
and also resulting from extended afterflaming or afterglow. Tlie time of 
afterflaming in seconds is a measure of the extent of decomposition caused 
by autocombustion after the igniting flame has been extinguished. Finally, 
the duration of afterglow serves as an estimate of the damage suffered 
through oxidation of the charred residue and adjacent fabric once all 
flaming has ceased Which of these flameproof characteristics is considered 
to be the most important will largely govern the selection of a proper 
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flame test and wUl be dependent upon the end use and performance re¬ 
quirements of the fobrio being considered. It cannot |)e emphasized too 
strongly that the selection of the proper test apparatus and procedure is 
dependent upon the anticipated use of the fabric and the requirements to 
be satisfied. A flame test which is too severe or too mild may give an 
entirely erroneous picture of the relative ofiiciencies of flaracproofing 
agents for a specific application. 

A great number of laboratory burning tests have been developed for 
estimating the relative flame and glow resistance of flameproofed fabrics. 
For a complete picture of the tests developed and the details of their ma¬ 
nipulation the reader is referred to the technical, trade, and patent litera¬ 
ture on the subject.®’ ® An attempt will be made in the following pages to 
present a brief outline of the best of the available tests, emphasizing those 
which show special merit and appear to be most widely applicable. 

a. Tests for Relative Inflammability 

Under the pressure of current legislation in the state of California and 
impending federal legislation, tliis test has recently been developed by a 
special subcommittee of the American Association of Textile Chemists and 
Colorists. This committee on Flammability of Consumer Textiles was 
charged with the responsibility of developing a lest method and apparatus 
which would servo to measure the relative inflammabilities of consumer 
fabrics and hence afford a means of differentiation between hazardous and 
non-hazardou3 fabrics. The definition of a given flaming tunc in sc'ponds 
as signifying a dangerously inflammable falu’ic is obviously a clifTicuU ami 
responsible task and one which would require the careful comparison of 
test data obtained cooperatively by many difTcrent operators. This cor¬ 
relation work is still in progress and hence the final details of. tiio tost 
method and performance requirements have not yet been stated TIk- l(\sl 
is unique at the present time, however, and warrants presentation as far 
as the details have been establislicd. It is readily apparent that a lest of 
this type would not be applicable to the testing of truly flameproofed fab¬ 
rics. It is primarily intended as a means of differentiating lie tween various 
untreated fabrics, classifying tliein ns somewhat hazardous or highly 
hazardous based upon their burning characteristics. 

A.A.T.C.C. Flammability Test. The apparatus as it now stands is 
shown in Figure 1. It has been developed to be completely automatic, 
eliminating nearly all the personal error attributable to the operator. The 
specimen rack is adjustable in order to compensato for the diffcronces in 

®‘'The Fireproofing of Textiles.” Resenreh Rept. of Textile Resenreh Institulo, 
Inc. (July, 1043). 

® “Recommended Requirements for Flnmcproofing of TexUlos.” National Fire 
Protection Assoc,, Boston, Mass. (1941). 
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fabric thickness. A specimen shield is provided to hold the test specimen 
flat on the rack and prevent curling once flaming begins, The shield at 
the same time eliminates any possible edge effects by covering the cut 
edges of the specimen. 



Coiotesy of Amcncait Assoctalton of Textile CliemisU and Colonstt, 
l^igui'c I A.A.T.CC, Flammability Tester 


A, Draft-proof chambc'r with atlj us table 
lop. 

li. .Sjioi'imcn racic, fixed at an angle of 
45°, consisting of a 4 by 7 inch 
frumcwoik I need horizontally with 
hc'at-tninsinitting wire. 

(\ iSpccimcn .shield which covers all bub 
a 1.5 by 0 iiicli strip of the test 
specimen 

D. Indicating finger, by means of which 
the thickness of the sample is com- 
jiensatod for in the throw of the gas 
nozzle. 

F Gn.s nozzle. 


Q. Stop cord which determines vertical 
flame height, 

H. Guide for stop cord, 

I. Stop weight, clipped to cord, 

7. Control foi holding sliding door open 

K. Slide door (shown in end view) nor¬ 

mally slides in the gioo\es at the 
front of the cabinet 

L. Fuel control valve (used in conjunc¬ 

tion with a flowmeter). 

M. C.P. Butane container. 

N. Stop watch and timing mechanism 

O. Starting lever. 

P. Cord supply. 


Quintuplicate specimens, 2 by 6 inches, are cut from the fabric being 
tested, 6 being cut parallel to the warp threads and 5 parallel to the filling. 
These arc dried in an oven for 15 minutes at 105® C. and cooled in a 
desiccator for at least 3 minutes. The desiccator contains anhydrous cal- 
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cium chloride along with cobalt chloride to indicate the efficiency of the 
desiccant. Specimens are tested immediately upon removal from the desic¬ 
cator and the data recorded as to the time in seconds which elapses from 
the moment the flame contacts the fabric until the apex of the flame 
reaches a plane horizontal to the top edge of tlic specimen. Bringing the 
starting lever over to the extreme right and releasing it starts the timing 
mechanism which applies the flame to the fabric for the 1 -second period 
of exposure. The timing is automatically recorded by tlic watch, starting 
when the flame first contacts the specimen and stopping when the flamo 
reaches and burns the fine thread across the top of the si)ecimen. 

Just what flaming time is to bo considered as the domarkation lino be¬ 
tween acceptable and dangerous fabrics will necessarily be dependent 
upon the outcome of the extensive correlations now in progress. 


b. Tests for Relative Combustibility 

Still considering treated fabrics which are flame resistant but do not 
possess sufficient flame retardancy to prevent combustion once ignition 1ms 
been accomplished, tests have been developed to determine the relative 
burning rates of fabrics. This type of test is a valuable tool in the more 
fundamental studies of flameproofing agents. It enables one to make close 
comparisons between the relative efficiencies of various li'cmlmenls ))y 
studying the burning characteristics of low add-on fabricn. T\\v. Htmsilivil v 
of the test is such that the effect of sizing alone on the Inirning rale of 
the fabric may be clearly indicated. 

Flame-Rate Test. This tost for measuring the rale of flaiiK' jirojiaga- 
tion of a burning fabric was developed in the course of llu' ('\)>(>riin('iitul 
work of the flaineproofing project at Columbia Univorrily iindor N U C 
Project Q.M.C. #27. No sjiccial apparatus is rcriuired for carrying out 
the test though a convenient cabinet could easily be designed 

A 2 by 30 inch strip of the fabric to be tested is marked off m 5-1 nch 
intervals and suspended from a wire by moans of small nuMnl clips jihuanl 
at 2.5-inch intervals along the entire length of tlic specimen, 'rim wire is 
held taut at an angle of 30® to the horizontal and the fabric surface lies 
m a vertical plane. The entiro apparatus must be cnclosial in a dm ft-)) roof 
hood. The fabric is well ignited at the lower end by m(‘uns of a mutcli 
or Bunsen burner and notation made of the time required for llm 11 aim* 
to travel each 5-inch interval, The time is not recorded for (lie first in¬ 
ter yal since burning begins erratically and becomes steady during this 
period. Similarly, the time for the last 5-inch interval is not very depemi- 
able since the burning often becomes erratic at llio end of the'stri)), By 
plotting length in inches against time in seconds and taking the slopo oV 
second' expressed in terms of inches per 

It is convenient to cut the test strips parallel to the filling threads though 
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specimens may be taken with warp or filling as long as they are cut con¬ 
sistently in the same direction of the fabric. In some cases where one sur¬ 
face of the cloth varies radically from the other, as with the brushed pile 
type of fabric, it is desirable to suspend the test specimen with the fabric 
surface in a horizontal plane. This is readily accomplished by supporting 
the strip between two parallel wires. A convenient method of attaching 
the fabric to the wires is by means of an office stapling machino. Tlie wire 
staples are driven loosely into the edge of the strip such that one arm of 
the staple clamps into the fabric and the other arm remains free to be 
threaded on the supporting wire. The versatility of the test is enhanced 
by the ability to vary the angle of inclination of the test strip. When inter¬ 
ested primarily in fabrics of veiy low combustibility the specimen may be 
inclined at an angle approaching the vertical. With highly combustible 
fabrics, on the other hand, the test strip may be inclined at angles only 
slightly removed from horizontal. Obviously, for any given set of com¬ 
parative tests, the angle of inclination should be held constant.' 

Q.M.C, Flammability Test.^ This test as employed at the Philadel¬ 
phia Quartermaster Depot requires a test specimen 1 by 6 inches. 

The apparatus consists of two metal frames resembling miniature lad¬ 
ders which are hinged together at their upper ends and supported from a 
ring stand at an angle of 30® to the horizontal. The frames arc 8 inches 
by 1.25 inches, the cross rods being 1,5-inch lengths of No, 28 licat- 
rcsistant wire. 

The specimen is clamped between the two frames with 0 25 inch of the 
lower end hanging down from the frame end. Ignition is accomjilislicd by 
holding a safety book match to this lower end for 5 .seconds Notation is 
made of the time required to burn the 6-inch strip including the 5-Fccnnd 
ignition period. In the event that the specimen is not consumed, the length 
of the cliarred area is taken as the measure of “flammability.” The results 
are cxpres.scd m the following manner: 

“N” seconds or 

“Supports combustion,” extinguished after “N” seconds; “x” char length 
or 

“Docs not support combustion”; “x” char length. 

This test does not provide the sensitive differentiation of the foregoing 
test but is convenient for some applications. In general the use of sup¬ 
porting wires across the test specimen introduces inconsistencies into the 
results due to the heat taken up by the wires themselves. 


c. Tests for Relative Flameproofness 

A great many different flame tests have been developed for determining 
the relative efficiencies of flameproofed fabrics. The tests differ from one 

^“Test Methods for Textiles.” PQD. No. 447A (Jan. lO, 1946). 
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another with respect to the test oabinctj size of sample, alignment of the 
test specimen, nature of the heat source, duration of exposure of the heat 
to the fabric and the observations recorded. Some of the available tests 
are valuable for certain specific uses but are not generally applicable to 
the over-all problem of flameproofness. Others are almost universally ap¬ 
plicable to the testing of flameproofcd fabrics but do not emphasize one 
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Figure 2. Various flamo sources employed in testa for relative flameproofnohs 


characteristic sufficiently to be desirable for very specific applications. A 
few of the better-known flame tests, which are representative of the sev¬ 
eral types, are presented in the following pages. A brief description of 
apparatus and technique has been given in each case. With the more or 
less standard tests the reader is referred to the literature cited for the de¬ 
tails which have been omitted. To assist in describing the means of ignition 
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in the several tests, the more common flame sources are presented pictori- 
ally in Figure 2, 


(1) Vertical Specimens 

Underwriters* “Flammability” Test.® The apparatus consists of a 
sheet iron stack, 12 inches square and 7 feet high which stands on. legs 1 
foot off the floor. The test specimen, which is 7 feet long by 6 inches wide, 
is hung from a bar at the top of the tube such that its bottom edge is 5.75 
inches above the top of a 0.376-inch Fletcher burner. The burner flame is 
adjusted to a height of 11 inches by varying the air intake, maintaining a 
gas pressure of 108 mm. of water. The specimen is exposed to the flame for 
a 2-minute period and the time of ignition and time of cessation of flaming 
and glowing recorded. Also a measurement is made of the distance from 
the tip of the flame to the top of the charred area. 

The test as described has several limitations. The test specimen is not 
held securely in place during the test and hence moves about as flaming 
progresses. The test is by necessity limited in its applicability as a research 
instrument because of the space required to house the apparatus and the 
amount of material required for the test specimens. 

Freeman Stove Pipe Test.® The apparatus in this case consists of a 
5-inch brass tube, 24 inches long, which is lined with asbestos paper. The 
tube is ventilated by means of eight 0 75 by 1,50 inch vertical slots at the 
bottom. Six 24 by 3 inch specimens are tested simultaneously by hanging 
them at regular intervals from a rack at the top of the tube. Ignition is 
accomplished by burning 1 oz. of excelsior inside the base. Relative per¬ 
formance is based upon the per cent of the initial weight lost. 

A modification of this test has also been proposed ^ in which the igniting 
flame is that of a 6-inch radial Fletcher burner adjusted to a height of 
4 inches. In the modified test only three specimens are tested at one time 
and the exposure time is reduced to 16 seconds. 

Due to the severity of the conditions of this type of test, most flame- 
proofed fabrics are almost completely destroyed and thus there is little 
opportunity for differentiation between various treatments. In addition 
the deterioration in terms of per cent loss in weight depends too much upon 
the weight and weave of the fabric used 

Vertical-Bunsen Burner Test. The test cabinet consists of a sheet- 
metal shield 12 inches wide, 12 inches deep and 30 inches high, open at 
the top and provided with a vertical sliding glass door. A space is left at 
the bottom of the front to permit manipulation of the gas burner used in 
igniting the specimen. 

“"Recommended Requirements for Flameproofing of Textiles.” Nafl. Fire Pro¬ 
tection Assoc., Boston, Mass. (1941). 

rmm. Am, Soc, Meek. Engr,, 27, 71 (1906). 
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With each sample of flamcproofcd fabric, ten 2 by 12.5 inch specimens 
are cut for test, five with their long dimension in the direction of the warp 
and five in the direction of the filling. The specimen being tested is sus¬ 
pended vertically from the top of the cabinet by means of a clamp whicli 
covers the upper 0,6 inch of the length. The lower edge of the specimen 
is adjusted to bo 0.76 inch above the top of a Bunsen or Tirrill gas burner. 
The burner has a tube of 0.375-inch inside diameter and the flame height 
is regulated to 1.6 inches with the air supply completely shut off. The 
resulting flame is luminous and wavering. 

The flame is applied vertically in the middle of the lower end of the 
specimen for 12 seconds, then withdrawn and the duration of aftcrflaming 
in seconds is noted. The specimen remnihs in place in the cabinet for the 
duration of any afterglow and the length of the charred portion is then 
measured. This is accomplished by inserting hooks in the lower portion 
of the specimen, one on each side of the charred area, supporting a given 
weight on one hook and slowly raising the other. The char length is defined 
as the distance from the lower edge of the specimen to the cxlrcmity of 
the tear produced. 

The criteria of an elTectively fiaineproofcd fabric by this test arc that 
the specimen shall not show more than 2 seconds’ aftcrflaming, the average 
length of char of the ten specimens shall not exceed 3.5 inclics, and the 
maximum length of char for any one specimen shall not bo greater lluin 
4.6 inches. 

This test is quite widely used and, with minor difforoncos, is llic lost 
employed by the U. S. Bureau of Standards/ the National I'hre Trotoclion 
Association,® U. S. Government Agencies/’ American Society for 'rest¬ 
ing Materials,^ and the National Research Council of Chinndu.’- 'Phe 
cabinet specified by the Bureau of Standards is U inches wide rntlior limn 
12. As employed at the Philadcl)ihia Quartonnaster Depot, the apimnitus 
includes a sample holder which clamps the specimen preventing curling 
and wavering during the test, Tn addition, tlic specimens arc removed from 
the test cabinet when aftcrflaming has ceased and hung on a special wire 
rack throughout the afterglow period. Both the cabinet and the afterglow 
rack arc kept in a draft-proof hood. The method and ajiparatus of tlio 
Canadian J^ational Research Council differ from the above method in 

^ "Flamcproofing of TcxUIo.h” fi. B Dplwoilcr, ,Tr.—Lcticr Circular No /107— 
Nat’l. Bur. Sl'ds. (1936), 

®Duck, Cottonj Fire, Water and Weather Rosislant Fed Spec CCC-I>-7'I6 
(Fcl>. 17, 1939). 

®"Te.st Method.^ for Tcxllies.” P.Q.D No. 4'17A (Jnn 19, 1045). 

Quavtormaslor Corps, Tent. Spoc.—JQ.D. No 242 (Dec. 2, 1942). 

"Tentative Specificalion.s for Firo-Relardanl l^roperties of Treated Textile 
Fabrics.” A.ST.M. Standards on Tei^tile Materials. 

"Schedule of Methods of Testing Textiles.” Canadian Gov't. Purchasing Stand¬ 
ards Comm.—No. 4-GP-2-1042 (Oct. 16, 1040). Amended Jnn. 10, 1042. 
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two important particulars. The cabinet does not have a glass door on the 
front, both the top and front being open. Furthermore^ in addition to the 
aftcrflaming time and char length, attention is paid to the occurrence of 
any flashing of the sample upon contact with the flame and the time of 
afterglow is measured. 

The Vcrtical-JBunsen lost possesses many advantages, among them be¬ 
ing the simi)lieity of operation, small specimen required and the small 
flame which helps in attaining reproducibility. It also, however, suffers 
from several disadvantages, some of which can be obviated rather easily. 

In the early work of the N.R.C.-Q.M.C. Flameproofing Project at Co¬ 
lumbia University, a Flame Test Cabinet was developed in which vertical, 
horizontal and 45° flame tests could be carried out (see Figure 3). In ad¬ 
justing the Vortical-Bunsen test to this cabinet as a research instrument 
for use on flame-proofed clothing fabrics, several of the previous disad¬ 
vantages were avoided, A small pilot light was attached to the burner 
winch provided instantaneous ignition and more accurate timing of the 
ignition period. Furthermore, it eliminated the necessity of moving the 
burner into jmsition each time. The burner was fixed permanently m po.si- 
tion in the cabinet which greatly improved reproducibility As an addi¬ 
tional aid in maintaining a constant adjustment of specimen and burner, 
the lower corners of the test strip were anchored to the floor of the cabinet 
by means of rubber bands or light wire spring.s. These could be easily 
clipped on the fabric and held it quite firmly in position without excess 
tension on the specimen. The cabinet itself was covered on top leaving a 
ventilation hood, and the opening at the front was replaced by a series of 
0.5-inch hoic.s along the liotLom of each side. This provided adequate ven¬ 
tilation but avoidotl undesirable drafts. The extremely wavery luininou.s 
BiiiiK'n Ilaino mrof'^itated reducing the open space.s in the calimct in so far 
ns po.ssiblc. All lest specimens were conditioned for at least 24 hours in 
the standard atmospliore of 70° F. and 66% R.H. and it is liclieved that 
this slioiild 1)0 one of the required steps in all flame test procedures. Since 
tlie elotliing fnlirics being tc.sled were generallv elTicientlv nameproofed, 
the specimens were allowed to remain in the test cabinet throughout the 
afterglow period. This has been found to lead to more consistent and 
dopcmliihlc flrtta whether the actual time of afterglow is con.'^idered or 
not In the belief that afterglow occurring in the clothing could be equally 
as dangcrou.s as aftcrflaming and much more difficult to extingui.sh, the 
time of afterglow in seconds was observed along with the aftcrflaming time 
and length of char. The criteria of flameproofness assigned to the Co¬ 
lumbia tests were that the treated fabric exhibit no aftcrflaming, less than 
4 seconds’ afterglow, and a char length not greater than 3.5 inches. These 
requirements as to the performance of the specimen in the flame test are 
obviously dependent upon the weight of the fabric, the type of treatment 
desired, and the use for which the fabric is intended. 



Figure 3. Columbia Flame Test 
Cabinet. 

A. Side view, showing pyrcx-glass 
doors in place, control valves and 
reservoir-manometer system for 
maintaining constant gas pressure. 



B. Front view with sliding doors 
removed showing vindical and df)" 
test specimens in position for 
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In comparison with 45° and horizontal tests, the alignment of the test 
specimen in the vertical direction produces those test conditions which 
are the most severe with respect to afterglow. Many treated fabrics which 
display no afterglow in' the horizontal or 45° tests show a relatively strong 
afterglow when subjected to the vertical test. In contrast, the Vertical- 
Bunsen test shows the least tendency towards afterflaming when testing 
efficiently flameproofed fabrics. It is therefore apparent that, though it 
may have universal applicability, the Vertical-Bunsen burner flame test 
is of particular value in those cases where afterglow is the flameproof 
characteristic of primary interest. 


(2) Horizontal Specimens 

Corps of Engineers—“Flame-Resistance” Test.^® No specific test 
apparatus is described in the specification though it is stated that “the 
test shall be conducted in a hood or enclosed space so that the test shall 
not be affected by drafts.” 

Two 9 by 6 inch specimens of the impregnated fabric are conditioned 
for not less than 24 hours in the standard atmosphere and immediately 
tested. By means of a testing frame (which is not described) the specimen 
is supported in a horizontal position with the center of the specimen 3 
inches above the lip of the cup containing the fuel. The igniting flame is 
obtained by burning 0.3 ml. of anhydrous ethyl alcohol (absolute) in a 
flat-bottomed brass cup. The brass cup is constructed of % 2 -inch sheet 
stock and is inch in outside diameter and %2 inch high. A material 
of low heat conductivity such as cork is used as a base for the test cup. 
The test specimen remains in position until afterglow has ceased. With¬ 
out removing the specimen from the testing frame the charred area of the 
fabric is removed by punching a hole in the char and running a pencil 
around the inside of the hole with slight pressure on the sides. A measure¬ 
ment is then made of the longest dimension of the resulting hole. The re¬ 
quirement of flame resistance is that the average size of the burned hole 
shall not exceed 2.5 inches. 

Apparently no attention is paid to the duration of either afterflaming or 
afterglow. The test was designed for a specific purpose and is limited in 
its applicability. 

Horizontal-Microburner Test. In designing the cabinet for the test¬ 
ing of flameproofed fabrics under the Columbia University flameproofing 
project, a rack was designed which enabled the use of horizontal speci¬ 
mens and the microburner flame. In the photographs of the Columbia 
Flame Test Cabinet shown in Figure 3, the supporting strips for the 
horizontal rack can be seen along the sides of the cabinet in Figure 3—B. 

Corps of Engineers, Tentative Specification—“Compound, Flame Resistant, 
Emulsifiable, for Fabrics.” E.B.P. No. 674 (June 29, 1944). 
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Both the apparatus and test procedure for this test are identical with 
those of the 45“-Microburner test described in the following section, the 
only differences being the use of a different supporting rack to hold the 
specimen frame and the placing of the specimen such that the flame im¬ 
pinges on the center of the test piece. 

Placing the specimen in a horizontal position produces test conditions 
which are the most severe with respect to afterflaming. The prevention of 
the removal of combustible decomposition products by any natural draft 
greatly intensifies the tendency of the fabric to flame after the igniting 
flame has been extinguished. In many instances fabrics which exhibit no 
afterflaming tendencies in the vertical and 45° tests show several seconds’ 
afterflaming when tested horizontally. This test^ therefore, is much more 
sensitive to minor differences in afterflaming tendencies and would be 
preferable for those applications where the flameproof characteristic of 
primary interest is the relative resistance of the treated fabricis to after¬ 
flaming. The tendency of fabrics to afterglow when tested horizontally is 
not nearly as great as in the case of the 45° and vertical tests. For this 
reason, in cases where the resistance to afterglow is felt to he of i)rimary 
interest or equal in importance to the afterflaming tendencies, the hori¬ 
zontal test would be less desirable than one of the other two. 

{3) 45° Specimens 

British Standards Institution Test.^'* The apparatus consists of a 
wire grid which is stretched on a 6.5-inch scpiarc metal frame and rested 
on vertical supports at an angle of 45 degrees. The igniting flame is ])ro- 
duced by burning 0.3 ml. of absolute ethyl alcohol in a small nudal cup. 
The cup is identical with that previously described under the horizontal 
test of the Corps of Engineers. In this case, the cup is supported on a 
cork such that the center of its base is 1 inch vertically below the center 
of the lower fabric surface. 

A 6 by 6 inch specimen is spread over the wire grid and exposed to the 
alcohol flame which generally lasts for 45 to 50 seconds. A n'cord is made 
of the afterflaming and afterglow times following the extinction of the 
igniting flame and the extentmf the char is measured. The reciuirement 
for a well-treated fabric is that it shall not char for a length greater than 
2 inches. 

Canadian Surface Burning Testd® This is essentially an imi)rovcd 
modification of the British Standards Institution Test. The apparatus and 
procedures arc essentially the same as those described above with the fol¬ 
lowing modifications: 

The test specimen is 6 by 7 inches and is fastened to a metal frame 
such that a 6 by 6 inch surface is exposed. The sample is clamped at the 
British Standards Specification 476 (1932). 
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four corners and is in contact with the metal frame on only two sides. The 
entire 6 by 6 inch square is open to the flame and is not in contact with a 
wire screen. Furthermore, the test is carried out in a three-sided sheet 
metal screen, 10 inches wide, 10 inches deep, and 32 inches high, thus 
affording some protection from drafts. Three specimens are cut from each 
sample to be tested and classified according to the afterflaming time, after¬ 
glow time, and char dimensions under one of the three following cate¬ 
gories: non-inflammable materials, materials of very low inflammability, 
and materials of low inflammability. It should be noted here that after¬ 
glow which is confined to the charred area is disregarded in this test. 

45“-Microburner Test. The Flame Test Cabinet developed by the 
personnel of N.R.C. Project Q.M.C. #27 at Columbia University is pic¬ 
tured in Figure 3. The wooden cabinet is 12 inches wide, 12 inches deep, 
and approximately 25 inches high by inside dimensions. The front of the 
cabinet is completely closed by means of two vertical-sliding pyrex glass 
doors. Ventilation is afforded by means of the 0.5-mch holes along the 
bottom of each side and the 6-inch hooded vent in the top. The micro¬ 
burner is securely fastened to a square wooden block which is set in a 
fixed position in the cabinet. Notched metal strips screwed to the sides of 
the cabinet serve to keep the specimen racks in constant alignment with 
the burner. Two sets of these strips are used, one to support the rack for 
the 45“-Microburner test and the other for the shorter rack of the hori¬ 
zontal test as described earlier in this section. The gas to be supplied to 
the microburner is held at a nearly constant pressure by means of the 
reservoir shown. The water manometer indicates the relative gas pressure 
and when at an angle of 15“ to the horizontal is maintained at approxi¬ 
mately 22 mm. A small pilot light is permanently attached to the micro¬ 
burner and avoids moving the heat source once the specimen is in position 
for test. 

Three identical specimens are prepared for each measurement, being 
conditioned for at least 24 hours at 70° F./65% R.H. before testing. A 
7 by 7 inch test specimen is placed smooth side up in a 5.5-inch square 
metal sample holder similar to an embroidery frame. The sample is placed 
at an angle of 45“ in the metal rack which is positioned so that the lower 
part of the fabric directly above the microburner is 0.75 inch above the 
top of the burner. The center of the burner is 1 inch horizontally from the 
edge of the lower metal strip holding the sample. The microburner flame, 
previously adjusted with a slight yellow tip to a height of 1.75 inches by 
means of the needle valve in the gas supply line, is applied to the smooth 
side of the fabric near the lower edge for a period of 12 seconds. The 
specimen remains in position in the cabinet throughout the afterglow 
period. The data recorded include the duration of afterflaming and after¬ 
glow in seconds and the charred area as measured with a planimeter. 

Investigation has shown that, for ail practical purposes, it is immaterial 
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whether the flame burns in the direction of the warp threads, in the direc¬ 
tion of the fill threads, or at 45° to both as shown in the illustrations. It 
has recently been found, however, that the eharred area can be most con¬ 
sistently measured by tearing the charred portion similarly to the prac¬ 
tice in the Vertical-Bunsen test. This is accomplished by cutting a small 
cross in the char directly above the burner and carefully tearing the char, 
once in the direction of the filling and once parallel to the warp threads, 
pulling against a standard weight hooked into the fabric. The torn cliarrcHl 
area is then defined by connecting the four extremities of the tears using 
a soft red pencil and following the general shape of the total darkened 
area. When the torn charred area is to be measured, the specimen should 
be aligned in the cabinet so that the flame burns in the direction of either 
the warp or the filling. 

The Columbia Test Cabinet incorporates several advantageous features 
which afford a simpler and more reproducible test procedure and also tend 
to give a greater degree of precision in flame test measurements. The addi¬ 
tion of pilot lights avoids the use of matches or other methods of ignition 
and leads to more accurate timing of the ignition period. In addition, the 
sample and burner are in constant alignment which contributes greatly to 
the reproducibility of data. The closed cabinet is practically draftlcss and 
yet possesses good visibility and adequate ventilation to insure a good 
supply of air. The reservoir and manometer system on the gas-inlet lim^ 
to the microburner could undoubtedly be improved upon but some similar 
measure should be taken to insure a fairly constant gas supply to (in', 
burner. The entire apparatus is compact and in one piece ])ermitting it to 
be moved from one place to another without requiring extensive read¬ 
justment. 

The microburner flame has many advantages over the luminous Biinscm 
flame. Being non-luminous, the flame of the microburncr burns much more 
steadily and vigorously and is not affected by slight drafts. The Bunsem 
flame, in contrast, wavers with any air current and may be blown com¬ 
pletely away from the test specimen by a moderate draft. The tempera¬ 
ture of the microburner flame at the point of contact with the fabric, is 
quite constant remaining at 823 ± 11° C. over a period of weeks. Tliis will 
be dependent of course upon the uniformity of the particular gas supply 
used. The temperatures of the two flames are actually very similar at thc 
point 0.75 inch above the top of the burner as illustrated in Figure 4. 

It^ has been pointed out previously that the flame tests in which the 
specimen is aligned in a vertical position are the most severe with res])C(d 
to afterglow. Similarly, placing the test specimen in a horizontal position 
tends to intensify the afterflaming tendency of the fabric. As might be 
expected, fabrics tested by means of a 45° test exhibit afterflaming tenden¬ 
cies midway between the vertical and horizontal tests and afterglow tend¬ 
encies more severe than the horizontal test but not as extreme as when 
suspended vertically. Consequently, in choosing a flame test for universal 
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applicability, wherein the characteristics of afterflaming and afterglow 
are weighted equally in importance, it would be advisable to use the 45° 
compromise which does not exaggerate either the flaming or glowing 
tendencies. If, for a particular application, the resistance to afterflaming 
is the characteristic of major importance, the 45° test should be supple¬ 
mented by measurements using the horizontal test. If the afterglow is of 
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Figure 4. Comparative temperatures of Microburner 
and Bunsen burner flames as employed in standard 
flame tests. 


major importance and the afterflaming a secondary requirement, the 
45° test should be supplemented by parallel determinations with the ver¬ 
tical test. Regardless of the requirements to be met, considerable experi¬ 
mental data have clearly shown that the 45° test produces much better 
reproducibility and allows a wider differentiation between the relative 
efficiencies of comparable flameproofing treatments. 


3. Fabric Strength 
Robert W. Little 

Of primary importance in the evaluation of a flameproofing treatment 
or flameproofed fabric is the measurement of the effect which the treat¬ 
ment has upon the strength characteristics of the cloth. A retardant treat¬ 
ment, regardless of its efficiency in the prevention of afterflaming and 
afterglow, would be quite unsatisfactory for any practical application if, 
in the course of the treatment or use of the treated fabric, the strength was 
seriously impaired so as to render the fabric unserviceable. For this reason, 
the tensile and tear strengths of the fabric are generally determined before 
and after the application of the flameproofing treatment and also after 
exposure of the treated materiarto surveillance and permanence tests. 

The selection of a test apparatus and procedure to be employed is rela- 









Courtesy of Scott Testers, Inc., 
Providence, li. I. 


Courtesy of Alfred Sutcr, Ncni York, N. V. 


Figure 5. Pendulum typo tcnHilo to.sLing iiuudiiueH. 

(left) Scott Model J showing fabric clamps and autographic rocorder. 

{right) Suter tester equipped with skein rollers. TIk'hc^ may bo rc'i)hu;od by fabric 
clamps and an autographic recorder can bo attached. 

for the details which may be omitted from the following disenssions.''''’'’^® 
Of the two general types of textile testing machines for the determina¬ 
tion of the breaking strength and elongation of textiles/'^ i.e., the pendulum 


^®A.S.T.M. Standards on Textile Materials (1944). 

Textiles, General Specifications, Test Methods—Fed. St’d. Stock Catalog, Sect. 
IV, Part 5—CCC-T-191a (April, 1937). 

Standard Specifications for Textile Testing Machines—A.S.T.M. Designation 
D7&^2. ® 
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type and the constant specimen-rate-of-load type, the former is perhaps 
more widely used and will be considered in this discussion. Typical exam¬ 
ples of the industrial machines available are the Scott and Suter Testers 
shown in Figure 5. Several different models of this type of instrument are 
available, varying in capacity and design, in many cases having been 
developed for a specific fiber or fabric. 

The strength characteristics of a fabric which are of major interest are 
the breaking strength, the elongation and the tear strength. 

a. Breaking Strength 

Grab Method. The distance between the clamps at the start of the 
test is exactly 3 inches. The face of one jaw is 1 by 1 inch square and that 
of the other jaw 1 by 2 inches or more, with the longer dimension perpen¬ 
dicular to the direction of application of the load. 

The test specimens are cut 4 inches in width and not less than 6 inches 
in length. Quintuplicate specimens are used for determining warp break¬ 
ing strength which have the longer dimension parallel to the warp yarns. 
An equal number are cut with the longer dimension parallel to the filling 
threads for determining the filling strength. 

The specimens are placed symmetrically in the clamps with the longer 
dimension parallel to the direction of application of the load, care being 
taken to sec that the same yarns are gripped in both clamps. The average 
of the five individual specimens shall be reported as the warp or filling 
breaking strength. Individual results which fall appreciably below the 
average are discarded as are the results of tests in which a jaw break or 
slippage is ajjparent. 

Raveled-Strip Method- With the following exceptions, this test is 
carried out in the same manner as described for the grab test: 

The faces of the jaws, in this case, measure 1 by 1.5 inches or more, 
the longer dimension being perpendicular to the direction of application 
of the load. Test s[)ccimens are cut 1.25 or 1.5 inches in width, depending 
upon the number of threads jmr inch, and raveled to a width of exactly 1 
inch by removing approximately the same number of threads from each 
side. 

Cut-Strip Method, This test is performed just as described for the 
Raveled-Strip test with the exception that the specimens are cut to a 
width of 1 inch rather than cutting wider and raveling to that width. The 
test is applicable to those coated or impregnated fabrics which would be 
difficult or impossible to ravel. 

b. Elongation 

Using testing machines as described above, which include an au¬ 
tographic recording device, the elongation of the fabric can be determined 
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at the same time that the breaking strength measurement is made. The 
elongation at any stated load can be obtained from the graph and the 
average of the five specimens expressed as elongation in terms of per¬ 
centage increase in length. 


c. Tearing Strength 

Tongue Method. Using the same machine as described for the method 
for breaking strength, the pawls of the pendulum are disengaged from the 
ratchet, 

Quintuplicate specimens, 3 inches in width and at least 8 inches in 
length, are cut in both the warp and filling directions. A 3-inch longi¬ 
tudinal cut is made from the center of one of the short edges and running 
lengthwise of the specimen. One of the tongues is placed in each clamp of 
the tester and, by means of the autographic recording device, a measure¬ 
ment made of the average load necessary to tear the fabric. The wiirp 
and filling tearing strengths are reported in the form of the average of the 
five individual tests. 

Trapezoid Method. The machine is again the same as that used for 
the grab breaking strength measurement with the exceptions that the 
faces of the clamps are 1 by 3 inches or more, with the long dinumsion 
perpendicular to the direction of the load, and the distanfic bel wecm the 
clamps at the start of the test is 1 inch. Again, the pawls of the i)c‘n(lulum 
are disengaged from the ratchet. 

Quintuplicate specimens, 3 inches in width and 6 inches in Icmglli, arc; 
cut in the directions of both warp and filling threads. An isosccdt'.s Irnix'- 
zoid is marked on each specimen having an altitude of 3 inches and has('s 
1 and 4 inches in length. A 0.25-inch cut is made in the center of (he 1-inch 
edge and perpendicular to it. The specimen is chim]HMl in the, machine 
along the non-parallel sides of the trapezoid with the cut lialfway l)e( w('en 
the clamps, the short edge taut and the long edge lying in folds. Thci 
average load necessary to tear the fabric is obtained by means of (he 
autographic recording device. The warp tearing strength and filling ((air¬ 
ing strength are calculated as the average of the five individual t('s(s in 
each case. 

The various types of flameproofing treatments exert quite different 
effects upon the strength characteristics of the fabric. Tn some (ni.ses (h(( 
breaking strength is seriously impaired with only a relatively slight de¬ 
crease in tear strength. Those treatments which tend to })roduc.c a film 
or coating on the fabric, on the other hand, do not reduce (he breaking 
strength but generally cause a marked decrease in tearing strength. Which 
of the fabric strength measurements assumes the greatest importance de¬ 
pends to an appreciable extent upon the future use for which the treated 
fabric is intended. 
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4. Leaching Tests 

Rogers B. Finch, Allan J. McQmde, 
and Robert W. Little 

a. Laboratory Tests 

In the development work on flameproofing treatments of a more or less 
durable nature, it is often desirable to employ a rapid and simple labora¬ 
tory test to obtain an initial estimate of the permanence of the treatment. 
In the event that the flameproofing constituents withstand these mild 
leaching conditions they may then be considered of a durable type and 
evaluated further by means of the more severe laundering and sea water 
tests which follow. 

Static Water Leach. A 7 by 7 inch specimen of the treated fabric is 
conditioned for 24 hours at 70° F. and 65% R.H. and weighed. It is then 
sewn to a 6 by 6 inch rectangular stirrer frame made of glass rod and 
immersed in approximately 4 liters of distilled water in a 4-liter beaker. 
The stirrer is rotated for 1 hour at room temperature at a rate of approxi¬ 
mately 40 R.P.M. After removal from the beaker and frame, the specimen 
is air-dried, reconditioned in the standard atmosphere and re-weighed 
to determine any loss of retardant. The specimen is finally tested by means 
of the 45°-Microburner flame test. 

This mild leaching is concerned with removal by a dissolving action 
only since the use of distilled water avoids any possible exchange and the 
slow stirring exerts almost no mechanical flexing on the fabric. 

Running Water Leach. Two methods used in evaluating fire- 
resistant treated fabrics are described in this section. The first method was 
dcvclo]ied for use under N.R.C. Project Q.M.C. #27 at Columbia Univer¬ 
sity. A 7 by 7 inch specimen of the fabric is conditioned and weighed. It is 
then immersed in a round-bottomed trough of approximately 1-gallon 
capacity into which tap water is introduced at such a rate as to produce 
marked turbulence. The water is introduced at the bottom of the tank 
and exits at the top, producing a tumbling action. The specimen is tum¬ 
bled in this running water for a period of 24 hours, air-dried and recon¬ 
ditioned. The fabric is then weighed to determine the loss of flameproofing 
agent and its flameproofness checked with the 45°-Microburner Test. 

The exposure of some treatments to such large ejuantities of tap water 
will produce some loss of flameproofness due to ion-exchange. This will 
vary with the hardness of water used. In addition, the mechanical action 
occurring in the tumbling of the specimen may cause some impairment of 
retardancy though this should not be appreciable. 

The second method is used at the Jeffersonville Quartermaster Depot 
for the leaching of fire-resistant duck for tentage. There, in order to 
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accommodate the large number of samples received daily for both inspec¬ 
tion and development purposeSj a tank 42 inches in length, 19 inches 
wide, and 21 inches deep is employed. This tank is divided lengthwise 
into three parts to produce along each side a compartment 2 inches wide 
parallel to the length. The center portion^ 15 by 42 inches, is further par¬ 
titioned across its length into 40 cells approximately 1 inch in width, thus 
providing a separate compartment for each sample to be tested and avoid¬ 
ing the possibility of contamination. Water is piped to the center of the 
tank and enters one of the narrow sections parallel to the length of the 
tank. By means of slots the flow of water is then directed to the top of 
each sample compartment. At the bottom of each compartment and on 
the opposite side from the inlet the water is directed into the third section 
which runs parallel to the length of the tank. A waste pipe is placed in the 
center of this section at a level slightly below that of the inlet to draw 
off the flow of water. The inflow water pipe is j acketed to allow it to bo 
heated by steam, the introduction of which is thermostatically controlled 
to insure water of 70° F. temperature. 

Thus this leaching tank provides a means for a constant flow of water 
of even temperature to be directed down and across each sample which 
hangs vertically in an individual compartment free from contamination 
of materials removed from other samples. 

In the conduct of the test two fabric samples each 12.5 by 10 inches 
in size are selected, one with the longer dimension parallel to the warp and 
the other parallel to the filling. Each is suspended below the water level in 
separate compartments, and the water flow is regulated to provide at least 
six complete changes of water during each 24-hour ])criod. Upon c()m])l('- 
tion of the desired leaching period, generally for 72- or lOS-honr periods, 
the fabric samples are removed and air-dried before exposure (o slandard 
conditions. Each sample is then cut into five 2.5 by 10 inch si)ecim('ns to 
allow fire-resistance determinations to be made using the Vcrtical-Runsi'n 
test. 

On the whole, fair results were experienced with this method and those 
fabrics which had water-soluble fire retardants were quickly discoverc'd. 
In addition, when fabrics leached for 168 hours in this tank were exam¬ 
ined for mildew resistance the results gave a good indication of the mil¬ 
dew resistance of the same fabric after 4 to 6 months' outdoor ('X])osnrc 
in Jeffersonville. 

Spray Leaching. Leaching of fire-resistant tentage fabrics at Jef¬ 
fersonville was also carried out in a Model X-1A Accelerated Weathering 
Unit manufactured by the National Carbon Company.^® In this machine 
a circular rack 37.5 inches in diameter revolves within an onelosed drum 
at such a speed as to provide one complete revolution for each two-hour 

’•®Por details of the equipment and operating procedure, .see paragraphs 5b and 
5b(2)_, Section IV, U. S. Army Spec. No. 100-48 (May 11, 1946); also see Section 9 
of this chapter. 


B. TEST PROCEDURES 


125 


period of machine operation. Located within the revolving rack a spray 
nozzle is provided to impinge water in a conical spray upon samples car¬ 
ried by the revolving rack. In the center of the machine is a carbon arc 
enclosed with Corex D filter panels. To provide artificial light. Sunshine 
type carbons are employed and maintained at constant amperage across 
the arc. Thus, during each revolution the samples are exposed to the spray 
for approximately a ten-minute period, and the remaining time to light. 
The period of exposure to such conditions is generally 200 hours, and for 
some comparative tests it has been extended to 400 and 600 hours. 

In the conduct of the test two fabric samples each 12.5 by 11 inches in 
size are selected, one with the 11-inch dimension parallel to the warp and 
the other sample with its 11-inch length parallel to the filling. The sam¬ 
ples are positioned upon the revolving rack with the 11-inch dimension in 
a vertical plane and are attached solely to its top portion. Upon comple¬ 
tion of the desired exposure period, the fabric samples are removed and 
air-dried for a 24-hour period before exposure to standard conditions. 
The unexposed portion of the sample, 1 by 12.5 inches in size, is removed 
and the remaining fabric divided into five specimens each 2.5 by 10 inches. 
These are used for fire-resistance tests employing the Vertical-Bunsen 
method. It was also the practice to apply the flame to that 2.5-inch edge 
which had been in the lowest position during the test. 

This test method provides a much better indication of the fire-resistance 
retention of tentage duck than did the tank method previously outlined, 
and in addition a fair estimation of the color change to result in field tests 
is obtained. However, in both these respects it is not as severe as that 
which occurred in field tests. As would be expected where a large quantity 
of tap water of considerable hardness is employed, one type of finish was 
markedly impaired due to ion-exchange reactions. Such a condition has 
not been fully confirmed upon actual outdoor leaching. 

b. Field Tests 

Outdoor exposure of tentage fabrics is performed on the grounds of the 
Jeffersonville Quartermaster Depot with the sample mounted at a 45° 
angle, facing south.’^® A specimen 42 by 30 inches with its longer dimen¬ 
sion parallel to the warp is mounted on fiber board using large copper 
tacks spaced 6 inches apart. In some cases the fabric is supported on all 
four sides, providing no backing agent. In this manner one side is exposed 
to the weather for periods up to one year. 

In nearly all instances the fabric samples were mounted on the fiber 
board since this produced a more severe condition and the tensile strength 
losses sustained were more in keeping with those experienced in other 
localities. In addition, it represented a use comparable to that which 
occurred in the life of paulins. 

Paragraph 3, Section XIII, Federal Spec. CCC-T-191a (April 23, 1937). 
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Due to the fact that Jeffersonville is located in an atmosphere in which 
industrial gases prevail, especially during the winter months, it was neces¬ 
sary that only those exposures which were initiated about April 1 and 
continuing for a six months’ period be considered as somewhat indicative 
of the effectiveness of the treatment. Lastly, to allow comparison between 
various types of treatments it became necessary to standardize on two 
types of base grey fabric, which were 12.29-ounce Army duck and 11.6- 
ounce tent twill. 

The significance of these tests in comparison with laboratory evalua¬ 
tions is discussed in Chapter VII, Section A-2-b. 

5. Laundehing Tests 
Robert W. Little 

Since the durable types of fiameproofing treatments are intended for an 
initial treatment without the necessity of reprocessing, they must be 
capable of withstanding normal laundering conditions. A test procedure 
is required, therefore, to evaluate in the laboratory the resistance of flame- 
proofed fabrics to laundering. The retention of flame and glow resistance 
on laundering will be greatly dependent upon the washing procedure em¬ 
ployed and the nature of the detergent solution. For this reason it is neces¬ 
sary to adhere to a more or less empirical test method in order to achieve 
any degree of reproducibility. 

Several standard laundering tests have been developed for determining 
the color fastness of dyed fabrics. The official methods of the ITnited Slates 
Government,“ the American Association of Textile Chemists and Color¬ 
ists,^’- and the American Society for Testing Materials arc very similar 
in nature and with minor modifications are applicable for use in (esiing 
the permanence of flameproofed fabrics. In the case of the color fastness 
tests, several separate procedures are given using different constituents in 
the wash solution and varying bath temperatures and the lenglli of (he 
washing period. In adapting the techniques for use with flainc-relardant 
fabrics a single washing procedure was employed, the severity of tlic 
laundering being varied only with respect to the detergent mixture em¬ 
ployed. 

A second type of laundering test which could be used for the evaluation 
of flameproofed fabrics is that now commonly employed in determining 
shrinkage in laundering.®®’^* This method employs a large speeimen, 20 

^Paragraph Xin-4, Textile.?, General Specifications, Tost MoOiodH—Fc'd. St’d. 
Stock Catalog, Sect. IV, Part 6—CCC-T-191a (April, 1937). 

A.A.T.C.C. Official Method C-1-42 (No. 3)—Standard A.A.T.C.C. Test Methods, 
1943 Yearbook. 

22A.S.T.M. Designation: D435^2 (No. 3); A.S.T.M. Standards on Textile 
Materials (1944). 

28 A.S.T.M. Designation D437-36; A.S.T.M. Standards on Textile Materials (1944). 
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3 or the washing is carried out in a small reversing 

of the cylindrical type. A test of this sort might more nearly 
3 the conditions existing in commercial laundry practices, 
tory comparisons of the relative permanence of flameproofing 
however, where it is often desirable to test several different 
simriltaneoiisly, the first mentioned tests appear to be better 
The individual specimen jars permit the washing of many dif- 
ited specimens without any chance of contaminating one fab- 
pro dncts leached from another. 



rator3^ rotator employed a.s a laundc'rometor ia the early cxj)criiiicnt.s 
of N.II.C. Project Q.M.C. #27. 


sring tests carried out in the course of the flameproofmg 
lumbia University were performed in two types of launder- 
t. One washing procedure was developed making use of a 
tatoi* which would accommodate jars of one-quart capacity, 
eries of tests were carried out in the A.A.T.C.C. standard 
r. Tile apparatus and procedure of both tests are presented 
ng p ages in order to be of assistance to those who may not 
Laxinder-Ometer available but do have a laboratory rotator 
adapted to accommodate one-quart jars, 
r Launderometer. The complete apparatus employed is 
Lire 6. The rotator consists of a cast iron frame capable of 
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holding six 1-quart Mason jars. The jars are clamped, three on each side 
of the frame, such that the jars on opposite sides are also at the opposite 
ends of the rotating holder. The horizontal shaft of the machine is 0.5 
inch above the plane of the jar cap and is displaced 2 inches from the ver¬ 
tical axis of the jar. Thus the jars in revolving effectively rotate about an 
axis approximately 2 inches above the center of their covers. The Mason 
jars are encased in asbestos jackets and clamped in the rotator which 
turns at the rate of 15 R.P.M. 

The procedure used is very similar to that described in Federal Specifi¬ 
cations.^® A single specimen is placed in a 1-quart Mason-type jar along 


I 

._.„J 

Courtesy of Atlas iileclric Devices Co,, Lliicai/o, III. 

Figure 7. Allas Launder-Ometer, Mod(d LHD-EF. 


with twenty 0.75-inch glass marbles. 400 cc. of the soap solution, which 
has been heated to 160° F., is added to the preheated jar, the jar scaled 
and rotated for 30 minutes. The soap solution is then poured off, replaced 
by 400 cc. of water at 160° F., and the jar rotated for 10 minutes. The 
specimen is rinsed once more by rotating for 10 minutes in a fresh 400-cc. 
portion of water at 160° F., and finally by rinses of 3 minutes each in an 
0.05% acetic acid solution at room temperature, and in cold water. The 
rinsed specimen is hung to dry under room conditions. 

Atlas Launder-Ometer. The fully automatic, electrically operated 
machine, including the preheated loading table, is shown in Figure 7. 
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A detailed description of the apparatus and the process of its development 
can be obtained from the literature.^ The use of a specially designed in¬ 
strument of this type has many advantages particularly when a great 
number of tests are being made. The automatic temperature regulation of 
the bath and preheating table plus the compactness and ready availability 
of the items required reduces greatly the tedium of routine tests. The ma¬ 
chine consists essentially of a large copper tank containing a rotor capable 
of holding twenty standard pint jars. The rotor is driven at a standard 
speed of 42 R.P.M. The jarSj covers, rubbers and test balls are all pre¬ 
heated to the operating temperature in the tray shown by means of cir¬ 
culating the water from the laundering chamber. 

The laundering procedure in this case is very similar to that of test 
No. 3 of A.S.T.M.^^ and A.A.T.C.C.^ A single test specimen is placed in a 
1-pint Mason-type jar along with ten 0.25-inch steel balls. A 100-cc. por¬ 
tion of soap solution, previously heated to 160° F,, is added and the jar 
rotated for 45 minutes at that temperature. The soap solution is then 
poured off and the specimen subjected to two consecutive 1-minute rinses 
in 100 cc. of water at 105° F. The fabric is then soured by agitating for 
2 minutes in 100 cc. of 0.05% acetic acid solution at room temperature 
followed by a 2-minute rinse in 100 cc. of cold water. The rinsed specimen 
is hung to dry under room conditions. 

The A.A.T.C.C. launderometer can be obtained with a special rotor to 
accommodate 1-quart jars. This is desirable in view of the size of specimen 
required for the 45°-Microburner flame test. In that case the volumes of 
solutions used would be increased to those given for the laboratory laim- 
derometer method. 

In the laundering tests carried out under the N.R.C.-Q.M.C. Flame¬ 
proofing Project, three different soap solutions were employed: 

Solution 1 — 0.5% Igepon-T. 

Solution 2 — 0.5% ordinary issue G.I. soap. 

Solution 3 — 0.5% G.I. soap -1- 0.2% Na 2 C 03 . 

These were intended to represent the varying degrees of severity which 
might be encountered in the course of military or commercial launderings. 
Since the launderings are intended primarily for use in comparative 
sUidics it is not necessary to duplicate exactly all of the conditions which 
may be encountered in actual usage. 

Although the two techniques described above are quite different in 
several respects, extensive laboratory comparisons have shown that they 
are nearly equal in their effect upon the flameproof characteristics of the 
fabrics tested. This is illustrated by the data of Table 1, comparing the 
flameproofness of three different fabrics after laundering according to both 

Dyestuff Rep., p. 697 (Oct. 29, 1928). 
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procedures. The figures in the table represent the average of from 9 to 12 
separate specimens. 


Table 1. Comparison of Laundoving Techniques: Flnmeproofcd Fabrics Laundered in 
0.6% G.I. Soap Using a Laboratory Laundcrometor and tlio Atlas Laundcr-Ometor 


Troalmont 

LnunUorajnotor 

No, of 
Lauiulciinaa 

AF 

ecos, 

AO 

BecB. 

CA, in*, or 
CL, In. 

UrearPhosphato 

46°'Micr<}humer Fia7m Test 
— 0 

0 

2 

2.2 

Type 

Atlas 

3 

0 

2 

2.0 

(Lab.) 

n 

0 

0 

1 

2.2 

(12.3% add-on) 

Lab. 

3 

0 

3 

2.2 


it 

6 

0 

3 

2.0 

UrearPhosphato 

— 

0 

0 

1 

2.1 

Typo 

Atlas 

3 

0 

2 

2.2 

(Comm’l.) 

(1 

0 

0 

3 

2,9 

(23.9% add-on) 

Lab. 

3 

0 

3 

2.3 


U 

0 

0 

1 

27 

Antimony Oxido; 

— 

0 

0 

0 

2,4 

Vinylite (Solvent 

Atlas 

3 

0 

0 

2.5 

(Semi-comin’l.) 

n 

C 

0 

0 

2.0 

(38.6% add-on) 

Lab. 

3 

0 

0 

2.3 


ft 

6 

0 

0 

2.1 

Ureo-Phosplmto 

Vetiical-Bunsen Burner Flame Test 

— 0 0 

2 

3.4 

Type 

Atlas 

3 

0 

2 

3.0 

(Lab.) 

Lab, 

3 

0 

3 

3.2 

(10.1% add-on) 

Urea-Phosphato 


0 

0 

1 

2 6 

Typo 

Atlas 

3 

0 

2 

2 6 

(Comm’l.) 


0 

0 

2 

2.7 

(23.9% add-on) 

Lnb. 

3 

0 

3 

3.2 


tt 

C 

0 

3 

32 

Antimony Oxido: 

— 

0 

0 

20 

3.7 

Vinylite (Solvent) 

Atlas 

3 

0 

31 

3.2 

(Semi-eomm’l.) 

(( 

0 

0 

60 

3 0 

(38.6% add-on) 

Lab. 

3 

0 

32 

3.2 


({ 

0 

0 

35 

2.9 


AF — nftcrflnniing CA ■— cliarred area 

AG — afterglow CL — cliaried length 


6. Sm Water Resistance 

Robert W. Little 

The resistance of durable flnmcproofing treatments to the leaching 
action of sea water is a property which probably is most directly asso¬ 
ciated with fabrics for Naval and military purposes. The tost was noces- 
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sary in evaluating military clothing fabrics which might well bo exposed 
to more or less prolonged immersion in sea water in the oourso of amphib¬ 
ious landing operations. It is also probable, moreover, that flameproofed 
duck used for tarpaulins or deck covers might well bo exposed to a similar 
leaching action on exposure to sea air and spray. The tost is more univer¬ 
sal, however, since it is concerned with the resistance of flamcprooflng 
compositions to an exchange reaction with alkali and alkaline-cnrtli ions 
whether brought about by sea water immersion, saturation with perspira¬ 
tion or leaching or laundering in hard water. The treatments primarily 
concerned with these base exchange reactions are those of the urea- 
phosphate type. The influence exerted by alkali and alkalino-onrth ions 
upon the salts of cellulose esters has been previously discussed. The pig¬ 
ment-type emulsion and suspension treatments are not seriously afTcctcd 
by sea water immersion though in some cases the rcsistanoe to afterglow 
is somewhat impaired. 

In the course of the experimental work of the FI am opr oo ling Project at 
Columbia University, it was necessary to develop an apparatus and pro¬ 
cedure for carrying out this test. The only available comparable tests, 
those commonly employed in estimating the fastness of dyes to perspira¬ 
tion and sea water, were entirely unsuitable for the purpose. 

The apparatus consists of a standard laboratory rotator in which 
cylindrical, wide-mouthed jars of 1-pint capacity are rotated at n sj)cc(l 
of approximately 12 R.P.M. about an axis parallel to the diameter of the 
jars. 

The synthetic "ocean water” is prejiared in the form of two stock solii- 
tion-s and diluted for use as required. The comjKisition.s of the stock solu¬ 
tions, according to the formulae of Lyman and Fleming,"'’’ are as follows: 


Block Soiidion 

/// 

Block Hohdion 

Material 

Grams 

Materiid 

Gt ams 

NaCl 

187S. 

MgCfl • 0 riaO 

S.'U.O 

Na2S04 

313.1 

CaC'ti 

88.2 

KCl 

33 1 

SiCla'OTLO 

32 

NairCOa 

16.4 

ThO 

800. 

KHr 

7.7 



ITallOa 

2.1 



NfiF 

0.24 



NaaSiO) (40%) 

34 



ILO 

7000. 




A volume of 195 cc. of solution #1 is diluted with water to n total 
volume of 1 liter. Similarly, 36 cc. of solution #2 is diluted up to I liter 
with water. The two liters are then mixed and the resulting solution used 
in the tests. 


^®"ThG Oceans,”' Sverdrup, Johnson, and Fleming,* Prentice Hall, Inc. (1043). 
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Six identical specimens of fabric, 7 by 7 inches square, arc cut for each 
test. A specimen is placed in each of the jars along with 260 cc. of “sea 
water” and rotated for the required time at 70“ F. The specimen is then 
removed from the jar, blotted between cotton toweling to remove excess 
solution, and air-dried. After conditioning the specimens for at least 24 
hours at 70° F. and 66% K.H., they arc tested for flameproofness by means 
of the 46°-Microburncr flame test. 

One specimen of the group, in each case, is subjected to rotation in the 
seawater for a period of 16,30,60,90 and 120 minutes. The sixth specimen 
is tested as a control. The results arc expressed in terms of “Rcsistanco to 
Sea Water,” which may bo defined as the time in minutes which a flame- 
proofed fabric may be rotated in the “ocean water” solution witliout sig¬ 
nificantly affecting the flameproof qualities of that fabric. In the case of 
military clothing fabrics it was required that the resistance to sea water 
be at least 120 minutes, 

7. Perspiration Resistance 
Robert IF, Little 

The measurement of the resistance of flameproofed fabrics to the action 
of perspiration is a test intended specifically for use with clothing fabrics. 
The property evaluated is similar to tliat determined by moaiiH of tlic Sea 
Water Resistance Test previously described but the latter is considerably 
more severe in its leaching action. 

The most satisfactory inetliod of determining the dclctcriouH action of 
perspiration upon flameproofed clothing fabrics would natiirnlly bo a 
scries of heat load experiments in whicli the Li'catod garnKMits arc actually 
exposed to the sweat of human subjects under controlled w('nring con¬ 
ditions. Experiments of this type have l)ccn conducted and the nictliods 
used will be discussed in a later section. In tlic majority of ca.ses, liowcvor, 
it is cither impractical or impossible to carry out extensive programs of 
this type. It is therefore dcsiralile to develop a simple aecelerated labora¬ 
tory test which approximates as closely as possible the conditions encoun¬ 
tered by the fabric in the course of tlie heat load experiments, 

The only available tests for determining the resistance of textiles to 
perspiration were those employed in measuring the fastness of dyes The 
conditions of those tests were thought to be too mild for the purpose in 
mind, The test procedure which follows was dcvolo]icd by the staff of the 
Flameproofing Project at Columbia University in an attempt to provide 
a simple laboratory test which would simulate the life of a garment fabric 
under severe wearing conditions. 

The test apparatus presented diagrammatically in Figure 8 consists of 
a closed cabinet with a glass front which is maintained at a temperature 
approximating that of the body (30° C.). The fabric specimens arc sus- 
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pended on ft wire frame which may be slowly rotated. The synthetic per¬ 
spiration solution is introduced into the cabinet in the form of a very lino 
spray by means of an air-powered spray gun. 



/i 'Ajr 

P' Perspiraf/on Sofution 
H'Heor«r 
O - Drain Board 
S'S^c/men Ho/der 
P~ fhermo^reQu/ator' 
t~ Thermomarer 
e-Baf/ic 


The synthetic "iiergpiration” is prepared according to the following 
formulation r“ 


Acid Perspvatton Solution 


Malcitnl 

Grams 

Sodium rhloiule 

10 

LfU'lic acid, U K.P (R.'jc;) 

1 

Disoduini orthophosplijite 

1 

Water 

988 


Duplicftte or quadruplicate 7 by 7 inch specimens arc placed in the 
cabinet for an 8-hoiir iieriod, being sprayed mtennittcnlly at 1-hour inter¬ 
vals wiih 30 ec. of the jioi’spiration solution The .«;]>ecimcns are finally 
conditioned for 24 hours in tiic standard atmosphere and tested for flame¬ 
proofness using the 45‘’-Microbiirncr flame test 

In the lesting of water-soluble flameproofing agents, the spray should 
be adjusted such that the specimens do not become oversaturated and 
cause dripping of solution from the fabric Actually, extensive practical 
wear tests have shown that water-soluble retardants can be effectively 
leached from the fabric by profuse perspiration. 

Federal Standard Stock Catalog—Section IV, Part 6, p, 15. CCC-T-191a. (Apr 
23, 1037.) 
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8. Moisture Vapor Permeability 
Robert T7. Little 

One of the requirements for flameproofed fabrics intended for use in 
articles of clothing is that the fabric shall allow a free jiassago of water 
vapor in order that an excessive heat load is not imposed upon the wearer 
of the garment. Tho most reliable method of determining this fabric prop¬ 
erty would bo to carry out heat load studies and observe the performance 
of the fabric when in actual use on human subjects. This type of experi¬ 
ment has been carried out on flameproofed fabrics and is dcscrilx'd in 
Section 10 of this chapter. Since such extensive experiments are generally 
impractical it is desirable to have a simple laboratory tost which will 
serve to evaluate the resistance of the fabric to the passage of moisture 
vapor. 

A great many different methods have been developed for tcsl.ing the 
vapor permeability of fabrics, paper, leather and various sheets and films. 
The reader is referred to the literature for a detailed picture of the proce¬ 
dures and apparatus®®'®* employed. A bibliograpliicnl summary 

of the available methods has recently been presented by tlic slaff of 
The Institute of Paper Chemistry.®® In general the tests consist of a 
method of jneasiiring the rate at which water vapor passes through a 
sheet from a region of high humidity to one of lower moisture vajior con¬ 
tent. The method of Lyman Foiirt and Milton Harris of the Textile l'\)un- 
dation®® relates this passage of water vapor to the intrinsic resisjjinct* of 
the fabric. The intrinsic resistance, expressed in terms of ctpiivalent c(>n- 
tiraeters of still air, is determined for a fabric before and aflcr I he ap¬ 
plication of a flame-retardant material, thus determining wholher or not 
the flameprooling trcatineni has impaired the passage of water vapor 
through the cloth. 

The majority of tho vapor permeability techniques measure Iho toial 
resistance set up by a fabric system. This includes the appreciable rc- 
• sistances of the air layers on each side of the fabric which arc very do- 

"ITyden, W. L, Ind. Bn-ff. Ckom, 21, No. 5. 'lOB (1929). 

“John, R., Tech. Assoc. Papers, 20, flO (1937). 

2''Holwcch, W., Papir J., 20, 233 (1932). 

®® Hobbs, R, B., J Am, Leather Chvm. Assoc, 36, 340 (10<ll) 

®‘HDrfeld, H., Collegium, 65 (lO'll). 

8^ Sears, G. R, Sehlngenhauf, II. A., Given, J. C., niul Yclt, V. R., Paper Trailv J., 
118, No. 3, 39 (1944). 

88Noll, A, Papier-Fabr. Wochbl. Papier Jabr., No. 6, 161 (I9'l'l). 

Modem Packaging, 16, 78 (1942), 

Paper Trade J., 121, No. 16. 33 (Oct. 18, 1946). 

“Report No. 243, Committee on Aviation Medicine, N.R.C. Div. of Med. Sci 
(Jan. 7, 1944). 
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pendent upon the conditions of test. By comparing the total resistances 
of two systems^ one of which contains one more layer of fabric than the 
other, the intrinsic resistance, or the resistance attributable to the fabric 
alone, may be obtained. This technique of Fourt and Harris was felt to 
be more aiiplicablc to fabrics and is presented hero as one of the better 
methods available. 

The apparatus required consists of the parts illustrated in Figure 9 
along with a suitable conditioning box or conditioning room in which the 


/ 

z 

3 

4 

Parts forAsssmoly 

/ Sfeet sea/my disc 
Z Fobi-ic disc 

3 A/uminUm ring 

4 Sfeei jig 

S’ Crysfbf/izing dish 
€ Driertfe 


S 


3 Iaysr Asssmbly Pbapy Tksr 

a.sscmblies may be exposed to an atmosplicrc of high and constant humid¬ 
ity. As employed m the experimental program of the Coliimliia University 
Flamoproofing project, the assemblies wci'e placed on a wire screen sus¬ 
pended in the conditioning room. Since the fabric specimens arc con¬ 
ditioned in this standard atmosphere of 70“ F. and 65% R.H. prior to 
tost, this avoids any pickup of moisture on the part of the fabric in the 
early stages of the test. 

Nine circles of fabric, 3.1 inches in diameter, are cut using one of the 
aluminum rings as a pattern. These provide specimens for a vapor per¬ 
meability measurement on 1, 3 and 6 layers of the fabric. The speoimens 



Figure 9. Moisture vapor peimcnbil- 
ity apparatus. 




METHODS FOR EVALUATION 


136 

should be taken from various parts of the cloth sample to minimize errors 
due to non-homogeneous treatment. 

The steel sealing disc and a cup of sealing wax arc kept on a hot plate 
throughout the preparation of the asseinblics. A satisfactory sealing wax 
may be made of a 60-50 mixture of paralFin and beeswax. An aluminum 
ring is placed on the jig and the outer half of the upper surface painted 
with sealing wax. A corresponding circle of wax is painted around the 
edge of one surface of a fabric specimen, the cloth disc placed on the 
ring with the two waxed surfaces Logotlier'and the two sealed together by 
placing the hot scaling disc on top of the fabric. For the 1-lay or assem¬ 
bly, this procedure is repeated scaling a second aluminum ring on the 
other side of the fabric. In the case of the 3- and 5-layer assemblies, the 
adjacent cloth discs arc scaled together ns described above, placing a ring 
of sealing wax on both discs, pressing them carefully together and sealing 
with the hot steel disc. In each case the last cloth layer is topped with an 
aluminum ring. Finally, the edges of the completed assemblies arc painted 
with wax to assure an airtight seal, and the tlirce assemblies conditioned 
for 24 hours at 70“ F. and 65% R.H. Twenty grams of Dricrite arc i)laccd 
in each of three tanning dishes, a fabric assembly placed on each dish and 
sealed in place with sealing wax. The final assemblies arc jdaced fabric 
side down on a largc-mcsh wire platform which i.s in the conditioning room. 
A uniform current of the moist air passes steadily over the surface of tlic 
exposed fabric, The entire assemblic.s arc weighed on an analytical bal¬ 
ance at 30-minutG intervals over a pei’iod of 2.5 hours. Just after each 
weighing the desiccant is mixed by gently .shaking the disli. 

Resistance being the reciprocal of permeability, a convenient unit for 
expressing the resistance of a fabric has been selected as the length of an 
equivalent column of still air through which water vapor would dilTusc 
at the same rate under the same conditions of tcmperalurc, ])rossiire and 
concentration gradient. The total resistance of a system, tlien, would bo 
cxpressable in the following form: 

li = ~I){AC)At 

where: 

li ~ total I'osifltanco of tlio system, the rcsislaneo to llio diffusion of water vapor ox- 
pre.sso(i in equivalent ccnlimetoi‘.s of ideal still aii. 

Q = mass of water transfoned by diffusion, in grains. 

D ~ diffusion constant in cinVscc. 

AC — diffci’cnco in concentration of water vapor in gms/cin®. 

A area of fabric through which moisture travels in cm*. 
t = time interval, in seconds. 

In order to clarify the calculation of test results, a sample calculation 
is given in the following section for a measurement of 8.6 oz. herringbone 
twill in a room at 70“ F. (21.1“ C.) and 66% R.H. 
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According to International Critical Tables, the diffusion coefficient, D, 
varies with the absolute temperature, T, and the barometrio pressure, P 
(mm. Hg) as expressed in the equation: 

/ r \ i7is 760 

As an approximation between 0 and 50“ C., this may be replaced by: 

D = 0.22 + 0.00147(m° G.) 

Since the temperature in this case was 70® F. or 21.1® C.: 

D = 0.22 + 0.00147(21.1) = 0.251 cmVscc. 

l*he concentration difference, A<7, in grams/cm®, can be obtained from 
the relative humidities and the absolute temperatures T\ and Tg, 
and the corresponding saturation vapor pressures pj and pg on each side 
of the fabric as: 


‘ _ A/TFh,o y 273 Mh _ p,m\ 

^ " G.M.V. ^ 7C0 T, 7’2 / 

Since, however, the temperature and pressure both inside and outside 
are the same and the concentration of water vapor on the inside i-s essen¬ 
tially zero: 


Ti = T2 = 273 1 + 21.1 = 294 2" K 

Pi — Pi = saturation vapor pressure at 21 1°C = 18 70 mm. 

//i — H 2 ~ difference in relative humidity from one side of the fabric to the other 
= 0.65 - 0 = 0.65 


A/TFhjO =18 

G M V = 22,400 cc under .standard conditions and: 


= 1198 X I0-*gm/cm^ 


18 


22,400 


18.76 273 

7(30 ^ 204.2 ^ 


Also, since the exposed fabric disc has a diameter of 2 35 inches and the 
area is to be expressed in cm^: 


A = X 3.1416 = 28.00 enP 

finally: 

/ = 60 Af, where M = time interval in minutes between successive weighings 
Thus substituting in the original equation: 


TE == ~ X 0 251 X 1.198 X IQ-® X 28 X 60 


or: 


Af 

R = 6.05 X 
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Q is obtained by cUfferenCes in successive weighings and along with the 
time elapsed in minutes is then used in the above equation to calculate 
the total resistance R. 

The data for the sample calculation are as follows: 


No. of Layora 
of Clotu 


Wt. of 


Af 


Time 

Asaombly. gma. 

<2 

n 

1 

2 : 08 p.M. 

G9.3000 

— 

— 

— 

1 

2 : 40 p.M, 

00.4432 

0.1303 

32 

1.17 

1 

3 : 10 p.M. 

60.6853 

0.1421 

30 

1.14 

1 

3 ; 40 p.M. 

00.7116 

0.1202 

30 

1.20 

1 

4 : 12 p.M. 

00.8218 

0.1103 

32 

1.46 
A VO. 1.24 

3 

2 : 27 p.M. 

70.1872 

— 

— 

* 

3 

2 : 67 P.M. 

70.2843 

0.0071 

30 

1.50 

8 

3 : 27 p.M. 

— 

— 

— 

— 

3 

3: 67 p.M. 

70.4977 

0.2134 

00 

1.42 

3 

4 : 27 p.M. 

70.6078 

O.OOOG 

30 

1 62 
A VO. 1.60 

5 

2 : 19 p.M. 

83.1336 

— 

— 

— 

6 

2 ; 47 p.M. 

83.2082 

0.0740 

28 

1 89 

6 

3 : 17 p.M. 

83.2000 

0.0887 

30 

1.00 

6 

3 : 47 p.M. 

83.3780 

0.0820 

30 

1.84 

6 

4 :17 P.M. 

83,4004 

0.0906 

30 

I 08 
Avc. 1 75 

The intrinsic 

resistance of 

one layer of fabric is obtained 

as 

follows: 


also: 


„ , Rt layojfl ” fii layor 

Ri layer = - - -s- - — 


lit layers — It^ lavcrs 
2 


BJaycr = 

By these subtractions we cancel out the effect of the surface layers of 
air on both sides of the cloth ns well ns the effect of the Dricrite on one 
side. 

Using the sample data: 


Ri 


1.60 - 1.24 0.20 

2 2 


0.130 cm. 


Rt = 
Ri = 


1.76 - 1.60 
2 

1.76 - 1.24 
4 


0.25 


= 0.126 cm. 


0.61 

4 


0.127 cm. 


Therefore, the intrinsic resistance of 8.6 oz. herringbone twill is 0.127 
cm. The precision of the measurement is approximately ± 0.06 cm. 
although this factor will depend greatly upon the allowed variation in Iho 
relative humidity. 
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9. SUBVEILLANCE AND TENDBUING TESTS 
Henry A, Rutherford and Robert TF. Liille 

The application of a finish or a coating to a cotton textile frequently 
raises the question of whether the treatment has an adverse effect on the 
useful life of the material. Thus, many laboratory methods of ascertaining 
the stability of a fabric toward light, heat, moistui'e, mildew^ etc., have 
been devised. These accelerated methods are desirable because of the im- 
practicality of drawn-out and laborious seiwice testing, but unfortunately 
they are often a completely inadequate substitute. 

The conditions used in any of the so-called tendering tests are nocos- 
sarily arbitrary, but are designed to bring into play those factors which 
are expected to contribute to the deterioration of the material during use. 
For example, the stability of a fabric during normal storage conditions 
might be ascertained by its behavior at some elevated temperature. Mate¬ 
rials whose normal use constitutes exposure to the elements must be tested 
by a more complicated means involving the use of beat, light, and mois¬ 
ture. The reliability of the evaluation procedures is of utmost iinjior- 
tanco, and it may be said that the more drastic tiie conditions of ureel- 
eratecl testing, the greater the possibility of arriving at a false evaluation 
of the durability of a fabric during normal use. 

The lack of standard test procedures emphasizes the difficulties involved 
in this type of work. A survey of the literature, winch for the most jiart 
consists of government specifications, reveals a number of .surveillance an<l 
tendering tests. Clianges in details of procedure liavc been made from 
time to time, but in every case the general form of subjecting fabrics to 
heat, liglit and/or moisture sejiarately or together has been followed 
A description of accepted (but not nccos.sarily proved) procedures in force 
in May, 1945, which might possibly apply to fire-resistant fabrics, is 
presented. 

U. S. Army Specification No. 100-48, dated May 11, 1945, pages 35 and 
36, lists the following: 

“4. Accelerated aging tests.—■ 

"4a Oxygen bomb test .—The given specimen of coated fabric shall 
be exposed to an atmosphere of oxygen at a pressure of 300 pounds per 
square inch and a temperature of 158® F. (70° C.) for a specified jieriod 
of time. After exposure, the coating on the fabric shall show no signs of 
becoming stiff and brittle, nor soft and tacky, nor shall the loss in tensile 

Other references to tendering tests arc as follows' Yoaibook of the American 
Association of Textile Chemists and Colorists, A,S.T.M. Standards on. Textile 
Materials; Federal Specification CCC-D-746; Q.M.C Tentative Specification JQD 
212; and U. S. Army Specification &-3‘16. These specifications are not necoasarily in 
force, 
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strength, as determined by the grab method, exceed a specified per cent 
of the original tensile strength. 

"4b. Aging test, 100° C,, 4^ hours, —^Tho treated material shall be 
stored in an oven at a temperature of 100"’ C. for 48 hours and the re¬ 
sulting pH determined in the specified manner. 

"4c. Aging test, 175° F., 5 days.—The sample of the treated material 
shall be placed loosely inside a quart Mason jar. The open jar containing 
the specimen shall be exposed to standard atmospheric conditions for 
24 hours. At the end of the 24-hour period the quart jar shall bo closed, 
airtight, and then subjected to a temperature of 175° dr g® ]?. for 5 days. 
The breaking strength of the material shall then be determined. 

“5. Resistance to accelerated weathering.— 

“6a. Test specimen.—^ sample of specified dimensions, with Die long 
dimension in the direction of the filling shall be clamped to the inside 
rotating rack of the accelerated weathering test macliinc ami cxj)osc(l to 
the conditions described below. 

"5b. Accelerated weathering test machines. —One of the following tbreo 
commercial machines as specified shall be used. 


"fib ( 1 ). Accel&i'oted weathering machine. —Allas Klcctric Dcvi(!cs Co. 
Model DL-TS. This double carbon arc apparatus shall be operated at an 
ambient temperature as sj)ecified, and in nccordanoe wilb the dirnetioirs 
furnished by the manufacturer. The light and water spray sliall be ad¬ 
justed to provide light continuously and water intcrmillendy jo n ('(m- 
stant cycle of 17 minutes without water and 3 minutes with waler. The 
water shall be discharged at the rate of 0.5 gallon ))cr inimile and Ujc 
drum shall rotate at the rate of 1 revolution jicr minute. 

"fib ( 2 ). Accelerated weathering The apparatus sliall <-onsist of 
a vertical carbon arc mounted at the center of a vertical cvlindor. The 
arc is designed to accommodate two pairs of rarlmns, No. 22, iipiier car¬ 
bons, and No. 13, lower carbons; however, the are burns bolween only 
one pair of carbons at a time. Tlic arc slml) hv .surronmhvi by panels oV 
Corex D glass or other enclosure having equivalent absorbing or trans¬ 
mitting properties. The glass shall be cleaned at least once every 2*1 lioiins 
of operating time. The arc shall be operated on 60 amjiercs and 60 volts 
across the arc for alternating current of 60 amperes and (50 voKh across llm 
arc for direct current. The specimens for test slinll be mounted on a rotat¬ 
ing rack inside the cylinder and facing the arc. The diameter of I be rolal- 
ing rack shall be such that the distance from the center of the are to the 
face of the specimen is 18% inches. The rack shall rotate about tlie arc 
at a umforrn speed of about 1 revolution in 2 boiirs. Spi'ay noKxles .slmll 
be mouBted ib the tank so tlin6 (ho speoimens shall he exposed lo woUIbr 
once during each revolulion ot the rack. An X-IA Nalional Carbon Co 

bons wSn 
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‘'6b (3). Single arc accelerated weathering machine .—The apparatus 
shall consist of a vertical carbon arc mounted at the center of a vertioal 
metal cylinder. The arc shall be enclosed jn a clear globe of No. 9200 PX 
Pyrex glass 0.0626 inch thick or other in closure having equivalent absorb¬ 
ing and transmitting properties. The globe shall be cleaned when the car¬ 
bons arc changed or at least once every 36 hours of operating time. The 
arc shall be operated on 13-ampcre direct or 17-ampere 60-cyclc alternat¬ 
ing current with the voltage of the arc 140 volts. The specimens for test 
shall bo mounted on the inside of the cylinder facing the arc. The diameter 
of the cylinder shall be such that the distance of the face of the specimens 
from the center of the arc is 14% inches, The cylinder shall rotate about 
the arc at a uniform speed of approximately three revolutions per hour. 
A water sj^ray shall strike each 2-inch-wide specimen in turn for about 1 
minute during each revolution of the cylinder. An Atlas Electric Devices 
Co. single-arc wcalher-o-metcr will fulfill the above conditions.” 

It must be emphasized again that these tests do not necessarily predict 
the behavior of flameproof fabrics during actual use, and that their pri¬ 
mary function is to serve as a means of detecting materials or coatings 
which, under certain conditions, might have adverse effects on the fabric. 
They are also useful in ascertaining the elTects of one treatment relative 
to another, Tor example, it has been observed that cotton duck, treated 
so as to bo fire, water, wcatlier, and mildew resistant, which contains an 
imstalfic chlorinated paraffin, exhibits an increase in acidity (decreased 
pH) during heating at 100® C., whereas one which contains a stable type 
material shows no ciiaiigc in this respect. Increase in acidity may be re¬ 
garded as undesirable because of the sensitivity of cellulose to acids. 

In most instances, the resistance of the fabric to aging is determined 
by loss ill strcngtii, hut it is difficult to establish satisfactory levels of 
]>erfoi‘mance. Other tests, such as tearing strength and fluiditv, arc some¬ 
times useful. The latter is of value in detecting certain types of incipient 
damage in cellulose wiiieh is not always revealed in losses in strength (see 
oxidation of cellulo.se). As a general rule, flameproof fabrics arc also re¬ 
quired to maintain their initial properties of flameproofness during expo¬ 
sure under the conditions of the various tendering tests. 

At the outbreak of World War II, considerable impetus was given to 
(he problem of evaluation of textiles by tendering tests. One of the most 
important items for consideration was duck, cotton; fire, water, weather 
and mildew resistant, because of its wide use in tentage and tarpaulins. 
The results of three years’ work showed that it was impossible to evalu¬ 
ate the potential life of fabrics of this type by any one of a number of 
accelerated laboratory tests. This is because the performance during 
natural weathering is largely dependent upon the location of exposure. 
In other words, no precise and fixed behavior of a fabric could be estab- 
Sponsored by the Office of the Quartermaster General 
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lished. Thus, it was made clear that the potential serviceability of fabrics 
for tentage can be reliably judged only by subjecting them to exterior 
exposure, and that the service life will depend upon the conditions pre¬ 
vailing at the point of usage, 

Evaluation of duck, cotton; fire, water, weather, and mildew resistant 
under XJ. S. Army Specification 6-346 is based primarily on performance 
during exterior weathering in Yuma, Arizona, and New Orleans, Louisiana, 
for a period of six months, April through September being preferred. Theso 
locations were chosen on the basis of their wide divergence in climatic con¬ 
ditions. The results of exposures made in desert areas lack the complica¬ 
tion introduced by the action of microorganisms. Exposures in sub¬ 
tropical or tropical areas have the primary function of cstablislnng the 
resistance of fabrics to mildew in the presence of sunlight and rainfall, 
and ordinarily do not subject fabrics to the stringent conditions of high 
light intensity at low moisture levels. 

In the course of the experimental work carried out under N.R.C. 
Project Q.M.C. #27 at Columbia University several siirvcillanco and ten¬ 
dering tests were employed in order to anticipate the rclallvc behavior of 
variously flamcproofod fabrics in the course of normal servieo. Compara¬ 
tive data were desired after long-term exposure under normal amlnont 
conditions and also following short exposures to tlic extremes of temjKM’a- 
ture and humidity. As mentioned above, it was liigldy dcsirabio that the 
accelerated conditions should not bo so severe as to cause’ clicmicul or 
physical changes in the flnmeproofing agent which would not also occur 
in time under the conditions of actual usage. The four test conditions 
selected, which will he briefly discussed in the following jiagcs, were 
(1) prolonged indoor storage under existing conditions, (2) extended out¬ 
door exposure under prevailing weather conditions, (3) aceeh’raled dry 
storage for 2, 3 and 4 weeks at 160® E., and (4) accelerated liuinid 
storage for 2 weeks at 120® F. and 85% PJI. 

Indoor Storage. Due to several experiences with the loss of effective¬ 
ness of certain water-soluble retardants on )U’nlonged indoor storage, this 
surveillance procedure was adopted for a study of the temporary name- 
proofing agents. The testing procedure consists simply of huspendmg 
treated fabric samples in a closed room for long iicriods of time, removing 
test specimens at weekly or monthly intervals and testing for Hameproof- 
ness or fabric strength after conditioning for at least 24 hours in iho 
standard atmosphere. Care should be taken that there are no folds or 
creases in the stored samples since it has been found that contact between 
fabric surfaces interferes with the vaporization or sublimation of volatile 
constituents, Since in a surveillance tost of this type the existing condi¬ 
tions are extremely variable, it is well to conduct nil experiments on a 
comparative basis referring to a standard fabric which is subjected to the 
same test period. The temperatures and humidities encountered will 
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naturally vary greatly from one part of the country to another. The 
tests at Columbia were performed during the summer and fall months, 
the temperature ranging from 65 to 95“ F. under nearly all possible values 
of relative humidity. 

Outdoor Exposure. In a study of durable flameproofing treatments 
it is desirable to know the effect of outdoor weathering upon the perma¬ 
nence of the flameproofness and the properties'of fabric strength. The pro¬ 
cedure consists of stretching large samples of treated fabric on a metal 
frame and placing the frame in such a manner that the samples are com¬ 
pletely exposed to wind, rain and sunlight. The supporting frames in this 
instance were supported at an angle of 45° facing the southeast, and the 
samples exposed to typical East Coast fall weather. In this case also it is 
essential that all data which are to be subsequently compared be collected 
in parallel tests under the same existing conditions. If this is not possible, 
the use of a standard reference fabric will permit some qualitative com¬ 
parisons. 

Accelerated Dry Storage. Flameproofed fabrics employed in articles 
of military clothing might well be exposed to long periods of storage prior 
to issue for use. It is imperative that during the storage period the gar¬ 
ment does not undergo any serious impairment of its strength or flame¬ 
proof characteristics. In an attempt to simulate the severe dry storage 
conditions which might be encountered in arid regions, a tendering test 
was employed wherein fabrics were exposed to a temperature of 150° F, 
for 2-, 3- and 4-week periods. 

The tendering chamber consists of a large, triple wall, forced circulation 
oven in which the temperature can be controlled to 1° F. 

Samples of the treated fabric are suspended in the oven vertically, 
specimens being withdrawn at the end of 2, 3 and 4 weeks. In each ra.^^o 
the specimens are reconditioned for at least 24 hours at 70° F. and 65% 
R.H., reweighed to determine possible loss in add-on and .subjected to the 
tensile or flameproofness test. 

Accelerated Humid Storage. In an attempt to simulate humid stor¬ 
age under severe tropical and jungle conditions tendering tests were also 
carried out for a period of 2 weeks at 120° F. and 85% R.H. 

The tendering cabinet in this case was specially constructed for the 
purpose and is shown in Figure 10. The 4-inch walls contain 2 inches of 
rock-wool insulation and the doors are sealed by padding with a layer of 
felt around the jambs. Heating is accomplished by means of a nichrome 
electric grid heater regulated by means of a gas-mercury thermostat and 
suitable temperature regulator relay. The cabinet tempea'ature can be 
maintained to ± 0.6° F. The humidification system consists of a large 
cheesecloth screen continually wetted by a stream of hot running water. 
The air in the cabinet is circulated through the wet screen by means of a 
small electric fan. The relative humidity is constant to 3%. 
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The test procedure employed is essentially as described for the accel¬ 
erated dry storage test. 

As has been previously pointed out these accelerated tendering tests 
are valuable in the study of flameproofcd fabrics in spite of the fact that 



A. Side View 

Showing thermostat, dry bulb, fan and 
heating grid. 



H I'ltid Vit*\v 

Showing wet hull), chci'si'clolh MTui-n 
over lioL water apniy and drip ])an. 


Figure 10. Humid lendei'ing cablnot. 


they may not exactly predict the performance of the fabric under normal 
conditions of xisagc, They serve particularly well in comparing tlie per¬ 
formances of several dilfercntly treated materials, as is often desirable in 
development work and furthermore are of great value as screening pro¬ 
cedures, The ability to closely duplicate the conditions allows correlation 
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between experiments which may have been conducted over a very wide 
interval of time. This is a definite advantage over long-term exposure 
tests under existing weather conditions where all data which are to be 
considered comparatively must be obtained concurrently. The interpre¬ 
tation of results of either laboratory or field tests is unfortunately not a 
routine matter, and the limits or tolerances allowed in the various pro¬ 
cedures described herein cannot be fixed. These limits are usually based 
upon personal judgment and experience, taking into account the condi¬ 
tions of the test. 

10. Physiological Heat Load Experiments 
William R. Christensen 

Experiences of the past few years have clearly demonstrated that physi¬ 
ological heat load must be considered in the selection of uniforms for mili¬ 
tary personnel ojjerating in tropical or desert terrain. It is essential that 
those uniforms which seriously interfere with the dissipation of bodily 
heat be avoided under such circumstances. If such garments are issued, 
they arc likely to bo discarded as soon as the heat becomes excessive (and 
tlicir protective qualities thereby effectively eliminated) or, if retained, 
tlic incidence of heat exhaustion may be increased. An evaluation of the 
physiological heat load of military garments is, therefore, advisable or 
even cs.scntinl. 

Accurate accomplishment of this task requires considerable enre and 
lime. Very .special types of equipment and a largo number of trained, co¬ 
operative subjeejs are necessary. However, its value is manifest. In this 
.section an attempt is made to present a simple but adequate test tcch- 
niciue. The method described is based largely on the experiences of the 
Climalic Rcseareh Laboratory. This presentation is in no way intended 
to be coinprehcn.sivc. 

Fundanientally, all aiiproaclics to ibis problem are ba’^cd on considera¬ 
tion of the human body as a hcat-prodiicing machine. The importance of 
imposed physiological heat load steins from the fact that the body tcni- 
pcraluro mu.st be regulated within very close limits if operating efficiency 
is to be maintained. When exjiosed to low ambient temperatures, the 
human maintains a satisfactory mean temperature by certain physio¬ 
logical adjustments and through the addition of clothing, the thermal 
insulation of which reduces the loss of heat. At high ambient tcmpcratiues, 
the body must lose more heat or its temperature will mount and physio¬ 
logical breakdown will eventually occur. This heat is principally dissipated 
through radiation, conduction, convection, and evaporation. In any given 
case, the relative magnitude of the loss through each of these avenues is 
determined solely by the existing ambient conditions, ie., dry bulb 
temperature, intensity of solar and terrestrial radiation, air movement and 
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wet bulb temperature. Obviously, the most immediate effect of an exces¬ 
sive load upon the cooling mechanisms of tlie body would be a rise in the 
average temperature of the tissue mass. This is reflected by an increase in 
the skin and rectal temperatures. Concomitantly the cardiac output is in¬ 
creased, the most obvious sign being an increase in inilsc rate, and 
peripheral vasodilation occurs. Sensible perspiration appears and increases 
roughly in proportion to the elevation of skin temperature. The majority 
of these responses can be interpreted as nttemi)ts to increase amount of 
heat loss. Their relative cfTicicncy differs widely according to the exact 
conditions of wet and dry bulb temperature, radiation; and air movement. 
However, it is quite apparent that clothing of any type would act as de¬ 
terrent to the efficient dissipation of heat. The thermal insulation it pro¬ 
vides reduces conductive losses when the ambient lemporature is below 
that of the body surface. Convective cooling currents arc largely elimi¬ 
nated because free circulation of air is prevented by the clothing. Garments 
also provide a radiation barrier. And, because they present a bari'icr to the 
diffusion of water vapor, evaporative heat loss is reduced. Under most 
circumstances of high temperature and humidity, therefore, clothing can 
be considered to constitute a barrier to heat dissipation by the body. As 
outlined above, the physiological effects which may be oxjioclcd arc an 
increase in rectal temperature, skin teinperaUiro, blood volume, cardiac 
output, pulse rate, peripheral blood flow, oxygen consumption and sweat 
production. If such trends are allowed to continue, cfliciency is soon re¬ 
duced and irreversible changes may ensue. Obviously the imnn'diatc solu¬ 
tion is to discard all clothing. Many peoples living under conditions im])oS’ 
ing heavy heat loads have come to this solution. However, the unaecus- 
tomccl soldier from temperate ai’cas requires tlie protection against solar 
radiation, insects, skin trauma, etc., which a garment provides, Tiikcwise, 
if there are no garments there can lie little or no iiroLecLinn against, flame. 

It is entirely logical to assume that the magnitude of the response.s to 
heat would be directly related to the magnitude of the heat load imposed. 
This has been proved experimentally for a majority of these values There¬ 
fore, by exposing human subjects in various garments to eonirolled condi¬ 
tions, an evaluation of the heat load imposed by the garments may lie 
obtained from the magnitude of the physiological changes which thev in¬ 
duce. Some of the physiological changes, however, ean be more readily 
adapted to testing techniques than others. Determination of blood flow 
and oxygen consumption is Loo difficult for routine use. Changes in blood 
volume probably do not appear rapidly enough. Because of this, most in¬ 
vestigators have depended upon mcaaurcment'of skin lemporature, rectal 
temperature, pulse rate, and sweat production for evaluation of garments. 
The measurement of rectal temperature, pulse rate and sweat production 
is relatively easy, but accurate determination of skin temperatures re¬ 
quires the use of radiometers. These instruments arc difficult to use and 
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require constant, careful calibration. Because of this, skin temperatures 
arc also often discarded. This omission leaves sweat loss, rectal tempera¬ 
ture and pulse rate as the chief criteria. The response of the sweat rate to 
any given change in conditions is by far the greatest. Therefore, this is 
probably the most sensitive and accurate of these determinations. 

Having thus established physiological criteria for evaluation of imposed 
heat load, it is important to consider the equipment and subjects. The 
success or failure of such experiments will depend largely upon the 
chamber used and the subjects selected. Rigid control of ambient condi¬ 
tions within the experimental chamber is essential. Since the over-all heat 
loss from the body is determined by the combination of wet and dry bulb 
temperature, radiation, and air movement, it is quite apparent that all of 
these factors mu.st be very carefully controlled. Small variations in wet or 
dry bulb temperature, wall temperature or wind velocity under severe 
environmental conditions will oftentimes produce more marked physio¬ 
logical changes than the garments themselves. The chamber should be such 
that it will maintain wet and dry bulb temperatures within ± 1.0° F. It 
is essential that this control be maintained throughout the daily experi¬ 
mental period as well as from day to day. Wall temperatures, including 
ceiling and floor, must be similarly controllable so that the radiation fac¬ 
tor is constant. Wind velocity sliould not vary more than ±0.1 mile per 
hour. The niiscellanoous equipment required includes a treadmill, jirovid- 
ing very constant and reproducible walking speeds, a balance of siiflicicnt 
sensitivity to weigh the subjects to within ± 5 grams, rectal thennometors 
and cardiotachometer or stethoscope. The cardiotachomctcr is preferable 
for recording pulse rate since it supplies a permanent record and is not 
subject to the errors of personal interpretation With this equipment, there 
1ms been constitilled a rigidly eontrolled environment in which work of a 
prescribed, reproducible rate may be performed which is eqidpiicd with 
in.struments enabling the measurement of the expected physiological 
changes. 

What of the experimental subjects? As far as can be determined, men 
of any bodily size or configuration are suitable However, it has been 
generally found that individuals of the pyknic type are rather unsatis¬ 
factory in that high temperature exposures are more difficult for them and 
their results are not as reproducible as others. Under any circumstances 
those selected should be physically vigorous and willing to undergo ar¬ 
duous exposures to high temperatures over extended periods of time. It is 
also essential that they realize that fairly regular eating and sleeping 
habits must be maintained and that excessive indulgence in alcohol be 
strictly avoided throughout the period of the test. After their selection, all 
subjects must be physically trained and acclimatized. Both training and 
acclimatization affect the subjects’ physiological responses to any given 
set of conditions. A trained man completes a prescribed period of walking 
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on the treadmill with lower pulse rate, rectal tomperatiiro, skin tempera¬ 
ture and less weight loss. The same is true in the case of acclimalijjation. 
Obviously, therefore, untrained and unacclimatizcd subjects would not bo 
in a basal state and could not be expected to achieve reliable or repro¬ 
ducible values from day to day until they had been so conditioned. Their 
results would be worthless. Training and acclimatization should be carried 
out under conditions which duplicate those outlined for the test routine. 
Both can be accomplished simultaneously. Five days of exposure to the 
exercise and ambient conditions to be used in the test procedure will 
suffice. The major portion of acclimatization is known to be completed 
within this period of time and, if the subjects arc in reasonably good con¬ 
dition initially, no further training will bo required. 

Before setting up the exact routine to be used in evaluating the gar¬ 
ments, it is essential that the criteria for difTorentiating them be estab¬ 
lished. The physiological data, as outlined, will include pulse rate, rectal 
temperature, sweat loss, and possibly skin temperaiuro. In the first place it 
must be realized that there is no absolute standard witli which these values 
may be correlated. The physiological responses of different individuals to 
the same heat stress are extremely variable and pulse, sweat rate and 
rectal temperature bear no simple relationship to the working al)ility or the 
likelihood of failure in an individual. Therefore, all evaluations must 
necessarily be comparative, ie., responses of the same subject must bo 
compared. It would be extremely difiicult to perform a ifiiysiological ex¬ 
periment of the type required with a sufficient number of su))jc'(’ts to rule 
out inter-individual differences. The performance of a subjc'ct in one 
garment must be compared with 'iiis performance in anolher Thi.s can bo 
done accurately as long as experimental conditions arc as cfirc'fully con¬ 
trolled as outlined. What, however, should be used as the uUiinate stand¬ 
ard of comparison? Some of the criteria which might be consi(l('rc<l arc as 
follows: (a) the absolute limits of tompcratiirc and humidity (Ite subji'ct 
can stand while wearing the test uniforms, (b) (he cxlcnt of (he |)liysio- 
logical changes induced by standard work periods in tlic ganncnls being 
studied, or (c) the amount of work required to induce specified jfiivHio- 
logical responses in subjects wearing these uniforms. Any one of tho.se 
methods may be used. In some instances a knowledge of tlic upi)cr limits 
of temperature or work which can be tolerated by a gro\ip in a uniform 
will be of value. However, the comi)arison of the ])hysiological changos 
induced by standard work periods is tlie easiest and .simplest api>roa(;h. 
Naturally a standard garment will have to bo selected as the l)asis of 
comparison. If a new uniform is being considered, the one it is intended to 
replace may be used as a standard of comparison. 

Comparative experiments of this type require special consideration in 
order to insure proper control. In addition no conclusions should be drawn 
unless they can be supported by statistical analysis of the data. Certain 
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arbitrary limits over and above statistical significance may be established. 
Either typo of consideration requires that the reactions of individuals be 
compared only among themselves, i.e,, that there be no inter-individual 
comjDarisons, This means that all subjects in a test group must wear all of 
the test items, Thereby an individuars reaction in one outfit can be com¬ 
pared with that in another outfit. Likewise, it is essential that experimental 
items bo rotated among subjects according to a Latin Square technique 
and that, in any single phase of the work, all items undergoing comparison 
bo represented. If only two subjects can walk on the treadmill simul¬ 
taneously, only two uniforms can be compared. On the first experimental 
day each subject wears one of the two uniforms; on the second day the 
types are exchanged, Tims a maximum of control is obtained. For ade¬ 
quate statistical consideration of such paired data a sampling of at least 
six and jn'cfcrably eight or ten subjects is required. In accordance with the 
material outlined above the data considered will include weight loss dur¬ 
ing tliG jocriod of exercise, the rectal temperature, pulse rate and skin 
temperature at the completion of the period of exercise. 

Thus far nothing has been said concerning such details as length of 
exorcise period, severity of exercise and ambient conditions to be used. 
No categorical statements can be made. Some investigators have employed 
4-hour periods, thus insuring that equilibrium between heat production and 
loss will liavc licon attained. Others have used only l-liour pcrioils, since 
flifTcrcnccs in garments will have appeared by this time even though equi¬ 
librium may not have been reached in some instancc.s, Experience at the 
C.'limalic Ilescnrch Lalioratory has shown this to be a suitable method. 
Uiulcr any circumstances all experimental subjects should undergo a 
definite prc-ex(M’ei,se rest period in the chain her. Only l)y tins moans can a 
fairly standard slate in all subjects be assured for the lioginning of the 
lo.sting jioriod. The severity of tlic exercise may vary coii'^ideralily. How¬ 
ever, an attempt should be made to duplieatc the field conditions expected 
Oreat earc must be taken to adjust the excreisc to the ambient eoniiitions 
in order to avoid imposition of loo great a burden upon the subjecis. The 
ambient eonditions under which testing has been carried out have varied 
considerably. Oliviously it is desirable that the garments be invc'itigatcd 
under conditions of tcmiioraturc, humidity, radiation and air movement 
similar to those under which they arc to be used. Significant differences 
are more likely to be revealed when certain aml)ient conditions are used. 
However, if the garment is never used under such circumstances the dif¬ 
ference is meaningless. 

Strictly speaking, the subjective appraisal of test items has no place in 
a discussion of techniques of evaluating heat load. Plowever, there are 
certain features of garments which are exposed remarkably clearly by 
wear under simulated tropical or desert conditions, namely, drag (the 
tendency of garments to restrict motion by adhering to the skin), skin 
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sensation and subjective coolness. They are equally as important as im¬ 
posed heat load in determining whether or not a uniform will be readily 
accepted. Because of this it is probably desirable, in all garment compari¬ 
sons, to obtain an interview at the completion of the comparison in which 
all subjects are asked to rate the garments in the order of their preference 
in regard to (1) coolness, (2) drag, (3) skin .sensation, and (4) over-all 
preference. The data obtained may be annlyaed statistically. 

Through correlation of physiological and subjective data, collected as 
outlined above, one may form a reasonable conclusion as to the over-all 
acceptability of any uniform for wear under tropical or desert conditions. 

11. Wbab Tests 
IS, Folger Taylor 

A specially designed garment, or a garment of standard design made of 
special fabrics or treated fabrics, must be proved for wearing ability be¬ 
fore it can be adopted for general use by the Army. Wear tests of several 
types are commonly used. Aoceleratcd wear tests, in which the garments 
are continuously subjected to severe wear conditions simulating those en¬ 
countered in combat, arc used to evaluate the performance of llic test 
garments in terms of a standard garment. Normal wear tests, during which 
the garments are worn in the usual routine of training, maneuvers or 
garrison work, compare the performance with that of the standard garment 
under the same conditions. Special wear tests, in wliicii a group of men 
wear the garments under carefully controlled conditions, evaluate .some 
particular property of the garment, Such tests may take advantage of 
natural or artificial environments depending on what property of the 
garment is being studied. 

Accelerated wear tests arc made by the Quartermaster Board at Camp 
Lee, Virginia, on a combat course designed to expedite tests of cloiliing 
design, construction and materials under simulated rigorous field con¬ 
ditions. 

The combat course is illustrated in Figures U through 10 and consists 
of 22 obstacles, each representing a definite tactical problem and approach 
that might be encountered in most theaters of operation.^® The course is 
1700 feet long and each obstacle was selected after an exhaustive study 
had been made of clothing failures in the field. Thousands of garments 
that had been salvaged in the theater of operations and the continental 
United States wore carefully analyzed; combat motion pictures wore 
studied; enlisted and commissioned personnel just returned from combat 
areas were questioned; and expert clothing technicians were consulted. 
As a result the simulated tactical problem which was sot up was that of 

Figures and details of description fiirnislicd by tlio Quartermaster Board, Camp 
Lee, Vft. 
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troops approaching and attacking an enemy village and then continuing 
on to wipe out an enemy strong point. 

The test subjects traverse the course by rushing, crawling, creeping, 
climbing, sliding and jumping. Prom their first vantage point at the start 
of the course the soldiers run and take cover behind several natural ob¬ 
jects as they approach a railroad embankment, where they* climb a re¬ 
vetment, squirm across the heavy coarse slag of the rail bed on their 
stomachs and slide head first down a 30° slide of Belgian Block about 20 
feet long. At the bottom they scramble to their feet, run and drop behind 
a split rail fence. Then the fence is climbed quickly and the soldiers run 



Courtesy of Quartefmaster B<fard, Camp Lee, VirUfma- 


Figure 11 Wear test combat couise; Descending 20-foot BoJgiiin Block slido 

to take cover behind a stone wall. After crossing the w’all they run forward 
taking momentary cover behind trees and logs until a slit trench is reached 
Here the test subjects rest and then climb over a tree block and advance to 
a crushed stone road which must be traversed on the stomach, A scries of 
trenches, a road block and finally a cement culvert arc traversed before the 
enemy village is reached. 

The village consists of three bombed out houses. The soldiers enter 
through the window of the first house, make their way under fallen beams, 
over passages strewn with cement and rubble, up and down wrecked 
stairways. They traverse two such dwellings in succession and finally cross 
from the second dwelling to a ruined warehouse by means of a fallen 
beam. Here the test subjects are confronted by a maze of narrow twisting 
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CoHriay of Qnartomaster Aoaxl, Caml> Lee, I'liytma 
Pigiiio 12 . Wear test combat course: Crossing sLreuiu on ftillen limljor. 



Figiue 13. Wear lest combat coui-sc: Crawling through rubble of boinbetl-ouL house. 
























Courtesn of Quarierniajicr Board, Camp Leo, Vuginia, 

Figure 16. Wear test combat course: Climbing slag railroad embankment. 
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passageways between jumbled packing cases and, as the soldiers work their 
way through them, every inch of clothing is subjected to strain and 
abrasive action. Following the village is another railroad embankment 
which must be climbed and crossed by crawling, after which the soldiers 
creep and crawl through a logged communication trench and network 
of forward trenches. As the final objective, the enemy strong point is ap¬ 
proached, the soldiers squirm on their backs under a wire entanglomcnt; 
roll over a road block and slide down a cement lined tank trap, completing 
the traversal of the combat course. 



Couriesy of Quartermasto' Board, Comp Vir(/ima, 


Figure 16, Wear test combat coursei Sfininniug under wiiv cnliiugleiiK'iii. 

To evaluate clothing by means of this course a group of men on I fitted 
with properly fitting garments arc sent over the coiii'se as many limes as 
are needed to make the garment unserviceable. Tbc u.so of (‘orroctly fiMod 
garments is of the utmost importance if valid test results and conclusions 
are to be obtained. After each traverse of the course, the nature^ location 
and extent of deterioration or failure are observed. Traverses of Iho course 
are made by the group using control garments ns well ns the cxiicrimcnlal 
garments and an analysis and comparison is made of the extent and rate 
of deterioration and failures. Since it is possible for n man to ti-avcrso this 
couise several times a day and since tlio best garments rarely stand as 
many as twenty-five traverses before becoming unserviceable, this course 

wi I yield, in a matter of days, information wliicli would take months to 
obtain from field tests. 
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Normal wear tests consist of a systematic observation of the manner in 
which various garments perform under whatever conditions of practical 
use are desired. For instance, a group of subjects may bo equipped with 
test and control garments and permitted to go about their normal duties. 
Weekly observation of how the garments are wearing can then be made 
either before or after laundering, or both, throughout the life of the gar¬ 
ment. For the best comparison, it is preferable to select groups of test 
subjects whoso normal duties are the same so that the wear may be re¬ 
lated, if possible, to the duty. In this way performance of the now garments 
under conditions of garrison duty, training, maneuvers, can bo studied and 
correlated with the performance of the standard items. 

Details of such tests depend upon what performance characteristics the 
observers wish to study. For instance, in one wear test of flameproofed 
clothing the object was to determine the wear life of the garment and the 
flameproof finish when the garments were worn eight hours a day. .doing 
routine duties at an Army laboratory. The garments were laundered once 
a week using the Army mobile laundry equipment and the standard wash¬ 
ing procedure. Each week garments were dropped from the test at random 
and specimens were selected from worn portions of the garments as indi¬ 
cated in Figure 17. Some of tiiesc specimens were taken before laundering, 
the remnants of the garments were then laundered and a second set of 
specimens taken. 

These specimens were tested for tensile strength by the raveled strip 
method as a means of determining the deterioration of the fabric and for 
flamoproofing by both the 45°-Microburner and the Vortioal-Bunsen 
burner tests to ascertain the extent to which the flameproof finish had 
failed. The selection of specimens before and after laundering permits a 
difl’ci’cniiation of the deterioration caused by wear and that caused by 
laundering. In addition to the deterioration of objective qiialitie.s such as 
tensile strength and flame resistance, a subjective evaluation of the gar¬ 
ments can be made on the basis of comments that test subjects have to 
make almub the garments. Tests as outlined above should, of course, be 
conducted to give data which can be evaluated statistically so that confi¬ 
dence may be placed on the validity of the test results. 

Special wear tests can also be designed to evaluate some particular 
aspect of clothing, or clothing treatments. In the case of flameproof cloth¬ 
ing, for military use, it is important to evaluate the action of sweat, rain 
and sea water on various flameproof finishes. The effect of sweat on the 
flameproof garments can readily be evaluated in conjunction with the 
physiological heat load testa. Ordinarily, test subjects do work on a tread¬ 
mill at a standard rate under conditions of high temperature and high 
Immidity as indicated in the preceding section. The total time of exposure 
is predetermined and is generally accomplished as the result of a series of 
work periods. The amount of sweat absorbed by the garments is measured 
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by weighing before and after use. The action of sweat on the tensile 
strength and flameproofing is measured on appropriate specimens. Since 
the action of sweat may bo spotty because of the manner in which gar¬ 
ments come in contact with the body, specimens should be chosen from 
various parts of the garment to detect sueh a difference if it occurs. Figure 




Before tourdering^ CT] After Launefering 

Figin'G 17, l3iuni>Iing rif worn giiniU'nLs for fliiiiH' U“,L mul 
lonf^ilc test Hpcciincus, 

17 also represents a suitable melliod of selecting .siicciinens for IIhr 
purpose. 

The effect of rain is conveniently studied in a so-callcd “rain court.” 
The rain court is a large room or outdoor space which is cfpiiplied with a 
shower system so designed that the falling water apjii'oaclies naLiirul rain 
in drop size and terminal velocity, The rainfall can he adjusted from O.f 
to 3 inches per hour and by operation of auxiliary fan equipment, wind 
can be superimposed on the rainfall to give the driving effects of a severe 
storm. In order to maintain the comfort of the test subjects during the 
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exposure, the test garments are worn over other clothing consisting of un¬ 
derwear, socks, shoe pacs, wet-weather parkas and trousers. Periods of 
exposure can be set for the convenience of the test subjects and continued 
exposure can be adjusted to whatever total time is desired or samples can 
be withdrawn at periodic intervals and tested for tensile strength and flame 
resistance. In general the type and amount of rainfall exposure to be 
given a treatment can be decided on the basis of preliminary leaching 
tests. Easily leachable finishes will need only mild rain treatment for 
evaluation. Thus in the case of a water-soluble salt type treatment where 
the objective is to determine the minimum amount of rainfall which will 
remove the flameproof protection, light rainfall of about 0.1 inch per hour 
and short exposures must be used. But where a finish does not deteriorate 
under leaching it is sufficient to show that a specific number of hours of 
heavy rain, e.g,, 3 inches per hour, do not affect the garment or flameproof 
treatment. 

Sea water immersion tests are necessary because it has been found that 
durable treatments of the urea-phosphate type and possibly other new 
types which may be developed from time to time are reduced m flame- 
proofing efficiency after prolonged contact with water containing appre¬ 
ciable amounts of calcium and magnesium ions. Sea water immersions are 
designed to simulate operational landings. Where troops are disembarked 
from landing craft on to the beaches in sea water which varies in depth, 
some or all portions of the body may be wet for various periods of time. 
While landing maneuvers could be used for such a test, superior informa¬ 
tion can be obtained by a controlled immersion test in which the landing 
operation is simulated in reverse. An appropriate beach is selected whore 
the test subjects wade in water up to the knees for a period of time, then 
up to the waist for additional time, and finally up to the neck. Samples of 
these garments are selected for tensile strength and flameproof evaluation 
in such a manner as to differentiate between the different times of exposure 
to the action of sea water. Details of the test can be arranged to test any 
effect or scries of effects of sea water immersion, a.s for hiatance the effect 
of a series of alternate immersions and launderings. 

Wherever susceptibility to detrimental ion-exchange reactions has been 
noted it may be found expedient to revalue the rainfall tests. It has been 
shovn that unless soft, deionized, or distilled water is used, the results 
of simulated rainfall tests will be affected by the calcium and magnesium 
ions customarily found in hard waters, 

12. Toxicity Tests 
John W. Meigs 

Toxicity tests of flameproof fabrics include evaluation of toxicity of 
the basic chemicals used, of the fabric at various stages of manufacture, 
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storage or shipment, and of the finished fabric ns it will be used in the 
field. 

Toxicity of basic chemicals must ho considered because certain ones are 
highly poisonous even in small doses; repeated doses may cause cumula¬ 
tive poisonous efifects, or, in the case of flameproof fabrics, basic chemicals 
might release poisonous substances under certain conditions of high tem¬ 
perature. 

Toxicity of flameproof fabrics (including toxicity of solvents, dyes and 
finishes as well as basic chemicals) at various stages of manufacture, stor¬ 
age or shipment might adversely affect either civilian or military personnel 
in the Army’s industrial or military installations. 

Toxicity of the finished fabrics is primarily of concern to military per¬ 
sonnel in the field. 

Tests for determining toxicity of flameproof fabrics must be chosen ac¬ 
cording to the particular phase of toxicity in question. 

Basic Chemicals. Most of these are well known, ns for instance 
borax, or ammonium phosphates. Experimental data on effects of inges¬ 
tion, absorption by skin contact or inhalation of fumes arc available in ilic 
medical literature. In the case of initried chemicals, animal studies must 
be carried out to determine the minimum Icllial dose by mouth, subcu¬ 
taneous injection, skin application or inhalation in the event (hat gases or 
fumes are given olT under conditions of high Icmporalurc. Info siian tesla 
upon small animals, such as rats, may be necessary to determine who! her 
chronic toxic effects may result. Fortunately, Uirougliout the war it was 
not necessary for the Army to imdcrtako any long-range ri'search on 
toxicity of basic chemicals in flamcjiroof falirics. 

Manufacturing Processes. Toxicity tests arc necessary at times to 
determine the probable hazards to workers in industry. The hazards 
usually encountered arc inhalation of toxic fumes from ojicn ('ontaiiiera of 
chemicals or skin contact with the flnmcproofing agent as a result of spilla 
or splashes, In addition, there is the hazard of contact helween (ho 
finislicd flameproof equipment or material and the skin of ])ersonnel ('n- 
gaged in its manufacture or handling. Toxicity tests to del ermine llio 
hazards from fumes would have to be carried out ujmn animals unless data 
were already available. Spills or splashes arc hazardous more often be¬ 
cause of the solvent involved liinn ))ocauso of tlic flamoproofing agent. 
However, this hazard could bo estimated from knowledge of (lie toxicity of 
the various basic ingredients. Finally there is the imssibilily tliat a worker 
may become sensitive to the materials contained in the nameprnofing 
substance. This would become apparent if any worker develojmd derma¬ 
titis and the causal relationship between the flamcjumofing agent and the 
dermatitis could bo proved by diagnostic patch tests. These testa, which 
should be carried out by the plant physician or other qiialiflcd medical 
officer, would prove only that the particular individual was sensitive to 
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the material in question and would not give any indication of the number 
of cases of dermatitis to be expected from use of the material over a long 
period of time. The technique of this test is similar to that described for 
the prophetic patch test. 

Finished Fabric. The most important toxicity tests, however, from 
the military ])oint of view arc those used to determine whether a flarae- 
proof fabric is suitable for use by military personnel in the field. 

If toxicity tests of basic chemicals have not been accomplished, the 
flameproofing agent or flameproofed fabric is disapproved. However, if 
there is reasonable evidence that the fundamental chemicals are not 
seriously toxic, tests are undertaken to discover whether the finished 
material will cause skin irritation to personnel using it under standard 
field conditions. 

Prophetic Patch Test. The likelihood of development of skin irrita¬ 
tion is commonly determined by the prophetic patch test, devised by Dr. 
Louis Schwartz and Dr. Samuel Peck, of the United States Public Health 
Service.'*® This method has been extremely useful throughout the war 
period in toxicological evaluation of fabrics of various kinds, including 
flameproof fabrics. A rather simplified description can be given as follows: 
The tests require about 200 subjects representing an average cross-section 
of the jmpulation; that is to say, no attempt is made to screen out persons 
who give a history of skin sensitivity to various substances unless such 
individuals arc present in a percentage much greater than that which 
would be found in the population at large. Each material to be tested is 
cut into scpiares exactly I inch on a side. Areas on the back and arms of 
test .subjects arc designalod as A, B, C, etc , up to the required number, and 
llic materials arc also listed as A, B, C, etc. Each patch is placed on the 
hack or the arm in the designated area and is held firmly in place with a 
3-inch square of adhesive with a 1.5-inch square of cellophane in the 
center to prevent direct contact between the patch and the adhesive tape. 
This assures that there will be a clear area of skin around the patch and 
(hat any reaction to adhesive tape will not interfere witli reading of the 
test. After the patch has been left in place for 48 hours, it is removed, and 
the reaction is read 15 minutes after the adhesive tape has been taken off. 
Each preliminary reading is recorded, and 48 hours later a second reading 
is (aken. The reason for the second reading is that redness caused by 
pressure from the patch or irritation from scratching may interfere with 
the proper reading of the results. After 48 hours these reactions will have 
disa]ipearcd, and any evidence of skin irritation remaining in the area with 
which the patch had contact will indicate definite irritation as a result of 
the patch itself. The subjects arc then instructed to return after 6 to 10 
days, and at that time patches duplicating the original set are placed in 

'“’Schwartz, L., and Peck, S. M., Reprint 2262, Pxib. Health Reports, 59, No 17, 
646-667 (1944). 
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approximately the same positions as before. These tests are read exactly 
the same way as the first series. 

The first series of tests indicates tlio presence or absence in the original 
patch of a primary skin irritant (a substance which will produce skin 
irritation in practically anybody, the first time it is applied to the skin 
for a short period). Strong acids or alkalies arc typical examples of 
primary irritants. Almost any chemical in a high enough concentration 
will act as a primary irritant. Tlie second scries of tests indicates Llie num¬ 
ber of individuals who have been sensitiised to the particular chemical by 
the first test. For example, the chemicals in patch A may jiroduco no re¬ 
action the first time; however, during the 48 hours in which the jiatch is in 
contact with the skin they initiate chemical or physiological changes 
within the skin, so that when it is applied the second time 6 to 10 days 
later definite skin irritation results. Chemicals arc extremely variable in 
their ability to cause such sensitization; for example, almost everyone can 
become sensitized quite easily to tlie irritant in poison ivy; however, ex¬ 
tremely few people become sensitized to neoprene rubber or cellophane. 
Some chemicals are so simple or their characteristics are sucli that it is im¬ 
possible for them to cause sensitization. 

In the interpretation of the results of these patch tests, great importance 
is attached to the proposed end use of tlic particular product. For example, 
if a flameproof fabric is to be used in tents, it is obviously of little conse¬ 
quence whether it produces a small amount of irritation in human sul)jocts 
when applied closely to their skin for 2 clays. Such a coiilingc'ncy is un¬ 
likely to arise under field conditions. It is therefore po^'-ihlc to apprtwo 
for tentage a relatively irritating flameproof fabric. On the other hand, if 
it is desired to use a flameproof fabric in clothing, nnich more rigid stand¬ 
ards apply. If it is anticipated (hat the clolliing will come in inlimafo con¬ 
tact with the skin of the nock or the body, it is desirable (o scdcct a ma¬ 
terial which gives no more than one roaclioii, and preferably a mild <mo, 
in 200 subjects. This may not always be possible because such clothing 
must be used in certain situations regardless of whetlicr it is somewlinl, 
irritating to the skin. It is obviously belter to liave a soldier with an irri¬ 
tated skin than one who has been badly burned. Those decisions on toxic¬ 
ity require maximum cooi)cralion between Ihc Icclinical ]H'rsonncl con¬ 
cerned with development of the project and the medical authority making 
the decision. The latter mu.st present the situation to the agency nxpiesting 
the test, point out the desirability of using non-irritating chemicals and 
indicate which of the available samples of flameproof fabric.s tested arc 
the least irritating. 

The greatest single problem in carrying out prophetic patch toets has 
been that of obtaining an adequate number of tost subjects and retaining 
them for the 2 series required. Because the tests involve a certain amount 
of inconvenience, many subjects fail to return for the second series. Since 
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the latter determines the probability of sensitization by the material in 
question, it is even more important than the first series. It is therefore 
liighly desirable if results are to have optimum statistical significance to 
keep 200 volunteers throughout the test. Unfortunately this goal has only 
rarely been achieved, and results, although suflieient for a conclusion, have 
often not permitted unqualified approval of materials. It is believed that 
agencies requiring evaluation of materials by a patch test should consider 
siqiplying volunteers, since such agencies are often in a better position to 
arouse enthusiasm for the project than any other organization. 

Field Test, An additional procedure for testing the finished fabric is 
the field test. This has not been used very widely to evaluate possible 
toxicity of flameproof fabrics. During wartime the method was limited in 
its usefulness because it was too time-consuming and the required pro¬ 
fessional and technical personnel wore not available to carry out tests 
and record results in the detailed manner necessary for sound scientific 
conclusions. At present with neither time nor personnel at a premium this 
method, reali.stically carried out, should bo used to augment the prophetic 
patcii test and other means of evaluating toxicity of flameproof fabrics. 
AVcIl-cniiducted tests with records kept by observers trained to recognize 
toxic skin reactions would go far to establish a better correlation between 
the results of i)atch tests of fabrics and the effect of their actual use. 

In summary, toxicity tests of flameproof fabrics require consideration 
of basic chemicals, manufacturing processes and finished fabrics. Since 
data have usually been available about basic chemicals and manufactur¬ 
ing processes, I ho greatest amount of new work has been dune in testing 
toxicily of fini.shed fabrics. The possible skin-irritating properties of such 
faliries have iicen of chief concern to the Army, and these have been 
ovalualcd in many ca.sos by using tiic prophetic jiatch test. In the future, 
evaluation of toxicity of flameproof fabrics by accurate field test should 
supplement other methods. 


13, Related Tests 
R. D, Wells 

a. Water Repellency 

Thniigh the term "water rcpollcncy’' is often misused, in the technical 
sense it relates solely to the hvdro])iiol)ic nature of a material or surface 
as distinct from the more general property of "water resistance.” The latter 
is a total effect dependent on both the repellent or non-wetting nature of 
tlio material and the impedance or blocking of flow of water by the ma¬ 
terial mass itself. The relationship of the several contributing factors in¬ 
volved in the complex system of fibers and yarns of a textile fabric is 
beyond the scope of this chapter. Plowever, the common tests for water- 
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resistant fabrics are divided into simple categories in accordance with the 
two major factors mentioned above though the distinction may not be of 
an absolute nature. 

Of the repellency tests, the "spray” tesb'*^’'“ has had the longest usage 
and still serves a useful control function in the finishing of any one 
material. A rating of repellency is assigned according to the amount of 
water observed to adhere to the fabric after a certain quantity of water is 
sprayed on it under standard conditions. The sample is mounted flat across 
a six-inch hoop and clamped on by a slighlly larger hoop, then mounted at 
a 46'^ angle to the horizontal with its center six inches under the spray 
nozzle. The standard nozzle contains twenty holes 0.035 inch in diam¬ 
eter, connected to a conical funnel. For the test, 250 ml. of water aro 
poured quickly into the funnel and allowed to spray on the sample. Tiic 
surface water droplets are then shaken oil by tapping the sample, still 
mounted, once in each direction against a solid object. The amount and 
distribution of water adhering to the sample are compared visually with a 
graduated series of standard pictures and assigned a rating of 0, 50,60, 70, 
80,90, or 100 according to the designated rating of the picture most nearly 
matching the appearance of the sample. The 100 rating is the higlicht, 
indicating no visible adhesion of water, A modification of this method in 
which the adhering water is weighed is included in A.S.T.M. standards 

The dynamic absorption test^"* has become recognized ns a better evalu¬ 
ation of hydrophobic finishes than the spray tost. A set of five wciglied 
8 by 8 inch samples is placed in 2 liters of water in a G-liter hexagonal 
tumble jar, which is then rotated about a transverse axi.s at 55 R.P.M. At 
the end of a designated time interval the samples arc remov(’(l and put 
individually through a standard wringer, once alone and oneo l)etween 
dry blotters. The water absorption is then dotermined by weighing (ho 
wet samples and comparing with the dry weight. This tost may bo modi¬ 
fied to attain an absorption rate by removing the samjdos at h(at('d inter¬ 
vals until equilibrium is attained. It has an advantage in (hat it may be 
used for comparative purposes where the fabric samples are not of identi¬ 
cal physical construction, though sonic reservations should be made wliero 
widely clifTcrcnt falirics are compared. It is a measure of the enioienoy 
with which the finish reduces the natural absorbency of the fabric, and is 
dependent both on the inherent properties of the finishing compound and 
the degree and uniformity of the application. It has further validity as a 

'‘^Textiles; Gcnornl SpedficntionB, Test Mrlhods—Fed. St’d, Slock CnlalnR, Sect. 
Ill, par. 6a(l)-CCC-T~191a, 

^*A.A,T.C,C, Tentative Method—Standard A.A.T.C.C, Tost Methods, 10'13 Year¬ 
book, p. 238. 

“A.S.T.M. Designation; D 683-40T; A.S.T.M, Standards on Textile Materials 
(1044), p. 106. 

Textiles; General Specifications, Teat Methods—Fed. St’cl. Stock Catalog, Soot. 
Ill, Par. 6b(l)-CCC-T-101a. 
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test of value of the finish in that the motion of the sample in the immer¬ 
sion bath breaks down the false resistance to initial wotting caused by 
entrapped air, which in some other tests gives misleading evaluations. 

Tlic water-resistance tests in which the total effect of fabric and finish is 
measured arc of two general types: hydrostatic pressure and simulated 
rainfall. Federal Specifications and A.A.T.C.C.’'® and A.S.T.M.*’’ stand¬ 
ards outline the conventional hydrostatic pressure test in which the height 
of the steadily increasing column of water imposed on the sample is re¬ 
corded when the water penetrates the fabric. The sample is clamped over 
a standard orifice, and the hydrostatic load applied by raising a con¬ 
nected reservoir with mechanical drive, or by a constant feed device, so 
that the level is increased at a rate of 1 cm. per second. The height of the 
column is then recorded at the time that the third drop of water appears at 
different places through the sample. This type of test has been widely used 
for many years though its applicability for many materials, particularly 
clothing fabrics, is subject to question. A percolation test**® uses a similar 
apparatus except that the hydrostatic head is maintained at a designated 
level and the amount of leakage measured. Both tests are sensitive to the 
manner in which the hydrostatic load is applied, and to changes occurring 
within the fabric as the fibers swell in wetting out. For coated fabrics and 
other sujiposcdly continuous films, however, those limitations do not 
apply. Such tests may also be the best adapted for evaluating the fabric 
without regard to hydrojiliobic finish provided that the hydrophobic forces 
are overcome either by a shock load or protracted time. 

For clothing fabrics in particular the simulated rainfall tests arc finding 
increasing favor, AA^ith the exception of the apparatus described in the 
Federal Specification,'*® and the Bundesmann apparatus used in European 
laboratories, the various rainfall devices have not reached a state of 
official standardisation. As would be expected, however, being nearer to 
the natural conditions of usage, correlation with service tests has been 
more nearly approached. The main limitations to date arc in providing 
the same dynamic forces in the drop impact as occur in nature without go¬ 
ing to the ajiproximatcly 20-foot free fall required to reach terminal 
velocity, and in jircscnting the sample to the .shower in a realistic fashion 
as to shape, backing, and motion. It has been possible for the Army to 

■‘“Textil&s; Gonmil SpecIfictUions, Trst Methods—Fed, St’d Stock Catalog, Sect. 
IV, Pur, 6c(l)—CCC-T-l9Ia. 

^“A.A.T.CC. Tentative Method—Standard A.A.T.CC. Test Methods, 1943 Year¬ 
book, p. 232. 

^7A.S,T.M. Designation: D 683-^iOT; A.S.T.M. Standards on Textile Materials 
(1944), p. 104. 

Textiles; General Specifications, Test Methods—Fed. St’d. Stock Catalog, Sect. 
Ill, Par. 5c(2)—CCC-T-191a. 

^"Textiles; General Specifications, Test Methods-Fed. St’d. Stock Catalog, Sect. 
Ill, Par. 6g— CCC-T-191a. 
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make use of full-scale rain rooms and outdoor rain courtSj with water 
drop size and distribution equivalent to natural rainfall in three ranges 
of intensity from 0,1 inch per hour to 3 inches i)or l)Our, In such tests for 
garment fabrics, the garments are worn by human subjects traversing the 
ram area. However, these facilities are not readily available to most 
agencies, and dependence must be placed on one or more of the more 
convenient procedures. The selection of the most api)licablc test method 
should always be based on the following considerations: (a) the conditions 
of use or service for the material in question, and (b) the imiiortanco of 
the finish, fabric, or total performance in the evaluation being made. 


b. Mildew Resistance 


Many types of tests for mildew resistance have been proposed and 
practiced by research and procuring agencies. The dilTcrcncca arc due in 
part to the facilities available within each agency and the scientifio back¬ 
ground of the personnel responsible, and in part to the typo and cx))eclc(l 
use of the materials in which the individual agencies arc most interested. 
The resulting confusion in evaluation standards has drawn the ul lent ion 
of not only the procuring services but also the National Bureau of Stand¬ 
ards, Federal Specification Board, National Defense Research Commitp'e, 
American Society for Testing Materials, and the American Association of 
Textile Chemists and Colorists, all of whom have taken an active j)art 
ill the effort to resolve those different tests and csLablisli generally recog¬ 
nized procedures. As of this date, however, the ctTort has imd. only ])ar(ial 
success, largely because of the difficulty in correlating any neceleral(‘(l 
tests with the complex phenomena cncoimlcrcd in natural exposunvs. 

A distinction is generally recognized, Lhough admittedly vague, l)(>t\v(>eu 
mildewing" and “rotting"; the former describing u visil)l(' growth of 
fungus on the material in which tendering may or may not re'^uli. and the 
latter indicating microbiological attack on the material willioul regard to 
the extent of visible “mildew," In a relatively small cla^^s tif material such 
as camouflage garalshings, “mildew" n.s described above is tlu- predomi- 
nating consideration because of the cfTcct on the color of the imittM'ial 
Rith most materials, however, the prevention of “rotting" is the aim of 
le fungicidal treatment and the tests are meant to measure (lie efllciencv 

of tins protection even though they arc called in common usage “mildew- 
resistance tests." 


Pure Culture Tests. These tests arc those in whieli (he sample is 
moculated with the spores of a specific fungus organism, placed in a warm 
cubation chamber under high humidity conditions for a stated length 
0 time, and evaluated either by visual evidence of fungus growth on the 
sample or the extent of damage in terms of breaking strongUi. The many 
variations he m the ehoioo of tost organism from the Immlrccir Xieh 
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might be suggested, in the condition of the organism at the time of inocu¬ 
lation (spores only, or spores and flourishing hyphae), the mineral and 
organic nutrients supplied in the test, and the temperature and moisture 
conditions. An example of this typo, which has probably had the longest 
and most general usage is the “Chactomium globosum” test.®” (Methods 
similar to this have been listed as tentative standards by A.S.T.M.®^ and 
soon will be listed by A.A.T.C.C.) Though in practice a visual examina¬ 
tion of. the incubated sample has often been used for the sake of conven¬ 
ience, the interpretation is in terms of rot resistance as Chaetomium 
globosum is known to be an active cellulose destroyer. An example where 
a superficial fungus (not an active cellulose destroyer) is used is the "As¬ 
pergillus niger” lest for camouflage materials.®^ 

Pure culture tests have the theoretical advantage of reproducibility, 
but arc often criticized as being unrealistic duo to the arbitrary choice of 
organism and conditions. A group of tests using cither known or unknown 
multiple inoculum have been proposed as compromises between more 
natural conditions and reproducibility. An example of this type, in which 
part of the inoculum is derived from the soil, is the enriched soil suspen¬ 
sion test.®* It has been possible to obtain consistent results with this type 
of test within an individual laboratory, but correlation between labora¬ 
tories has not been of a high order. 

Soil Burial Test. This lest, generally considered the most severe of 
tlio accclcraled Icsts, is a direct contrast to the jnirc culture techniques. 
Samples arc imbedded for a stated length of time in a warm soil rich in 
hiinuis, and tlic loss in strength then measured. The inoculum here is a 
complex mixture of fungi and bacteria in all stages of development to- 
gcdicr with naliiral nutrients and probably enzymes produced in the 
microbiological action on otlior organic in.aterial in the soil bed Stand- 
ardiziilion is somewhat diflicult because of ditTcrences in activity between 
soils from dilTorent sources or williin any one soil bed from time to (inic, 
nml i(s inlorpretation is further complicated by clicmical or absorptive ac¬ 
tivity of soil coinjioncnls on fungicides or other finii'hing agcnls. The 
simplicity of procedure, however, recommends it in tliat it can be con¬ 
ducted without trained scientific personnel; while its severity is such that 
most materials and treatments which pass it will pass most other acceler¬ 
ated "rotting" tests currently used. On this latter point is based the 
common criticism tiiat, by reliance on the soil burial test alone, some ina- 

'■'‘’Tcxtilcfl; Ocncrnl fipccilicalions, Test Methods—Fed. St’d. Stock Catalog, Sect. 
Vllt, I^ir. Ib-CCC-T-IOla. 

•■’’A.S.T.M Designation D 68't-42T; A STM Standards on Textile Mateiials 
(IO'M), p. 100, 

®"U. S. Army Specification No. 39-13, 

Textiles; General Specifications, Test Methods—Fed. St’d. Stock Catalog, Sect. 
VIII, Par. 3—CCOT-191a 
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terials may be excluded which might bo reasonably cfiicicnt under normal 
conditions of use. Tlic procedure given in Federal Specification CCC-T~ 
191a,“ is generally recognized, and is in general agreement with that given 
in A.S.T.M. standards.®® 

As in most technical fields, accelerated tests must be used with discre¬ 
tion. It is common practice to use a variety of railclew-resislance tests in 
evaluation of proposed materials or protective finishes, and select those 
which have given good performance in all tests. It is desirable whenever 
possible to conduct actual exposure tests of the material in the most ex¬ 
treme climate (with regard to mildew conditions) and under the most 
severe conditions of service or storage which the material in question 
would be expected to undergo. If n certain treatment has been adopted on 
this basis, it is then customary to check subsequent production of this 
treatment by a single test which is selected for convenience and its ability 
to detect faulty production of the supposedly standardized finish. 

Textiles; Genernl Specifications, Test Methods—Fed. St’d, Stock Catalog, Rocl. 
Ill, Par. 4-CCC-T-191a. 

®®A.S.T.M. Designation; D 08(I-^12T; A.S.T.M. Standards on Textile Materials 
(1944), p. 102. 








Chapter V 

General Flameproofing Processes for the Treat¬ 
ment of Cotton Fabrics 

In addition to tho evalimtion procedures presented in the preceding 
chapter, those persons wiio are actively engaged in the development or 
a])plication of flame])roofing processes are, by necessity, also concerned 
with the nature of contemporary processes and the methods of industrial 
a])plication. For tlie benefit of those readers, this chapter has been or¬ 
ganized to jjrcsent the chemical nature of the more common flameproofing 
])rocesses, a discussion of the mechanisms by which they function, an ex¬ 
amination of tlic laboratory experimentation upon which those mechan¬ 
isms arc based, and, finally, a practical description of the industrial 
practices employed in tlicir commercial exploitation Obviously, each dif¬ 
ferent flameproofing ju’occss cannot be considered individually. Thus, the 
nvfiilahle treatments have been grouped according to the general type 
of flameproofing agent and the method of impregnation, further separating 
the temporary water-soluble treatments from those of a more durable 
nature Since (ho water-soluble salts have, until recently, predommatod 
the field of flanicproofing, it is fitting that tliis group be considered first. 

A. TEMPORARY TREATI\1ENTS 
Jiobert ir. Lillie 
1. Nature op Retardants 

Tiio majority of the interest in flameproofing agents in the past has 
been concentrated upon tlie water-soluble retardants. Furthermore, per¬ 
haps duo to the fact that inflammability is commonly considered a charac¬ 
teristic of organic materials, the investigations have, with few exceptions, 
been concerned with soluble inorganic salts, The protection afforded by 
liicsG retardants has been classified as "temporary” since the mildest 
water leaching or even profuse perspiration in clothing completely de¬ 
stroys the efficacy of the treatment. In some cases the retardancy is 
seriously impaired by long-term exposure to elevated temperatures or 
high humidity. For this reason, these “temporary” treatments are ap- 
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plied with the idea of periodic reprocessing in order to maintain the de¬ 
sired properties of flame and glow resistance. The flamcproofing agents to 
be considered in this section are water-soluble inorganic salts which arc 
generally applied to the fabric by simple immersion in aqueous’solutions. 

In considering the innumerable water-soluble, inorganic compounds as 
potential flameproofing agents it should be borne in mind that any non¬ 
flammable material will exert an inhibiting action upon tlic flaming and 
glowing characteristic of a fabric if added in siifiicicntly great quantities. 
The characterization of a substance as a flame or glow retardant should 
be based upon Its efficient performance by way of one of the mechanisms 
of Chapter III, rather than upon the inhibiting effect caused by the more 
dilution of combustible material with large amounts of an incombustible 
compound or mixture, 

A brief examination of the literature on the subject of fiameproofing will’ 
indicate that practically all the common inorganic salts have been in¬ 
vestigated as possible flameproofing agents for ccilulosic materials. No 
attempt will be made hero to present or discuss this group of compounds 
in its entirety. For a comprehensive survey of the salts and mixtures 
which have been considered, the reader is referred to two of the better 
bibliographies on the subject of flamcprooflng.'^'* These articles contain 
nearly 700 references on the subject including over 400 patents. An at¬ 
tempt will be made in the following sections to point out the general types 
of compounds to be considered and the groups into which they miglit be 
classified on the basis of their mode of action. 

Tlie efficiency of a compound or mixture as a flameproofing agent will 
be dependent upon its ability to imjiart to the fabric a high degree of 
resistance to both aftcrflaming and afterglow. As has been pointed out in 
previous chapters, these two characteristics arc quite difTerenl and more 
or less unrelated phenomena which take place by entirely diffcM'ent nioelia- 
nisms. For this reason many of the better fiameproofing agents from the 
standpoint of ])i'cvention of aftcrflaming fail to imparl any appreciable 
degree of glow resistance to the fabric. Similarly, boric acid, which is one 
of the better water-soluble glowproofing agents, possesses very little abil¬ 
ity to prevent the aftcrflaming of fabric. Indeed, tborc arc very few avail¬ 
able inorganic compounds which arc ai)le to produce effective resistance 
to both aftcrflaming and afterglow. Outstanding examples of this select 
group arc the ammonium salts of phosphoric acid. 

^ “Fircpi’oofing of Fabrics,” RaniRbottom, J. K., nn<l SnoacI, A. W., Second Ilopt, 
of Ihc Fabrics Coordmaling Rcscarcli Commiltce, Dopt. of Scientific and Industrial 
Research (Groat Britain), (1030), 

“Bibliography on Fiameproofing ” Akin, E W,, Spencer, L. 11., and Macormac, 
A. R., Am. DycsliiJJ Repir., 29, 418, 446 (1040), 
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a. Flame Retardants 

The salts which function in the prevention of afterflaming may be 
divided into three general groups on the basis of the mechanisms by which 
they function. These mechanisms have been discussed fully in Chapter III 
where it was pointed out that some of the accepted theories of flaraeproof- 
ing rest on a more or less sound foundation of experimental data while 
others are based more on speculation and do not serve to explain ade¬ 
quately the action of flameprooling mixtures. In several eases the physical 
and chemical properties of the compound make it equally applicable to 
more than one mode of action. It is highly probable that in the majority of 
cases a flame retardant is effective due to its functioning by more than 
one mechanism. 

Group I. The retardants in this group consist of salts or mixtures 
which, when heated, melt at relatively low temperatures and subsequently 
resolidify in the form of a solid foam produced by the evolution of decom¬ 
position products. These materials are effective due to the formation of 
this foam which is stable to heat and serves sls a barrier between the 
fabric and the flame. The retardants arc generally either liiglily hydrated 
salts possessing low melting points or mixtures of a low-melting compound 
with a highly hydrated salt. In some cases the hydrate may be replaced 
by a carbonate or similar salt which decomposes with the evolution of 
non-flammable gases. Typical examples of this group of retardants are 
the following: 

Ilonix [Najn^OT • lOIIjO] 

Aliiinniurn Hiilfato lAlj(SOd> ' ISIIjO] 

Honu : Hone Acid (7 3) [Nailh 07 • lOlIaO ; 11,BO,] 

Borax : JJoru! Arid : Diainmoniuin Phofiphato (7.3. .^) 

[^a2B^O, • lOITjO • II,BO, : (KH4)2rTP04] 

Borax ; Diaminonium Piiosiiliato (1.1) [NaJhO; ■ lOIIjO : (NnOjITPOd 
iSodiimi Pliospliair Boi'ir Arid (1 1) [Xii,P 04 • 121120 ; 11,110,] 

Hoiic! And : DuLmmoimini Phosphate) (I 1) III,BO, (Nlh)sIlPOd 

There arc many more inorganic compounds and their mixtures vhicli 
could bo included in this group and the efficiencies of the retardants range 
from the most highly efficient of the water-soluble type to those which can 
hardly be classed as flame retardants. Of those listed aliovc, the fir.st two 
comiiounds, borax and aluminum sulfate, are much less effective than any 
of the mixtures which follow. Some mixtures which produce voluminous 
foams, when tested by heating the powdered mixture to 500° C , arc 
found to be non-effective as flame retardants when applied to fabrics. 
Typical examples would be: 

Sodium Carbonate : Boric Acid (1: 2) [NosCO, • lOHjO : HjBO,] 

Stannio Chloride ; Boric Acid (1 :1) (SnCU * 6HjO ; HjBOg] 


FLAMEPROOFINQ PROCESSES 


170 

In the first ease the material remaining on the fabric after impregnation 
and drying is essentially sodium tetraborate. This is in agreement with 
the flame test data which indicate this mixture to be approximately equal 
to borax in its resistance to aftcrflaming. 

In the second ease it was found that the foam did not form until the 
mixture had been heated for some time at 400-600® C. It appeared, there¬ 
fore, that the fabric had been consumed by flame before foam formation 
ocoiirred. 

The efficiency of a retardant of this group, then, will depend upon the 
extent to which the mixture satisfies the following requirements: 

1. One component, at least, must decompose at a relatively low tem¬ 
perature (80-200® C.) with the evolution of large amounts of gaseous 
products (HsO, COg, NII^, SOg, etc.). 

2. The other component must melt at a low temperature near that at 
which gas evolution begins. The mixture should form a uniform melt which 
solidifies as decomposition progresses. 

3. The foam formed as the evolved gases blow up the solidifying melt 
must be formed at a low temperature, without long heating and be stable 
at temperatures as high as 600® C. 

These flame retardants of Group I are generally the most offieient of all 
the water-soluble type in the prevention of aftcrflaming. At add-ons of 
only 10 to 12 per cent these mixtures prevent any aftcrflaming and also 
reduce greatly the damage which the fabric .sufTcrs wiiilo in contact with 
the igniting flame. 

Group II. The flame retardants of this second group consist of inor¬ 
ganic acids, acid salts or salts capable of liberating acids on healing. In 
general these flamcprooflng agents arc Ic.ss effective tlian tliosc of Group I 
in the prevention of aftcrflaming but have the ndvantiige of being quite 
effective in the inhibition of afterglow. The following arc representative 
of this type of retardant: 

Orthophosphoric Acid UbPOfl 
Monoammonium Orthophogpliato [NITJIjPOi] 

Diammonium Ortlioplioaphato [(NTIOallPO^) 

Monosodium Orthophosphate [NftIIjPO< ■ IliOI 
Sulfamic Acid [Nila—SOa—Oil] 

Ammonium Sulfamato [NITa—SOa—0—NH*] 

Ammonium Suifntc ((NllfiaSOd 
Ammonium Molybdate [(NIIOaMoOfl 
Zinc Chloi'ido [ZnCla] 

Antimony Oxychlorido [SbOCl] 

Aluminum Sulfato i Monoammonium Phospliato [AlafSOAs ‘ ISIIaO : NIIJTaPOi] 
Ammonium Sulfamato : Diainmonium Phospliato [Nila—SOa—O—NID : (Nn,)anP 04 ] 

The efficiency of these compounds and mixtures in the prevention of 
afterflaming appears to be dependent upon the ability of the retardant to 
furnish a free acid group at the time of incipient flaming, The function of 




A. TEMPORARY TREATMENTS 


171 

this free acid in the prevention of afterflaraing has been previously dis¬ 
cussed in Chaj)ler III. That this is the primary requirement of this group 
of retardants is illustrated by the relative efficiencies of orthophosphoric 
acid and its sodium salts. When the acid anhydride is balanced by an 
equivalent amount of alkali oxide in the combustion residue, the salt does 
not possess flame-retardant properties. Bearing in mind the formation of 
the pyrophosj^hatc at approximately 200" C., the reactions on heating 
could be represented as follows; 


A . 2 (No^PO^ •IZNgp) ■ ^ 3NQjp-fiO^ (3U) IZ HgO 


Na-O^ 

No-O^P—0 


No change 


B. 2(Noj,HPqf'IZHzO)-^-^ZNa^O‘f^O^ (ZM) /5^0 


Na-Q. 


Na^O 

Na-^P=0 -A 


H-6 


/ 


Mi-0 

Mi-Os 

Mi-0' 




* NzO 


:p=o 


C. 2(NqH^PO^'HzO)' 


Na-O 

H-O^P^O 

hV 


■ Nogp-P^Off (Pf) ^ ZHzG 
H-0 


Na-O 

Na~0 

H~0 


'^PssO 

y'\ 


fPzO 




D. ZH^PO^ 


H~0 


\ A 
H-0-p=0-^ 


H-0 


/ 


(Oil) + 3 HzP 

H-O^ 

^ps=o 


I 

O 

//“On. 1 


NzO- 


A I 


Eqiialiom for chemical reactions; heaLinq of sodiim phosphates. 

The requirement of the presence of the free acid groups in order to 
function in the prevention of after flaming is illustrated by the flame test 
data presented in Table 1, 
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Table 1. Relative Plame Rctardanoy of Ortho]Dliogj)horio Acid and Its Rodiuin Sallti 
(45°-Mioi’obui'nor Flame Test) 


Compound 

Add-On 

% 

Arterrtnniing 

SCO, 

Clinr Aron 
in* 

Na3P04' I 2 H 2 O 

77.B 

3 ‘ 

C.C.* 

Na«HPOi • I 2 II 2 O 

57.4 

00 

o.c. 

NaHjPO< • II 2 O 

10,0 

1 

2,4 

H3P04 

14,8 

0 

2,B 


♦C.C.—Completely consumed by aftcrflnming and afterglow, 


Trisocliiim orthophosphato docs exhibit a sliglit flame rctardaiKiy but 
it is of low order and probably attributable to another incclianism Hueli iia 
that of the compounds of Group I, The disodium salt shows a slightly 
more efficient action in slowing the burning rate but still eoukl not ho 
classified as an effective flame retardant. The monosodium salt and the 
acid itself are fairly efficient flame retardants as shown by the re.siilLs ob¬ 
tained at the relatively low add-ons indicated. 

The requirements for the members of this group will be clearer if llio 
reader will refer briefly to the discussion of the dehydration eiUHlysis 
mechanism of flame retardancy as discussed in Chapter TIL 

Group III. The third general group into wiiicli tlic soluhlcj, inoi'gnnio 
flame retarclapts may be subdivided consists of those coiujxjiinds Avlhch 
decompose or sublime on heating, evolving large amounts of non-inllam- 
mable gases or vapors. The members of this group in gi'ntu'al eoiusint of 
carbonates, chlorides, ammonium salts and highly iiydniLed HdlU. As 
pointed out in the fundamental discussions of Clmj)tt‘r III, (his niorhit- 
nism of flameproofing by the generation of a non-inflaniinulile ulinosjihcre 
is not as credible nor as well substantiated as the other (wo am I hence 
many of the compounds in this group have been, or might, he, assigned to 
one of the other two groups. The following will servo as examples; 


Hydrated Sodium Carbonate [NujCOs • lOIIaO] 
Ammonium Clilorido [NIhClj 
Ammonium Bromide iNIIiBrJ 
Ammonium Iodide [Nn 4 t] 

Ammonium Sulfate [(NliPiSOd 
Ammonium Sulfamatc [NII,0—SOj—NIIj] 
Sodium Tungstate (Na 2 W 04 • ailjOj 
Tnsodium Orthophosphato [NajPO^ - 12ThO] 
Calcium Chloride [CaClj • OITjO] 


There are a few members of this group of compounds which, aa yet 
cannot readily be assigned to either of the other mechanisms. Tlic out¬ 
standing examples are the ammonium halides. They exiiibit no foaming 
tendencies on heating alone and also very little dccoinj^osition to the cor¬ 
responding halogen acids. It may be that they will fall into Groin) IT when 
rnore is known about the course of their thermal degradation reactions in 
the presence of cellulose and its decomposition products. Extonsivo clisso- 
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ciation into ammonia and the halogen acid has been reported in the neigh¬ 
borhood of 350“ C. but thus far the flame-retardant properties seem to be 
related more to the ease of sublimation and the amounts of sublimate 
formed. 

It is possible that in many cases the flame-retardant action of a com¬ 
pound is enhanced by this formation of a non-inflammable atmosphere or 
dilution of inflammable gaseous products. This would seeiUj however, to 
be a secondary rather than a primary cause of flame retardancy. 


b. Glow Retardants 

The water-soluble compounds which are effective in the prevention or 
inliibition of afterglow are limited almost entirely to bone and phosphoric 
acids and their acid salts. As was similarly pointed out in the discussion 
of flame retardancy, many compounds exhibit anti-glow tendencies but 
only at excessively liigh add-ons. This could be attributed to the great 
amounts of added material .merely preventing oxygen from coming in 
contact with the carbonaceous char. Discussion of the mechanisms of after¬ 
glow in an earlier chapter have pointed out that true glow retardants are 
cfTcctivc at exceedingly low add-ons and apparently function by catalyti- 
cally influencing the oxidation of carbon. 

The compounds of boric and phosphoric acids are effective in the pre¬ 
vention of afterglow only when the salt will decompose at flame tempera- 
tiires or below to yield a free acid group. In cases whore the acid anhydride 
is balanced by an equivalent amount of alkali or alkaline earth oxide the 
salt docs not f>o^.sGt‘S glow-resistant properties. A convenient example of 
this effect is ortlioplio.sphoric acid and its sodium salts. The reactions oc¬ 
curring on heating these compounds were discussed in the preceding sec¬ 
tion under the flame retnrclants of Group TI. Employing similar data for 
illustrative jnirposos, the requirement oi the free acid groups in order to 
function in the prevention of afterglow is clearly shown by the following 
flame test data. 

Tfiblc 2. Rclutivo Glow Retardancy of Orthophosplioric Acid and Its Sodium Salts 
(‘15‘’-Microburnei Flame Test) 


Compoiind 

Add-Oti 

% 

Afterglow 

^cc. 

Clior Area 
111 > 

Na3P04 ■ 12 H 2 O 

77 5 

400 

cc.* 

Na2l-IP04 • 121120 

57.4 

70 

cc. 

NaH2P04 • IlaO 

16.9 

0 

24 

n3P04 

14.8 

0 

25 


* C C.~Completely consumed by afterflaming and aftciglow. 

Similar data could be presented for boric acid and its sodium salts in 
which case borax not only does not exhibit any glow-resistant properties 
but instead seems to actually enhance the afterglow of untreated fabric. 
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Of the two principal glow retardants available the acid phosphates arc 
somewhat superior to boric acid. In combination with borax in an optimum 
mixture, boric acid is unable to prevent afterglow. Similar mixtures of 
borax and diammoniiim phosphate, on the other hand, render the fabric 
completely glow resistant as well as flame resistant, 

2. Methods op Commeucial Application 

Water-soluble flameproofing agents may bo applied to fabrics by means 
of several different techniques. In any case the objective is to obtain an 
add-on which will be suflicient to render the material flame and glow re¬ 
sistant and to distribute the retardant uniformly throughout the fabric. 
One factor which must bo considered regardless of the impregnation tech¬ 
nique used is the thermo-labile nature of the majority of flameproofmg 
agents. For this reason care must be taken in drying, mangling or ironing 
the treated goods. Many of the more common retardant mixtures of the 
water-soluble type will hydrolyze or decompose at temperatures below or 
near the standard ironing temperatures of 136-149° C. The mixtures of 
borax and boric acid lose hydrated water at 127-134° C. and hence jiro- 
longed exposure to ironing temperatures will impair the effectiveness of 
the resultant treatment. Ammonium sulfaraatc and its mixtures with other 
compounds decompose in the neighborhood of 134-147° C., depending 
upon the mixture, and release inorganic acid residues which will reduce 
the strength of the treated fabric. The ammonium phosjihatcs arc not as 
serious offenders with respect to tendering but will lose ammonia, jmrticu- 
larly in the presence of large amounts of water, with the resulting forma¬ 
tion of acidic residues and tendering of the fabric. In oi’tlcr to avoid undue 
loss of either flameproofness or fabric strength, the mildest of drying and 
ironing conditions must be employed. This may be accomplished by allow¬ 
ing the treated fabric to become fairly dry before ironing or mangling. 
High temperatures may be employed in pressing provided the water can 
be removed quickly and the fabric does not remain in contact with the 
iron or mangle long enough to reach the decomposition temperatures. In 
commercial practice, where dry tumblers are used, the tumblcns can bo 
operated at medium temperatures and reduce the risk of loss of strength 
or retardancy. 

The four common methods of applying water-soluble retardants arc by 
immersion, spraying, brushing or impregnation in a commercial washer. 
Because of the great variation in the chemical and physical properties of 
different flameproofing agents the details of any impregnation technique 
will vary from one case to another. For this reason no specific method can 
be outlined which will be applicable to all retardants. An attempt will bo 
made, however, to discuss in the following pages the general methods of 
treatment. The application of these methods for a specific case will depend 






A. TBMPOJlABy TJ^FATMFNr^ 176 

Upon the solubility, minimum effective add-on, and similar properties 
peculiar to the flaraeproofing agent being considered. 

a. Immersion 

The dipping of fabrics or garments into a volume of retardant solution 
followed by hand or roll wringing is the simplest method of application 
and is adaptable for treating small batches of material in the home. It has 
one advantage in that it tends to produce a more uniform distribution 
than can readily be accomplished by means of spraying or brushing. A 
convenient method of home impregnation is to incorporate the proper 
amount of flameproofing agent into the final rinse of the laundering pro¬ 
cedure. In the case of many of the common commercial preparations this 
would be approximately one pound of retardant per gallon of water. The 
final dry add-on required in most eases ranges from 10 to 15%. If the 
fabrics dipped into the retardant rinse are very wet, the concentration of 
the solution will have to be greater than given above. 

The adaptation of hand dipping to commercial impregnation where 
large quantities of material are being treated is quite slow and costly. The 
fabrics should be dried previous to impregnation which introduces an ad¬ 
ditional drying operation into the usual laundering procedure. In addition, 
the extra handling increases the labor requirements and considerable 
retardant is lost in transferring the fabric from tank to extractor. 


b. Spraying 

In many instances it is advantageous to apply the flameproofing agent 
to a textile article without removing the article from service. This is par¬ 
ticularly true m the case of interior decoration textiles such as drapes, 
curtains and buntings. The same method is applicable for rugs and slip 
covers and could be employed for any textile product. The fabric is hung 
up and sprayed with a highly concentrated retardant solution. Any suit¬ 
able spraying equipment may be employed provided the spray is not too 
coarse. The fabric is thoroughly and evenly sprayed until it appears defi¬ 
nitely moist. In order to avoid streaking of the fabric on drying the spray 
should be as fine as possible. With heavier fabrics it is often necessary to 
apply the spray to both sides of the cloth. This method tends to produce 
uneven distribution and requires some experience to achieve a satisfac¬ 
tory treatment. In treating curtains and garments in the home a modifica¬ 
tion of this technique can be used by applying the retardant when sprin¬ 
kling the fabrics just prior to ironing. The cloth must be thoroughly mois¬ 
tened, however, and as pointed out previously, the fabric should be allowed 
to become nearly dry before ironing in order to avoid undue decomposition 
of the flameproofing agent. 
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c. Brushing 

In the event tlint n suitable spray gun is not available, a concentrated 
solution of retardant may be brushed onto the fabric. Again, care must be 
taken to moisten the fabric siilTiciently and yet achieve a uniform applica¬ 
tion in order that the treated material will not have a streaked or spotty 
appearance. 


d. Commercial Laundry Treatment 

Wliere large quantities of clothing or other piece goods arc concerned, 
the only effective and, at the same time, economical method of ai)plying 
fiame-retardant treatments is by mechanical means. The jilant best 
equipped to carry out the impregnation is the commercial laundry and 
since the fabrics generally are laundered prior to treatment, a saving in 
both time and expense is accomplished by impregnating at the time the 
fabrics are washed. This type of treatment has boon carried out commer¬ 
cially and shown to be practical. The variables which exist and the effects 
they exert upon the finished garment are presented in the following imgos. 

In an investigation of the suitability of Army mobile laundry equip¬ 
ment for the application of water-soluble flamcproofing agents to herring¬ 
bone twill coveralls, the Quartermaster Board at Camp Lee, Virginia, car¬ 
ried out a series of experiments using the standard rnolnlc laundry 
equipment to apply a water-soluble retardant to combat clothing. The 
flameproofing agent used was a commercial preparation of the sulfamate- 
phosphate type. The equipment and laundering procedures employed were 
very similar to those used in commercial laundry pi'aoticc. The washer 
was a standard 30 by 30 inch wash wheel which rotated at a sj^ced of alxnit 
30 revolutions per minute and reversed direction every 7 or 8 rotations. 
The 20-inch centrifugal extractor rotated on a vortical axis at a speed of 
approximately 1600 revolutions per minute and accommodated about 30 
pounds of clothing. Tho clothes wore dried in dry tumlilcrs of the standard 
open-end type which were 36 inches in diameter and 30 inches long. The 
laundering procedure employed was the standard mobile laundry jiroccss 
which may be briefly described as follows: 


Washing. 

Wntcr Level 


Typo ot 111 WAslior 

Lortti Solution On.) 

Approx. GO lbs. brcftlc suds (1.6 oz. soap) S 

of clothing break suds (1.6 oz. soap) 6 

per run rinse 9 

rinse 9 

rinse (3 oz, sour) 9 


Total... 

The temperature is maintained between 60® and 100® F. 


Time* of 
Oporiilion 
(min.) 


6 

3 

3 

3 


19 min. 
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Extraction. Approximately 70^ of the water is removed from the 
garments by spinning for 5 minutes. One half of the wash load, or approxi¬ 
mately 30 pounds, is extracted at one time. 

Drying. The extractor load is placed in a dry tumbler for 14 to 20 
minutes depending upon climatic conditions and the efficiency of the plant. 

Attempts were made to apply the fIamc])roofmg agent by including it 
in tile final rinse of the regular laundering process and also by adding an 
additional rinse after laundering but prior to extraction. This approach led 
to inconsistencies in the percentage iinjiregnation obtained and in some 
cases the add-on was below the minimum requirement of 11% ± 1. Con¬ 
sistent add-ons were obtained by applying the retardant in an additional 
rinse following extraction. Experimentation indicated that with insuffi¬ 
cient volume of solution in tho washer the garments wore not effectively 
impregnated oven after rotation for as long as 16 minutes, A minimum 
water level of 4 inches was found to be necessary to insure complete pene¬ 
tration of the entire load. 

No ajiprcciable saving of the flameproofing mixture was noted in dr 3 ’’ing 
tlic garments prior to treatment. Avoiding this additional chying step 
very advantageous since the added process of tumbling the clothing after 
lauiKlering and prior to immersion in the flamc-rctardant solution atldcd 
20 minutes to the operation. Furthermore, the omission is a di.slinei ad¬ 
vantage in a commercial plant where drying is one of the major problem,s. 

In tho extraction ]iroeess following tlie flameproofing treatment it is de¬ 
sired to remove the majority of the solution from the fabric leaving a wet 
])K‘kup of ai)proxiinaleIy 100%. In the experiments at Camp Lee a con- 
.stani conccn(ration of solution was used and tho wet pickup varied hy 
means of varying the time of spinning in the extractor. It was found that 
the extraction time was the piame factor in obtaining the desired dry 
add-on of 11%^ 1. The relationship between extraction time and dry 
add-on is shown graphically in Figure 1, which indicates that the add-on 
may range from 17,1 to 3 4% depending upon the duration of the extrac¬ 
tion jieriod. In this particular case, using a solution concentration of ap¬ 
proximately 109 ^', an extraction time of 10 seconds was optimum for pro¬ 
ducing a J00% wet pickup and correspondingly dry add-on of 10%. It 
is lielicvecl that in employing a similar process in a commercial laundry 
plant it would be jircfcrable to maintain a constant rate of sjiinning or 
extraction time and adjust the pickii]) by variations in solution concentra¬ 
tion. This is desirable since a slight variation in concentration in thav 
case would not be nearly as critical as a variation in the extraction time 
as indicated in Figure 1, It is true that in some instances it may be neces¬ 
sary to vary the extraction time clue to the solubility limitations of the 
particular flameproofing mixture used. 

As a desirable economy in any commercial application it would be nec¬ 
essary to reclaim the used retardant solution. It was found in the course 
of the Camp Lee experiments that satisfactory impregnation could be at- 
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tained by returning the reclaimed solution to tlie washer in eufTicicnt 
amount to give the minimum 4-inch water level. Due to the dilution 
caused by the unextracted water in the garments, it was necessary to add 
a booster of the compound occasionally. The concentration of the re¬ 
tardant solution was readily checked by moans of a hydrometer and a 
specific gravity table could be prepared for the particular compound or 
mixture used and serve in estimating the size of booster required. In the 
course of routine treatments by this type of procedure the amount of re¬ 
tardant required to renew the used solution could probably be deici'inined 
on the basis of a few preliminary runs and remain essentially the same 



Figure 1. Rein lion of rxli'ac- 
tion timo to pon'oiilago of im¬ 
pregnation. (Bast'd on 2H pounds 
of I’olardiint in a 4-incli water 
iovol.) 


for subsequent treatments, A hydrometer reading would serve as a check 
of effective solution concentration. 

Some of the available, commercially prepared, wator-.solulilo flame- 
proofing agents are quite acidic in nature and upon hydrolysis will exert 
a corrosive action upon equipment constructed of galvanized iron, eop|)er, 
brass or bronze. Whenever possible, equipment made of stamles.s sloel, 
lead, black iron, ceramic ware or wood should be used, In ilio event that 
the only equipment available is galvanized iron or one of llic other metals 
which are subject to corrosion, it is necessary to flush out the wa.sher and 
extractor after use. Washers made of galvanized iron were employed in 
the experiments described above and when properly flushed after use there 
were no signs of corrosive action on any of the laundry equipment. 

As a result of the experiments described, the following technique was 
arrived at for flameproofing jackets, trousers and coveralls of 8.5-oz her¬ 
ringbone twill. As was mentioned earlier the use of another flame rctard- 

an might necessitate a change in specific details such as the amount of 
compound used. 

1. A wash-wheel load of clothing (56 to 60 lbs.) is first laimdorocl no- 
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cording to the process previously described (2 suds and 3 rinses). Time— 
19 minutes. 

2. The laundered clothing is then extracted for 3 minutes per 30-pound 
load. Time—6 minutes. 

3. The washer is drained and capped. Time—3 minutes. 

4. 28 pounds of the flame-retardant compound is placed in the washer 
which is filled to the 4-inch level and rotated for 6 minutes. Time— 
6 minutes. 

5. The garments are placed in the washer, the water level readjusted 
to 4 inches and the washer run for 6 minutes. Time—6 minutes. 

6. The clothing is extracted for 10 seconds per 30-pound load. (Cen¬ 
trifugal Lime is taken from the instant the starter button is pushed until 
the instant the stop button is pushed. The extractor is then slowed down 
and stopped by means of the foot brake.) Time—3 minutes. 

7. With a setting of medium on the tumbler the clothing is tumbled 
until dry. Time—60 to 70 minutes. 

8. The washer is drained, tlio solution reclaimed, and the washer 
flushccl. Time—10 minutes. 

The total time of operation for this technique, including the laundering, 
amounts to from 112 to 122 minutes. It is very probable that this time 
could be reduced somewhat using a permanent installation in a commer¬ 
cial laundry. 

As an illustration of tlic possible adaptations of this type of process to 
commercial laundry practice, a flow sheet of a flaraeproofing technique 
for use with water-soluble flame retardants is presented in Figure 2. 

B. DURABLE TREATMENTS 

In recent years, the balance of interest in flameproofing treatments for 
textile matcrial.s has been centered upon those processes which disjflay a 
greater or less dcgi'cc of permanence. This has been heightened by the 
ada|)tation of flamcproofing methods to commercial finishing practices and 
by the impending restrictions of the sale of hazardously inflammable fab¬ 
rics. The three outstanding examples of durable flaineproofing processes 
arc thoroughly discussed in the following pages. The separation into tlie 
throe general types shown was based partially on the nature of the flamc¬ 
proofing components themselves and, in part, upon the specific applica¬ 
tion techniques employed in industrial processing. 

1, Urea-Phosphate Tvpe 
a. Fundamentals of Processes 
S, Cofpick and William P. Hall 
(1) Reaction Mechanisms 

From purely fundamental considerations, the mineral acids have been 
shown to be singularly effective in inhibiting the combustion of cellulose. 
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This has led to considerable experimentation in the development of prac¬ 
tical methods of adding these acid components to cellulosic materials. The 
addition of the simpler sails has already been discussed under "Tempo¬ 
rary Treatments” in Section A of this chapter. In addition to the am¬ 
monium salts we may mention here other salts of organic bases such as 
urea,®"* alkylolamines,® guanidine,® and dicyandiaraide.’^® The advantages 
of the amino or amido forms over the simple acid lie in the reduction of 
degradation through a buffering action and the ease of condensability to 
form com])lexes of lesser solubility. 

Since the protection afforded by this type of treatment is primarily 
temporary in nature, attempts have been made to increase the permanence 
either by binding the acid or nitrogen-salt radical indirectly to the cellu¬ 
lose via resin condensation or by direct chemical combination with 
the cellulose itself. The acidic constituents in the former case may be 
sulfates, borates, or phosphates, while in the latter ease the sulfates and 
phosphates are usually employed. From practical considerations the phos¬ 
phates have been shown to be most effective in promoting the desirable 
flame and glow resistance in the treated fabric. 

The heating of cellulose in the presence of an acidic substance together 
with a hydrogen acceptor and a swelling medium is well known to favor 
esterification and the existence of cellulose phosphate has been reiiortcd 
quite frequently in the recent literature.**'*®'*®'*^'*®'*® In general tlio re¬ 
actions involved in the formation of the phosphate ester are impractical 
for flameproofing considerations due to the excessive degrading influence 
exerted on the fabric and the difficulty in adapting the solutions and meth¬ 
ods used to commercial processes. 

Recently, however, processes have been developed in which formation 
of the cellulose ester or nitrogen salt may be accomplished \mder condi¬ 
tions which are commercially practical and which do not excessively im¬ 
pair or destroy the fibrous properties of the cellulose. 

Essentially, these processes involve treating the fiber at elevated tem¬ 
peratures with a mixture of an acid with a nitrogen compound. Under 

8 Boiler, E R,, U S. Pat. 2,097,509 (Nov. 2, 1937), 

^Cuppery. M, E, U. S Pat. 2,212,152 (Aug 20, 1940). 

“Whitehead, W, U. S, Pat, 2,032,805 (Mar, 3, 1936). 

“Rosser, C. M, U S Pat. 2,305,035 (Dec 15, 1942). 

^Tiiggs, British Pat. 476,043 (Oct. 31, 1936). 

8 British Pat. 486,766 (June 7, 1938). 

8Groebe, F, U. S. Pat. 2,089,697 (Aug. 10, 1937). 

^8Thomas and Houston, British Pat. 446,379 (Apr. 29, 1936), 

“ Dreyfuss, C, U. S Pat. 1,837,150 (Dec 15, 1931) 

Champetier, G., Com'pt, Rend., 196, 930 (1933); Ann. Chtm., 10, 20, 5 (1933). 

18 Tanner, W. L., U. S. Pat. 1,896.725 (Feb 7, 1933), 

“Hagedoin, M., and Guehring, E., U. S. Pat 1,848,524 (Mar. 8, 1932). 

i®I. G Farbenindustrie Akt.-Ges., German Pat. 547,812 (June 2, 1930). 

181, G, Farbenindustrie Akt.-Ges., German Pat, 556,590 (June 4, 1930). 
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these conditions n combination takes place between the throe constituents 
and a complex cellulose ester is formed. This imparts durable flame- 
resistant properties to the cellulose, The most^ convenient means for car¬ 
rying out this reaction is first to immerse the fabric in an aqueous solution 
containing the acid and tiic organic base. After drying, the material is 
cured at elevated temperatures where the esterification proceeds and fi¬ 
nally the fabric is washed to remove the excess and unreacted components. 
It is, of course, impossible to apply a strong inorganic acid to cellulose and 
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then to cure for prolonged periods of time at the temperatures required 
for esterification without completely distintegrating the fiber. It appears, 
however, that if a large excess of certain nitrogen compounds such as 
urea are present, the degradation is greatly reduced. Moreover, it also 
appears that the presence of the urea creates conditions which favor the 
esterification reaction. 

Actually, the esterification takes place in a molten solution of the nitro¬ 
gen compound containing the acidic component. Hence, at the tempera¬ 
tures employed anhydrous conditions exist and the removal of the water 
of reaction proceeds under favorable conditions, Although the constituents 
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are most conveniently applied from aqueous solution and dried on the 
fabric, the direct procedure of treating the cellulose with the molten solu¬ 
tion leads to similar products. 

The reaction of cellulose with acid phosphates in the presence of a 
nitrogen base may be presumed to occur as illustrated on page 182, to give 
the mono- or di- substituted ester existing as the nitrogen salt, which for 
convenience is illustrated as ammonia. 

The mono-substitution may take place on either of the three available 
hydroxyls, but the primary (6) position should be the most readily esteri- 
fied. With the di-substituted product the possibilities include reaction in 
the (2,3) position as shown above, as well as between any one of the avail¬ 
able hydroxyls on one cellulose chain together with another hydroxyl on 
a neighboring chain, ie.: 


\ 

0 

I 

HO~C~H 


I 




0 

H~ C::^ ^C-CHfO Jj-O- 

|- 

0 0 

I I 

Moleculci) formula for cross-linked di-cellulosc 
phosphate. 


The analysis of a typical permanently flameproofed fabric is given in 
the following table: 


Nitrogen: 2 48% 

Calculated as urea 5 31 

HjPO^; 8.78 

Calculated as urea-phosphate 14.1 

Add-on: 

Determined 16.0 

Calculated as urea-phosphate 16.4 

Mole ratio: 

HjPO<: urea 1 01 :1 

CJi.oOj: H 3 PO 4 6 92 : 1 


This corresponds to an average degree of phosphation of about one ester 
group per 6 glucose anhydride units along the chain. The mean degree of 
substitution is hence about 0.16, but it should be pointed out that the reac- 
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tion is probably very far from homogeneous and high degrees of osterifica 
tion will predominate in the more reactive locations on the fiber due t 
differences in morphological and fine structure. 

The nitrogen content corresponds to two atoms of nitrogen per atom o 
phosphorus, and may be presumed to occur as either the cellulose diam 
monium phosphate or the cellulose urea phosphate, ie.: 




cr ^oh-nh/^ 


Molecular fonnula for cellulose urea 
phosjjhalG, 


( 2 ) Reaction Variables 

The practical formulations employed in these types of reactions may he 
considerably more complex than those illustrated above; however, the 
general system involves: 

a. The cellulose. 

b. The polybasic acid. 

c. The salt-forming base. 

d. The swelling anhydrous reaction media. 

e. The buffer for the reaction. 

In the simple system composed of phosphoric acid and urea, tiic laltci 
comi)onent serves the three functions listed in c, d and c. The following 
considerations may be given to the influence of variations in each of the 
constituents in more complex systems. 


(a) Fabnc Reactivity 

The state of reactivity of the cellulose itself naturally dominates (he 
case, extent and uniformity with whicii the esterification proceeds. The 
well-known factors influencing this activity arc the kicring, dcsizing and 
mercerizing processes, all of which tend to produce a more receptive cellu¬ 
lose. Difficultly removable warp sizes or poor dcsizing pretreatment ap¬ 
pears either to retard the esterification or at least decrease its homo¬ 
geneity. 


(b) The Acidic Component 

The acid constituent is preferably polybasic, which is in general agree¬ 
ment with the theories for the interchain bonding mechanism. The most 
available acids meeting these specifications are those of phosphorus and 
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sulfur, the former being the most efficient. It appears to be immaterial 
whether or not the original acid is in the higher or lower valance state so 
that mctaphosphoric, or tliophosp boric, pyrophosphoric, poly phosphoric, 
orlhophosphorous and pyrophosphoroiis all behave similarly. However, 
orthoidiosphoric is usually employed. Since the reactive solution of the 
acid is sometimes prepared at elevated temperatures, and the esterilica¬ 
tion procedure itself is conducted between 150 and 200'’ C., the actual 
acidic component entering into the reaction with cellulose may not neces¬ 
sarily be that added as the primary component. 

Substitution products of these acids may be employed provided that the 
substitution radical is of such a nature that it docs not impair the rate of 
the esterification or reduce the hydrophilic nature of the ester. In general 
the introduction of groups of high carbon content reduces the efficiency 
of tlie acid as exhibited by the inferior protection afforded by fabrics pre¬ 
pared with cither ethyl or phenyl phosphoric acid. Similarly, boron-sub- 
stituted phosphoric acids lead to inferior products. Furthermore, it appears 
advisable to avoid unstable halogen-substituted phosphoric acids due to 
the excessive degradation encountered during curing or subsequent storage 
of tlic fabric. Thus fluorophosphoric is preferred to chlorophospboric as 
the acidic comjioncnt. 

The hydrophilic nitrogen substitution products of the acids appear to 
be quite as satisfactory as the free acid itself. In any case the reactive 
mixture consists of an acid and a nitrogen base, and the acid does not exist 
entirely in tlic free state, but as the un-ionized salt in equilibrium with the 
corrosjxmding ions. For example, diammonium orthophosphate, urea or- 
thophosphatc or guanidine iiyrojiliosphatc may be used in jiart or entirely 
in place of the acid. Similarly the amiclo acids such as pliospliamic nr 
the so-called nitride licxapbosphoric arc effective. Tlie exact constitution 
of many of (he nitrogen-containing pliosphovic acids is still a controversial 
siilijoct and ninny acids of unknown constitution may l)o formed l)v re¬ 
acting togetlier the acid, its oxide or oxychloride and nitrogen-containing 
compounds at elevated temiicraturcs. Those acids also arc effective. 

Metallic substitution products of the acids are generally considerably 
less efficient in their protective action than the free acid itself. For exam¬ 
ple, monosodium orthophosphate gives fair results while disodium and 
trisodium orthophosphate result in jioor rctardancy. Similarly, pliospbales 
of the dibasic metals such ns calcium and magnesium result in iirothicts 
with no njiprcciable flame resistance. 

(c) The Salt-Forming Base 

The effect of these various changes in the acid is readily explained on 
consideration of the ionic nature of the resulting ester salt. All of these 
structures are ionized salts and ai'e more correctly represented as, 
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Molecular formula'for ionized ammo¬ 
nium salt of cellulose phosphate. 


and are capable of exchange with a metallic ion as follows: 


CoCA 






pa -i-ZNtifCI 


Molecular equation for formation of calcium 
salt of cellulose phosphate, 


The resulting calcium salt is stable at flame temperatures and will not 
produce phosphoric acid when heated, as will the ammonium salt. The 
flameproofing mechanism whereby cellulose is dehydrated on heating to 
promote formation of non-flaming products is thus destroyed by tlio ion 
exchange with alkaline earth metals. The proposed dehydration flame- 
proofing mechanism may be represented as 

IIiPO^ 

(CjHioOs)* —)- Ox c + fi, ir,o 

A 


rather than the normal decomposition whereby inflammable tars and 
gases are produced. 

Similarly the interchain bonding capacity of the ifliosphate radical 
would be destroyed by replacement of the strongly hydrophilic carboxyl 
or amino groups with hydrophobic groups or metals not ca])ablo of fission 
at flame temperatures. The facts then are also in accord with tliis flame- 
proofing mechanism as proposed by Sisson and jircviou.sly outlined in 
Chaptei III. Some phosphated fabrics behave typically as ion-exchange 
complexes, and may be conducted through a series of succos.sivc treat¬ 
ments whereby the protective qualities arc lost and regained by addition 
or removal of the appropriate ion as shown below. These reactions may 
be illustrated as: 


i^Sisson.W, A, Paper presented at Industrial Advisory Panel Mooting on Flamc- 
a945) ^ Quartermaster General, Wash- 
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Molecular equations depicting ion-exchange reactions with CaCl, 

These hypotheses would explain also the instability of some phosphated 
fabrics to sea water and very probably account for the loss of fireproof¬ 
ing ciualitics during laundering with ionic detergents. With strongly alka¬ 
line detergents, however, ilic action most probably is mainly saponifica¬ 
tion, i c.: 

yOH-NHy 

Ce//, 2M0OH — CPz—ON 

^Off‘ NHy ■*-NOzRP 04 

't-ZNHt.OH 

Molecular equation joi saponification of cellulose ammomum 
phosphate 


Tiic prolonged heating of ammonium salts favors tlic formation of the 
non-ionic amide. It is hence projioscd tliat increased stability by suitable 
curing conditions takes place as follows: 


\ 


OH'NHj 




Ce/f,-^CHz — O A/Hi 
\ / 

~2HzO P 


Cellulose o/am/po pMoaj»HAre 
(Cellulose pnosphamate) 

Molecular equalion for formation of amide on heating via dehydration. 
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This latter structure should be stable to media such as sea water, mild 
ionic laimdoring conditions, etc., but still should bo susceptible to saponi¬ 
fication by strong alkali. 

By appropriate formulation of the treating solution and by adequate 
curing conditions the tendency towards ionic reactions of the type illus¬ 
trated above may be decreased, quite appreciably, Besides the amide for¬ 
mation as previously discussed, there exists the possibility of causing poly¬ 
condensations to occur with the nitrogen salt radical to render it insoluble. 
Furthermore, the use of more complex amines or amides to increase the 
molecular size of the side group should also decrease diffusion and limit 
rates of exchange. These types may be illustrated as; 


yO. 0 

^ 

Celt,' P-'OH^NH^R 

■ 


rype lormxilo, for complex 
cellulose phosphate aimdcs 
and amines. 


where R may be considered as an —N—C— complex. Tlie increased 
nitrogen to phosphorus ratio in the more permanent fabrics discussed in 
the following sections illustrates this beiiavior. 

The nitrogen base used in the treatment controls the type of nitrogen 
salt of the cellulose ester. However, since the curing conditions may well 
be above dissociation and condensation temperatures, the resultant salt 
may not be that of the original base. For exami)lc, in processes involving 
urea, the following proceeds during curing: 

NH2CONII2 ^ NnaCONIICONIIj 4 - NIT, 

Thus wo have the possibility for formation of either the urea, biuret or 
ammonium salt. Moreover, in complex systems involving several base.s, 
the number of possibilities are enormous and the system l)c(*oinc's (luilc 
complicated. Further complications arc introduced when one considers tlie 
number of possible combinations and condensations whicli can occur on 
heating, say, urea and guanidine in the presence of anhydrous phosiihoric 
acid. ^Moreover, on the final washing of the cured fabric, ion excliangc will 
occiii and in the limit the final structure will probably be determined by 
the most stable of the salts present and its concentration at the fiber 
surface. 


(d) The Reaction Medium 

^ To carry out the reaction at the temperature required for the esterifica¬ 
tion a medium is necessary. The requirements for this arc that it should 
be a solvent for the acid component and a swelling agent for the cellulose. 
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That is, it should distend the disordered regions of the network to an ex¬ 
tent at least equal to that produced by water and transport the esterifica¬ 
tion agent into the fiber. The medium should be fluid in the anhydrous state 
at temperatures above 140° C. and as far as possible should be chemically 
inert towards cellulose. Moreover, it should not decompose readily at cur¬ 
ing temperatures to give highly basic or acidic substances for obvious 
reasons. The substances which come closest to satisfying all these require¬ 
ments are the weak nitrogen bases with strong hydrogen bonding groups. 
These groups must be stronger than the mutual attraction between the 

cellulosic hydroxyls which naturally leads to the choice of the ^0=0 
and —NHg radicals. Thus the reaction proceeds in the presence of form- 
amide, acetamide, urea, biuret, dicyandiamide, or melamine. Substitu¬ 
tion products of these weak nitrogen bases may be used as media pro¬ 
vided the substitution does not destroy or reduce their hydrophilic or 
hydrogen bonding power. Halogen, alkyl or aryl substitution products ap¬ 
pear to be unsatisfactory as exemplified by the relatively poor performance 
of methyl urea. IMoreover, the weak basic character of the media should 
not be altered by the introduction of amino or hydroxy groups as, for in¬ 
stance, in iramo-urea (guanidine) which develops strong basic character¬ 
istics in the process. 


(e) The Reaction Buffer 

The esterification appears to proceed most satisfactorily under acidic 
coiidition.s, but those arc also the conditions under which hydrolytic 
degradation ensues with unfavorable strength losses. Moreover, as pointed 
out in Chapter II, in the alkaline range oxidative processes occur which 
are equally detrimental to the physical properties of the final product It is 
obvious therefore that the reaction should be carefully buffered at opti¬ 
mum conditions which favor a sufficiently rapid C'^torification with a 
minimum degradation. Of all the substances which appear to protect 
cellulose at high temperatures, urea appears to be the mo'^t satisfactory. 
Furthermore, the system 

urea phosphate urea + H3PO4 

)[ 

3H+ + 

assumes a pH in the presence of excess urea of such a value that the ideal 
is closely approximated. This buffer appears to have a wide concentration 
range of fairly constant acidity and also has a favorable tolerance to 
temperature variations. Similar conditions result in some of the other 
media discussed above, but urea appears to be the best. For example, sub¬ 
stantial changes may be made in the treating solution containing urea 
without appreciably altering the solution pH or the cured cloth pH. How- 
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ever, when similar changes are made in a system involving guanidine, 
wide variations in pH occur, and if the guanidine is in excess the solution 
may become so decidedly basic that esterification is markedly I’olarded 
and degradation accelerated. 

However, it is advantageous to employ certain of the stronger nitrogen 
bases in conjunction with an excess of a weaker buffering base. Thus tlio 
system 

guanidine carbonate guanidomum+ + IICOj' Oil" *1- COj 

is also buffered by excess urea at a pH slightly higher than that opcurring 
in the absence of the guanidine carbonate. The mixed system scorns to l)o 
preferable from the standpoint of tolerances in reaction contnd and du¬ 
rability of the products. Similar behavior is exhibited by diliydroxy- 
guanidine, guanylurea, aminoguanidine and bigunnidc. However, since 
these are all strong bases they are limited to use in tlic presence of an 
excess of a buffer such as urea. When such mixed systems arc used the 
resulting ester exists principally as the salt of the stronger l)asc, since 
nitrogen to phosphorus ratios are increased. The complexity and sta))ility 
of these salts favors durability and the products are less siiscoiHiblc Lo 
ion-exchange during leaching and laundering. 


b. Laboratory Impregnations 
Robert TF. Little 


In the preceding section an attempt has been made to acqiininl. (he 
reader with the underlying principles governing tlie elTcctivcncss and jior- 
manence of the urea-phosphate type of flamcproofing treatment. 'Pho de¬ 
scription of actual laboratory investigations contained in the following 
pages serves to illustrate and substantiate the theoretical eon.sidoi'atioiis. 
It should be borne in mind that the fundamentals coiwdcred are e(|UJili.v 
applicable regardless of the specific nature of the acid or amide employed 
in any particular instance. 


Reaction Components. Considering the simplest possiiilc system, a 
mixture of urea and phosphoric acid, it may be well to review briefly (lie 
primary function of each of the components. As indicated in jirevions sec¬ 
tions, the flaineproofing ingredient in these systems is the inorganic acid 
or ife ammonium salt. Ultimately the effects may be traced to tlic acid or 
aci anhydride itself. The amide or related compound included is intimrlcfi 
to serve in th^e capacity of a solvent for the reaction between tlic two solid 
reactants and function m both the reduction of the tendering which ncoom- 

E “'"Wo 

. f * >ncrease the permanence of the treatment. The flaino- 

tSta o?mieTnT°' components are demonstrated by 

the data of Table 3. Obviously, urea by itself has no significant olTeet upon 
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Table 8. Performance of the Separate Components of the Urea-Phospliate Treatment 
{VcrlicaUBunsm Flame Test) 


Material 

Added 

Add-On 

% 

Aftertreatment . 

Afterflarae 

aeo. 

Afterglow 

see. 

Char Length 
in. 



air dried 

26 

no 

C.B.* 



leached 30 min., tap water 

25 

80 

C.B, 

Urea 

14.6 

cured 15 min,, 160° C 

27 

91 

C.B, 



cured and leached 

24 

90 

C.B. 



air dried 

0 

0 

3.7 

Phosphoric 

14.8 

leached 30 min., tap water 

26 

6 

C.B. 

Acid 


cured 16 min., 100° C 

, 0 

1 

3.5 



cured and leached 

14 

0 

B E.** 



air dried 

0 

0 

3.2 

Urea: 


leached 30 min., tap water 

26 

40 

C.B. 

Phosphoric 

12.5 

cured 15 min,, 160° C 

0 

0 

3.9 

Acid (1 :1) 


cured and leached 

0 

0 

4.4 


* C.B.—Completely burned, 
** D E.—Burned to the end. 


the resistance of the fabric to either afterflaming or afterglow. Ortho- 
phosphoric acid alone is an effective flameproofing agent but cannot be 
cured into the fabric to produce a permanent retardancy. An equal mix¬ 
ture of the two, on the other hand, imparts a high degree of flameproofness 
to the fabric which, when cured, is resistant to leaching. 

The inclusion of additional components in the formula is intended to 
enhance the permanence of the retardancy and prevent, insofar as possible, 
the loss of fabric strength. The data presented in Table 4 show that the 
acidity of the impregnating solution is reduced practically to neutral by 
the addition of ammonium hydroxide. It is apparent, liowever, that the 
pH of the treating mixture is not the governing factor in the strength loss 
which occurs. The loss in strength with an initial solution pH of 1.5 is not 
appreciably greater than that occurring when the solution has a pH of 
8 3. The deterioration of fabric strength is therefore closely associated with 
the actual reaction between cellulose and phosphoric acid. Apparently the 
majority of the loss in strength occurs within the first few minutes of the 
curing period. Continued curing beyond this point does not produce cor¬ 
responding reduction in fabric strength but, as will be seen shortly, is 
essential in bringing about the salt formation and cross linkage required 
for permanence. The addition of formaldehyde docs exert some protective 
action on the strength characteristics, which is due at least in part to the 
formation of a urea-formaldehyde resinous coating. Coincident with the 
gain in residual strength, however, is a reduction in the ability of the 
treated fabric to resist the ion-exchange tendencies of solutions containing 
alkali or alkaline earth ions. As seen in Figure 3, increasing the amount 
of formaldehyde in the impregnating bath appreciably reduced the re- 
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sistance of the treated fabric to leaching in calcium chloride solutions. 
This might be attributed to a competition between the formaldehyde and 
phosphoric acid or cellulose phosphate ester for the urea available. The 
more of the amide that is tied up by the formaldehyde present, the less 



Figure 3. Effect of the addition of 
formaldehyde on the permanence of 
urea-phosphate treated fabrics. (The 
curves are for different ratios of urea: 
formaldehyde.) 


is available for the formation of amido-type derivatives of the cellulose 
phosphate. 

Fabric Degradation, Further evidence that the strength loss accom¬ 
panying the flaincproofing treatment is attributable to tlie combination of 
cellulose with the acid added is furnished by the data of Table 5. Expo- 


Tabic 5. Effect of Time of Cure Ujion the Tensile Strength of Pabiic Tieali’d with 

Urea-Phosphoric Acid 


Cnrc Time 
Min. nt 140’ C. 

Untreated 0 

15 

30 

45 

60 


Warp Teniilr Rlienpitli 
Iba./iti. tl-iiiLli strip iPHt) 

113 

101 

107 

103 

112 


Treated 2 

4 

6 

8 

10 

15 


70 

75 

72 

G8 

61 

60 


sure of untreated fabric to the same curing conditions produces no sig¬ 
nificant decrease in the tensile strength. In this case it is apparent tliat, 
although the majority of the tensile loss suffered occurs in the first ttvo 
minutes of the curing period, prolonging the exposure progressively de¬ 
grades the fabric though at a much slower rate. 

Resistance to Ion-Exchange. As emphasized in the preceding funda¬ 
mental considerations, the ion-exchange phenomena are of vital impor¬ 
tance with respect to this type of flameproofing process. This is readily 
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illustrated by a series of experiments of the type summarized in Table 6 , 
showing the ease with which the amido salts of the cellulose-phosphate 
ester may be destroyed by leaching in high concentrations of sodium, 
calcium or magnesium ions. That the reaction involved is truly an ion- 
exchange is further substantiated by the recovery of flameproof character¬ 
istics when the ammonium salt of the ester is formed by leaching the 
impoverished fabric in a solution of ammonium chloride. The proof of the 
actual removal and re-addition of nitrogen is offered by the analytical 
data recorded in Table 7. The nitrogen content of the fabric is reduced 


Table 7. Changes in Composition of a Commercial Urea-Phosphate Type Fabric 
Produced by Ion-Exchange Reactions 


Successive Treatments 

Nitrogen Content 

Phosphorous Content 

Molar Ratio 


%N 

% HaPO* 

N : HaPOi 

None 

2.23 

8.97 

1.78 

30-niin. boil in 5 % cal¬ 
cium chloride, 15-min. 
cold water leach, dried 

15 rnin. at 100° C. 

0.48 

7.39 

0.45 

30-min. boil in S % am¬ 
monium chloride, 15- 
min. cold water leach, 
dried 15 min. at 100° C. 

1.21 

7,07 

1.21 


to practically one-fifth by the leaching in calcium chloride solution. Sub¬ 
sequent formation of the ammonium salt does not rebuild the nitrogen 
content to its former value but does replace sufficient nitrogen to raise 
the N/H 3 PO 4 ratio above 1. The stability of the phosphate linkage to 
cellulose is demonstrated by the extent to which the phosphate content 
is retained throughout the leaching treatments. The resistance of the 
treated fabric to ionic transfers has been stated to be proportional to the 
amount of urea present in the impregnating solution and the extent to 
which it is converted to biuret, cyanuric acid and the melamines. Inves¬ 
tigations of the influence of the urea:diammonium phosphate ratio in the 
solution upon the permanence of the resulting treatment illustrate this 
point. Fabric specimens impregnated with mixtures of these two materials 
in varying ratios were air-dried and then cured for 15 minutes at 150° C. 
For the sake of simplicity these treated fabrics are termed UDAP 
fabrics, employing a contraction of the components urea and diammonium 
phosphate. The results of this series of experiments are presented in 
Table 8 showing the relative strengths of the treated fabrics and their 
flameproofness after exposure to leaching conditions of varying severity. 
In this case, the strength of the fabric is only very slightly improved by 
incorporation of greater amounts of urea in the mixture. The effect upon 
the resistance to exchange with calcium ion is very apparent, however, 
and only with urea:phosphate ratios in the order of 4 . 4:1 molar, is the 
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Table 8. Effect of Increased Eatios of Urea: Diammonium Phosphate on the Eesistance 
of UDAP Fabrics to Ion-Exchange 
(4B°-Micr6bumer Flame Test) 


Molar Ratio 

Urea: 

Diammonium Phosphate 

Warp 

Tensile Strength 
lbs./in. (strip)*** 

Leaching 

Solution 

After- 

flame 

see. 

After¬ 

glow 

sec. 

Char Area 
in 2 

0 : 1 

— 

Cold water 

51 

0 

C.B.* 

0.22 : 1 

52 

Cold water 

46 

0 

C.B. 



Hot water 

72 

0 

C.B. 

0.44 : 1 

69 

Cold water 

0 

0 

4.6 



Hot water 

40 

0 

B.E.** 

1.1 :1 

66 

Cold water 

0 

0 

2.4 



Hot water 

0 

0 

4.1 



1 % Calcium chloride 

34 

0 

B.E. 



2.5% Calcium chloride 

57 

0 

B.E. 



5.0% Calcium chloride 

. 63 

7 

B.E. 

2.2:1 

69 

Cold water 

0 

0 

2.4 



Hot water 

0 

0 

3.6 



1% Calcium chloride 

0 

0 

4.8 



2.5% Calcium chloride 

0 

0 

5.1 



5.0% Calcium chloride 

33 

0 

B.E. 

3.3 :1 

61 

Cold water 

0 

0 

2.2 



Hot water 

0 

0 

3.6 



1% Calcium chloride 

0 

0 

3.9 



2.5% Calcium chloride 

0 

0 

4.1 



5.0% Calcium chloride 

3 

0 

3.9 

4.4 : 1 

62 

Cold water 

0 

0 

2.2 



Hot water 

0 

0 

2.3 



1% Calcium chloride 

0 

0 

3.0 



2.5% Calcium chloride 

0 

0 

3.5 



5.0% Calcium chloride 

0 

0 

3.6 


* C.B.—Completely burned. 

** B.E.—Burned to the end. 

*** Tensile strength of untreated fabric = 100-130 Ibs./in. 


treatment capable of resisting immersion in the 5% calcium chloride so¬ 
lution. With approximately a 1:1 molar ratio the fabric is just able to 
withstand a 30-minute immersion in boiling water. It is apparent, there¬ 
fore, that in order to achieve permanent flameproofness it is not sufficient 
that there be only enough of the amide present to form a urea-phosphate 
salt but that an excess must be available to permit polymerization to 
cyanuric acid and melamine derivatives. Further reason for requiring an 
excess of urea is the loss which is incurred due to volatilization during the 
curing process. 

Effect of Other Acids and Amides. According to fundamental con¬ 
siderations either of the components of the urea-phosphate system may 
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be replaced by materials of similar chemical nature. Substitutions of urea 
have been made using higher molecular weight amides such as dicyandi- 
amide and the dicyanoguanidines. Similarly, orthophosphoric acid and its 
ammonium salts have been replaced by pyrophosphates, phosphamates 
and sulfamates. The theoretical considerations are similar in each case 
but the actual conditions required for effective treatment may vary widely. 
To serve as an illustration, data on a series of fabrics treated with urea- 
phosphate, urea-sulfamate, urea-sulfamate-phosphate and dicyandiamide 
phosphate have been assembled in Table 9. In each case the fabric speci- 


Table 9. Effect of Replacement of Urea and Phosphate with Other Similar Compounds 
i45°-Mtcroburner Flame Test) 


Treating 

Solution 

Warp 

Successive 

Add- 

After- 

After¬ 

Char 

Mixture 

Cone. 

Tensile Strength 

Leaching 

On 

flame 

glow 

Area 

% by Wt. 

% 

lbs./in. (atrip)**’* 

' Treatments 

% 

sec. 

sec. 

in'* 

Urea : 



Cold water 

15.0 

0 

0 

3.5 

Diammonium 



Hot water 

11.6 

0 

0 

3.8 

Phosphate 

46 

63 

30 min., sea water 

— 

3 

0 

3.9 

(2:1) 



60 min., sea water 

— 

3 

0 

5.2 




90 min., sea water 

— 

28 

0 

6.8 

Urea: 



Cold water 

9.8 

0 

0 

2.5 

Ammonium 



Hot water 

8.0 

0 

0 

4.5 

Sulfamate : 

46 

67 

30 min., sea water 

— 

43 

250 

B.E.* 

Diammonium 



60 min., sea water 

— 

46 

550 

B.E. 

Phosphate 



90 min., sea water 

— 

48 

700 

B.E. 

(20:7: 3) 








Urea : 



Cold water 

7.3 

27 

0 

B.E. 

Ammonium 



Hot water 

4.8 

40 

600 

B.E. 

Sulfamate 

46 

87 

30 min., sea water 

— 

63 

>300 

B.E. 

(2:1) 



60 min., sea water 

— 

58 

>300 





90 min., sea water 

— 

03 

>300 

C.B. 

Dicyandiamide: 



Cold water 

— 

0 

0 

2.8 

Diammonium 



Hot water 

— 

0 

0 

3.9 

Phosphate 

46 

— 

30 min.j sea water 

— 

— 

— 

— 

(2:1) 



60 min., sea water 

— 

— 

— 

— 




90 min., sea water 

— 

— 

— 

— 

Dicyandiamide: 



Cold water 

_ 

0 

0 

3.0 

Diammonium 



Hot water 

— 

0 

0 

3.8 

Phosphate 

36.4 

79 

30 min., sea water 

— 

65 

0 

B.E. 

(1:1) 



60 min., sea water 

— 

68 

0 

B.E. 




90 min., sea water 

— 

70 

0 

B.E. 

Dicyandiamide : 



Cold water 

_ 

0 

0 

3.1 

Diammonium 



Hot water 

— 

0 

0 

3.4 

Phosphate 

30.8 

83 

30 min., sea water 

— 

43 

0 

B.E. 

(1:2) 



60 min., sea water 

— 

47 

0 

B.E. 




90 min., sea water 

— 

43 

0 

B.E. 


* B.E.—Burned to the end. 

** C.B.—Completely burned. 

*** Tensile strength of untreated fabric = 100-130 Ibs./in. 
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mens were cured for 15 minutes at 140® C. These curing conditions are 
sub-optimum but serve in this instance to better illustrate the differences 
in permanence encountered. It is apparent that the substitution of ammo¬ 
nium sulfamate for the phosphate is advantageous in the prevention of 
tendering but that the retardant is not as readily cured into the fabric and 
as a result tends to produce low add-on fabrics possessing a much lower 
degree of permanence. The same is true of the mixture wherein dicyandi- 
amide replaces urea in conjunction with diammonium phosphate. In order 
to achieve comparable effectiveness and permanence with these substitu¬ 
tion mixtures it is necessary to increase the severity of the cure with respect 
to the time or temperature or both. This is further illustrated by the data 
of Table 10, comparing the effect of the time of cure upon the add-on and 


Table 10. Effect of Time of Cure Upon the Permanence and Strength of Urea-Phosphate 
and Urea-Sulfamate Treated Fabrics — Sea Water Resistance 
{45°-Microbumer Flame Test) 


Cure 

Time 

Treatment min. 

Add- 

On 

% 

Warp 

Tensile Strength 
lbs./in. (strip)*** 

Time in 
Sea Water 
min. 

After- 

flame 

sec. 

After¬ 

glow 

sec. 

Char 
Area 
in * 

Irea: 5 

5.1 

80.5 

0 

0 

0 

4.1 

Diammonium Phosphate; 



60 

50 

45 

B.E.* 

2 : 1 by wt. 

46 % solution 



120 

57 

2 

B.E. 

Cured at 140° C. 10 

14.1 

66.5 

0 

0 

0 

2.0 




60 

38 

0 

B.E. 




120 

39 

0 

B.E. 

15 

15.6 

68.5 

0 

0 

0 

2.5 




60 

2 

0 

2.8 




120 

0 

0 

2.9 

20 

16.8 

68.2 

0 

0 

0 

2.1 




60 

0 

0 

3.1 




120 

0 

0 

3.0 

25 

18.0 

62.7 

• 0 

0 

0 

2.2 




60 

0 

0 

2.9 




120 

0 

0 

2.7 

30 

19.1 

57.2 

0 

0 

0 

2.1 




60 

0 

0 

2.4 




.120 

0 

0 

2.4 

40 

20.5 

57.5 

0 

0 

0 

2.2 




60 

0 

0 

2.6 




120 

0 

0 

2.4 

50 

19.3 

60.5 

0 

0 

0 

1.9 




60 

0 

0 

2.1 




120 

0 

0 

2.2 

60 

19.4 

60.5 

0 

0 

0 

2.2 




60 

0 

0 

2.2 




120 

0 

0 

2.0 


{Continued on next page) 
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Table 10. Effect of Time of Cure Upon the Permanence and Strength of Urea-Phosphate 
and Urea-Sulfamate Treated Fabrics — Sea Water Resistance {Continued) 
{45°-Microbumer Flame Test) 


Cure 

Add- 

Warp 

Time in 

After¬ 

After¬ 

Char 

Time 

On 

Tensile Strength 

Sen Water 

flame 

glow 

Area 

Treatment min. 

% 

Iba./in. (strip)*** 

min. 

sec. 

sec. 

in 2 

Urea; 5 

1.6 

88 

0 

58 

185 

C.B.** 

Ammonium Sulfamate; 



60 

47 

>300 

C.B. 

2 :1 by wt. 



120 

52 

120 

C.B. 

46 % solution 







Cured at 140° C. 10 

4.2 

88 

0 

38 

562 

B.E. 




60 

73 

>300 

C.B. 




120 

63 

>300 

C.B. 

15 

7.3 

87 

0 

27 

0 

B.E. 




60 

58 

>300 

C.B. 




120 

58 

>300 

C.B. 

20 

10.2 

88 

0 

0 

0 

4.0 




60 

53 

195 

B.E. 




120 

48 

>300 

B.E. 

25 

9.9 

88 

0 

0 

0 

4.5 




60 

48 

>300 

B.E. 




120 

55 

>300 

C.B. 

30 

12.3 

79 

0 

0 

0 

4.0 




60 

38 

>300 

B.E. 




120 

38 

>300 

B.E. 

40 

15.8 

81 

0 

0 

0 

3.1 




60 

5 

>300 

4.5 




120 

2 

>300 

4.8 

50 

18.9 

77 

0 

0 

0 

3.3 




60 

4 

>300 

4.2 




120 

0 

>300 

4.7 

‘ 60 

23.5 

74 

0 

0 

0 

3.0 




60 

3 

>300 

4.6 




120 

0 

152 

4.3 

* B.E.—Burned to the end. 







** C.B.—Completely burned. 







*** Tensile strength of untreated fabric = 100-130 Ibs./in. 





permanence obtained with the urea-phosphate and iiroa-sulfamatc treat¬ 
ments. An effective and permanent treatment is obtained with the urea- 
phosphate system on curing for 20 minutes at 140° C. Additional curing 
beyond this point does not produce appreciable changes in the add-on, 
strength or flameproofness of the fabric. With urea-sulfamate, curing for 
20 minutes at 140° C. again produces a fabric possessing good initial 
flameproofness and a residual fabric strength superior to the phosphate 
mixture. The add-on obtained is appreciably lower, however, and the effec- 



B. DURABLE TREATMENTS 

tiveness of the retardancy is destroyed by immersion in 
water. Increasing the time of cure in order to improve the 
ion-exchange, produces correspondingly higher add-ons but at the 
time progressively reduces the strength of the treated fabric. Curing for 
as long as 60 minutes at 140° C. does not result in a permanence com¬ 
parable to that obtained in the case of the phosphate with a 20-minute 
cure, in spite of the fact that the add-on is 50^ greater. In other words, it 
is very probable that the production of a comparable fabric with the urea- 
sulfamate mixture by increasing the severity of the cure conditions would 
result in a fabric of appreciably higher add-on and very nearly the same 
tensile strength. It would appear therefore that variations in the con- 




Figuro 4. Fixation of uroa-phospluilc on curing (180° C.). 


stitucnis employed in order to retain a maximum amount of strength in the 
treated fabric would produce a corresponding increase in the final add-on 
or decrease in the resistance of the processed fabric to ionic transfer. In 
view of the above and for the sake of simplicity the remaining considera¬ 
tions will be restricted to the simple system of urea and diammonium 
pliosjihate. 

Nitrogen to Phosphate Ratio. The changes occurring in the amount 
of material added to the fabric and the composition of the mixture are 
illustrated by the data of Table 11 and the curves of Figure 4. Progressive 
curing is shown to produce a gradual sublimation of urea and fixation of 
phosphate in the fabric. Since the phosphate represents the primary flame¬ 
proofing ingredient, it is apparent that in order to achieve an effective 
flameproofing treatment, the cure must be continued until the flat portion 
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Table 12. Effect of Nitrogen Content and Nitrogen : Phosphoric Acid Ratio Upon the 
Permanence of Urea-Phosphate Treated Fabrics 

Flameproofness after 

Analysis after Analysis after 2-I-Ir. Sea Water 

30-Miii, Water Leach Sea Water Leach U5°-Microburner Teal) 



Add-On % 

% 

% 

N 

H3PO4 

% 

% 

N 

ILPO4 

After¬ 

flame 

After¬ 

glow 

Char 

Area 

Dry 

Cured 

Leached 

HaPO* 

N 

(molar) 

HaPOi 

N 

(molar) 

sec, 

sec. 

iu2 





{Cured 30 min. at 140 ° C.) 





57.0 

34.0 

17.3 

11.1 

2.2 

1.4 

5.4 

0.49 

.58 

0 

0 

2.3 










41 

0 

B.E.* 

55.5 

32.3 

17.5 

11.6 

2.1 

1.3 

5.6 

0.51 

.59 

45 

0 

B.E. 










45 

0 

B.E. 

54.5 

27.4 

17.7 

12.1 

2.3 

1.3 

6.4 

0.66 

.69 

0 

0 

2.5 










44 

0 

B.E. 

53.7 

33.6 

16.8 

11.4 

2.3 

1.4 

6.1 

0.54 

.63 

0 

0 

2.2 










46 

0 

B.E. 

55.0 

33.4 

15.2 

11.2 

2.6 

1.6 

6.2 

0.51 

.57 

43 

0 

B.E. 










49 

0 

B.E. 

53.5 

32.4 

15.2 

11.6 

2.3 

1.4 

6.2 

0.49 

.56 

50 

0 

B.E. 










48 

0 

B.E. 





{Cured IB min. at 180° C.) 





47.2 

20.0 

15.9 

11.5 

2.3 

1.4 

8.1 

1.0 

.85 

38 

0 

B.E. 



- 







0 

1 

2.5 

47.0 

19.6 

15.9 

10.6 

2.2 

1.4 

8.5 

0.9 

.77 

0 

2 

2.5 










0 

1 

2.4 

47.5 

19.8 

16.5 

10,4 

2.9 

1.9 

9.5 

1.0 

.72 

0 

1 

2.6 










0 

0 

2.8 

48.2 

20.3 

16.3 

11,1 

2.6 

1.6 

9.2 

0.9 

.71 

0 

0 

2.5 










0 

0 

2.7 

48.3 

20.4 

16.6 

10.4 

2.4 

1.7 

9.4 

1.0 

.73 

0 

1 

2.4 










0 

1 

2.6 

46.6 

19.9 

16.6 

11.7 

2.4 

1.4 

9.2 

0.9 

.68 

38 

0 

B.E. 










39 

0 

B.E. 





{Cured 10 min 

.. at 190° C.) 





49.3 

18.5 

14.4 

12.6 

2.1 

1.2 

6.9 

1.0 

1.08 

0 

0 

2.8 










0 

0 

2.5 

49.0 

18.0 

14.2 

9.5 

2.1 

1.6 

6.9 

1.0 

1.08 

0 

0 

2.8 










0 

0 

2.6 

50.4 

19.1 

14,9 

9.5 

2.3 

1.7 

6.7 

1.2 

1.30 

0 

0 

2.8 










0 

0 

2.5 

49.7 

18.1 

14.5 

9.5 

2.3 

1.7 

6.3 

1.0 

1.11 

0 

0 

2.8 










0 

0 

2.5 

49.3 

16.6 

14.4 

12.0 

2.3 

1.3 

6.8 

1.1 

1.12 

0 

0 

2.6 










0 

0 

2.6 

49.1 

16.7 

14.5 

12.2 

2.4 

1.4 

6.2 

1.0 

1.12 

0 

0 

2.7 

* B.E. — Burned to the end. 






0 

0 

2.5 
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of the add-on or phosphate content curves have been reached, or until a 
maximum fixation of phosphate has been accomplished. As shown by the 
flame test data of Table 11, however, this insures an adequate initial 
flameproofness but does not guarantee a permanent retardancy. The phos¬ 
phate content alone does not represent the governing factor in the resist¬ 
ance of the fabric to leaching action. Many of the fabrics showing poor 
resistance to ion exchange contain the required amount of phosphate, 
which appears to be in the order of 9 to 10%. As previously discussed, the 
permanence of the treatment is more dependent upon the degree of salt 
formation and the extent of the polymerization and cross linkage of the 
amide. The permanent flameproofness, therefore, should be proportional, 
not to the phosphate content, but rather to the nitrogen to phosphate ratio. 
This is well illustrated by the data presented in Table 12 . When the cure 
is insufficient to produce the required fixation of the nitrogen-bearing com¬ 
ponent, the sea water leach results in appreciable loss of nitrogen and the 
N/H 3 PO 4 ratio is reduced from approximately 1.4 to the order of 0.63. 
In the majority of cases these treated fabrics lose their flame-resistant 
characteristics at the same time. With an adequate cure, on the other hand, 
the N/IigPO^ ratio is reduced only slightly in the course of the leaching 
treatment. In these cases, where the residual N/HgP 04 ratio remains 
above 1 , the fabrics retain their flame-resistant properties even though the 
add-on is ajopreciably lower. These data clearly indicate that the perma¬ 
nence attained is practically unrelated to the phosphate content once the 
minimum requirement of 6-7% has been satisfied. 

Uniformity of Treatment. It has been postulated in the past that the 
added ])li()spliate tends to concentrate preferentially in the yarns of lower 
twist. This would lead to a preponderance of phosphate in the filling 
threads. In an attempt to substantiate or repudiate these claims, a series 
of treated fabrics were tested as to the phosphate content of the warp and 
fill threads. The analytical data of Table 13 indicate that no such prefer¬ 
ential fixation occurs, the phosphate being uniformly distributed through¬ 
out the fabric. In some cases the use of heavily sized fabrics did make it 
difficult to obtain a uniform distribution of the flameproofing mixture. 
This, too, would tend to produce a higher phosphate concentration in the 
filling threads since the warp is generally more heavily sized. This could 
not be completely obviated even by the use of effective wetting agents. It 
is preferable, therefore, with this type of flameproofing treatment, which 
is so greatly dependent upon adequate penetration of the fabric, to use 
cloth which has been rendered highly absorbent by a preliminary desizing 
treatment. 

Optimum Curing Conditions. In an attempt to fix the variables of 
the curing process in the urea-diammonium phosphate flameproofing sys¬ 
tem, an extended series of experiments were conducted in which a great 
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Table 13. Distribution of Phosphate in the Warp and Filling Threads of Treated Fabric * 


Cure Time 
min. 

Weight Ratio 
warp/filling 

% HaPO^ 
warp filling 

HjPO^ Ratio 
warp/fill 
(by»,weight) 

HaPOi Ratio 
warp/fill 
(by area) 

2 

1.42 

3.6 

3.3 

1.09 

1.55 


1.32 

3.4 

2.6 

1.30 

1.72 

8 

1.28 

7.5 

8.2 

0.92 

1.17 


1.28 

7.1 

6.8 

1.04 

1.33 

4 

1.34 

7.7 

7.5 

1.02 

1.37 


1.38 

8.4 

7.7 

1.09 

1.50 

5 

1.35 

8.8 

8.6 

1.02 

1.38 


1.38 

9.4 

6.7 

1.65 

2.28 

6 

1.46 

9.5 

8.8 

1.07 

1.57 


1.37 

9.5 

9.3 

1.02 

1.40 

7 

1.31 

8.7 

8.5 

1.02 

1.34 


1.28 

8.7 

8.4 

1.03 

1.32 

8 

1.36 

10.0 

7.8 

1.28 

1.74 


1.29 

10.0 

8.6 

1.16 

1.50 

9 

1.33 

10.0 

8.9 

1.12 

1.49 


1.35 

9.7 

8.1 

1,20 

1.02 

10 

1.31 

10.8 

10.1 

1.07 

1.40 


1.40 

10.3 

9.6 

1.10 

1.52 


* Regular 8.5 oz. herringbone twill treated with a 46% solution of urea: diammonium 
phosphate (4.4 :1 molar) containing 0.15% turkey red oil; cured at 180° C. and leached 
for 30 minutes in cold water. 


many specimens of herringbone twill were cured at various temperatures 
for different lengths of time and studies made of the resistance of the fab¬ 
ric to sea water leaching and laundering and the tensile strength of the 
treated fabric. The number of specimens employed for any one set of 
curing conditions varied from 5 to 30, depending upon the consistency of 
the results obtained. In essence, the treating process consisted of immers¬ 
ing in a 46% solution containing urea and diammonium phosphate in the 
ratio of 2 to 1 by weight, or 4.4 to 1 molar. The fabric was then squeezed 
to a wet pickup of approximately 100%, air-dried, cured, washed in hot 
and cold water and finally air-dried. The effect of cure time and tempera¬ 
ture upon the resistance of the treated fabric to the sea water leaching 
test is summarized in Table 14. It was possible as a result of these inves¬ 
tigations to determine the minimum times of cure required at each cur¬ 
ing temperature. In Table 15 a similar set of data are presented for the 
resistance of the treated fabric to laundering in 0.5% G.I. soap. Com¬ 
parison of the two series will indicate that the sea water leaching test is 
a more severe criterion of the permanence of the treatment than six laun- 
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Table 14. Effect of Cure Time and Cure Temperature Upon the Resistance of UDAP 
Fabric to a 2-Hr. Leach in Sea Water 
(,4S°-Microhumer Test) 


Cure Temp. 

Cure Time 
min. 

Add-On 

% 

Afterflame 

sec. 

Afterglow- 

sec. 

Char Area 
in 2 

150 

10 

— 

39 

0 

B.E.** 


16 

— 

17 

0 

3.2 


16 

17.0 

0 

0 

3.2 


18 

16.9 

19 

0 

3.5 


20 

16.7 

0 

0 ’ 

2.8 


22 

13.9* 

19 

0 

3.5 


24 

13.7* 

44 

0 

B.E. 


26 

15.9 

0 

0 

2.6 

160 

11 

16.7 

19 

0 

3.3 


13 

16.7 

0 

0 

3.0 


15 

15.5 

0 

0 

3.2 


20 

16.1 

0 

0 

3.2 


25 

15.9 

0 

0 

3.0 

170 

8 

16.7 

0 

0 

3.1 


10 

16.6 

0 

0 

2.7 


12 

16.2 

0 

0 

2.8 


15 

— 

0 

0 

2.4 

180 

4 

12.7 

42 

0 

B.E. 


6 

16.7 

14 

0 

3.1 


8 

15.6 

23 

0 

3.3 


10 

16.6 

14 

0 

3.2 


12 

16.4 

0 

0 

2.5 


16 

15.8 

0 

0 

2.8 

190 

4 

16.1 

15 

0 

3.4 


6 

17.3 

0 

0 

2.7 


8 

16.9 

0 

0 

2.7 


10 

16.4 

0 

0 

2.5 


12 

15.1 

0 

0 

2.9 

200 

1 

1.5 

53 

60 

B.E. 


2 

3.4 

46 

0 

B.E. 


3 

15.6 

1 

0 

2.6 


4 

14.0 

43 

0 

B.E. 


5 

17.0 

0 

0 

3.0 


6 

15.7 

0 

0 

3.0 


* Insufficient add-on for permanent flameproofing. 
** B.E.—Burned to the end. 


derings in G.I. soap. In either case it is apparent that the permanence of 
the treatment shows the customary improvement with an increase in either 
the time or temperature of cure. The corresponding variation in the resid¬ 
ual strength of the fabric is shown in Table 16. As previously indicated, 
working at odds with the permanence obtained, the strength is progres- 
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Table 15. Effect of Cure Time and Cure Temperature Upon the Resistance of UDAP 
Fabric to Laundering in G.I. Soap 
{46°-Microburner Test) 


Cure Temp. 

Cure Time 

No. of 

Afterflame 

Afterglow 

Char Area 

“C. 

min. 

Launderinga 

sec. 

sec. 

in! 

140 

20 

1 

0 

0 

2.4 



3 

0 

0 

2.3 



6 

44 

0 

B.E.* • 


30 

1 

0 

0 

2.4 



3 

0 

0 

2.3 



6 

41 

0 

B.E. 


40 

1 

0 

0 

2.6 



3 

0 

0 

2.4 



6 

0 

0 

2.1 

160 

15 

1 

0 

2 

2.7 



3 

0 

0 

2.9 



6 

0 

0 

2.6 


20 

1 

0 

0 

2.6 



3 

0 

0 

2.8 



6 

0 

0 

2.6 


25 

1 

0 

0 

2.6 



3 

0 

0 

3.0 



6 

0 

0 

2.5 

180 

10 

1 

0 

2 

2.6 



3 

0 

0 

2.3 



6 

0 

2 

2.1 


12 

1 

0 

0 

2.6 



3 

0 

0 

2.5 



6 

0 

2 

2.3 


14 

1 

0 

2 

2.6 



3 

0 

0 

2.6 



6 

0 

2 

2.2 

190 

4 

1 

0 

0 

2.5 



3 

0 

0 

2.4 



6 

0 

0 

1.9 


6 

1 

0 

2 

2.7 



3 

0 

0 

2.3 



6 

0 

2 

2.1 


8 

1 

0 

0 

2.6 



3 

0 

0 

2.3 



6 

0 

3 

2.1 

200 

4 

1 

0 

0 

2.6 



3 

0 

2 

2.3 



6 

0 

4 

1.9 


6 

1 

0 

2 

2.7 



3 

0 

2 

2.2 



6 

0 

3 

2.1 


6 

1 

0 

0 

2.7 



3 

0 

2 

2.3 



6 

0 

3 

1.9 


* B.E.—Burned to the end. 
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Table 16. Variation of Fabric Strength with Time and Temperature of Cure 


Cure Temp. 

{1-inch Raveled Strip Test) 

Cure Time 

Warp Tensile Strength * 

°C. 

min. 

lbs./in. 

Untreated 8.6 oz. Herringbone Twill 

131 

140 

20 

83 


30 

78 


40 

77 

160 

10 

75 


16 

70 


16 

72 


18 

73 


20 

74 


22 

74 


24 

75 

160 

11 

73 


13 

70 


16 

71 


20 

67 


25 

64 

170 

8 

69 


10 

66 


12 

66 

180 

4 

85 


6 

69 


8 

63 


10 

61 


12 

58 


14 

54 

190 

4 

71 


6 

67 


8 

55 


10 

50 


12 

50 

200 

1 

100 


2 

82 


3 

74 


4 

66 


5 

59 


6 

50 


* Average of ten specimens. 


sively degraded by increasing the intensity or duration of the curing 
period, though the majority of the loss occurs in the first few minutes of 
curing in all cases. 

It is obvious that in order to obtain the best possible fabric by this 
process, it is necessary to compromise the permanence with the loss of 
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strength suffered. Setting the resistance to 2 hours’ immersion in sea water 
as the primary requirement, the optimum conditions for the treatment are 
represented diagrammatically in Figure 5. Since it is also desirable to 
retain the maximum amount of fabric strength and, at the same time, 
keep the curing time sufficiently short to be commercially practical, the 
preferable curing conditions for this treatment were selected as 13 min¬ 
utes’ cure at 160° C. 



Figure 5. Optimum curing conditions for the UDAP Process. 


In order to compare the performance of a flameproofcd fabric treated 
according to the above process with that of the other available durably 
treated fabrics, a small-scale mill run was carried out. The exact con¬ 
ditions specified could not be attained on the available equipment, but the 
process was essentially as follows: 


Impregnating Bath 

Urea 

Diammonium phosphate 

Tergitol 

Water 


300 lbs. 

150 lbs. 

1 lb. 

339 lbs. (41 gals.) 


Total volume 80 gals. 

Concentration 56 % 

Approximate pH 8.0 
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The squeeze rolls were adjusted for an 80% wet pickup, producing a 
wet add-on of 45% from the 56.% solution. This is comparable to the de¬ 
sired 100% pickup from a 46% Solution. The cure was carried out for 
7 minutes, 10 seconds at 174.4° C., which was somewhat less than the 
optimum combination desired. The treated fabric was finally washed in 
hot and cold water, dried and subjected to standard finishing processes. 

Comparisons of this treated fabric with several other durably flame- 
proofed materials are described in the following chapter, with respect to 
the performance characteristics of the fabric itself as well as the physical 
and physiological influences which might be exerted upon the wearer of a 
flameproofed garment. Identical evaluation data are also presented for a 
commercially developed fabric processed with a similar but perhaps more 
complex flameproofing mixture. 

The variables existent and problems encountered in the commercial ap¬ 
plication of this type of flameproofing treatment are considered in the 
following section. 

c. Industrial Processing 

William P. Hall 

Extensive development has been carried out on the commercial applica¬ 
tion of the modified cellulose method of imparting flame-resistance * and 
substantial quantities of commercially treated materials have been pro¬ 
duced. 

As far as textiles are concerned the processes developed may be applied 
with equal success to loose fibers, yarns or fabrics. This discussion, how¬ 
ever, will deal only with the commercial application to cotton fabrics, al¬ 
though the processes may also be applied to cellulose rayon and protein 
fabrics. 


(2) Fabric Preparation 

Since this method of flameproofing involves a reaction with the cellulose 
it is beneficial to have the fabric in the pure form, that is, sizing and 
natural waxes and other impurities should be removed. This is usually 
accomplished by desizing with enzymes and scouring with detergents and 
caustic soda followed by washing and bleaching. The reactivity of the 
flame-retardant chemicals toward the cellulose may be further increased 
by mercerizing the fabric completely. This treatment primarily increases 
the durability of the finish to washing and leaching. 

* Various aspects of the developments described are covered by patent applications 
of Joseph Bancroft and Sons Co., Wilmington, Del. 
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In case the fabric is to be dyed or printed it is desirable to apply such 
processes prior to the application of the. flameproofing treatment. This 
is recommended for several reasons: first, to obtain uniform dyeings it 
is essential to distribute the dyestuff uniformly upon the fibers, and this is 
not possible after the finish has been applied; second, the application of 
dyestuffs of good durability such as vats, naphthols, and pigments involves 
the use of strong chemical solutions having a detrimental effect upon the 
flame-resistant finish. 

It is therefore evident that printing and dyeing should be done prior to 
flameproofing and should preferably involve the use of vat and naphthol 
dyes to obtain maximum color durability. The application of the finish 
may produce a slight change in shade, this change being dependent pri¬ 
marily upon the type of dyestuff used. In general, however, the change is 
insignificant and a suitable range of shades may be obtained without diffi¬ 
culty. The use of mineral dyeings is possible but not recommended since 
the deposition of large quantities of metallic oxides and salts in the fabric 
may produce an undesirable “afterglow” condition. 

The dyeing with pigment mixtures containing plastic and resinous bind¬ 
ers is possible but not recommended, especially if the pigments are of a 
mineral character in which case an “afterglow” condition may be pro¬ 
duced in the finished fabric. Besides, the binders used, if they are com¬ 
bustible in nature, may undesirably interfere with the flame-retardant 
properties. 

A pure mercerized dyed fabric of good absorbency gives the best all- 
around results. Pretreatment with sizing materials may be practiced pro¬ 
vided such materials do not detrimentally interfere with the successful 
applications of the process. If protein or carbohydrate sizing materials are 
used the flame-retardant chemicals will react with these materials as well 
as with the cellulose of the fabric. However, the use of large quantities of 
such presizing materials is not desirable since the stiffness and absorb¬ 
ency of the fabric will be undesirably altered. 


(2) Preparation of Flame proofing Solution 

As shown in the two preceding sections of this chapter, the composition 
of the flameproofing mixture may be varied by altering the chemical in¬ 
gredients or by altering the method of preparing the mixture. 

The main ingredients may be divided into two classes, namely, the 
acids and the nitrogen compounds. These may vary as previously shown 
between wide limits, but each is essential to the successful application of 
the process. 

For the same ingredients different results may be obtained by varying 
the method of preparing the mixture. For example, one or several of the 
ingredients may be fused at high temperatures and then added to the 
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mixture, or the ingredients may be divided into different sections and 
these reacted together followed by a mixing of the different sections to 
produce the final impregnating mixture. 

Acids of phosphorus, such as orthophosphoric and pyrophosphoric, are 
usually employed as well as the more complex amido phosphoric and phos- 
phonitride acids. Many nitrogen compounds, principally those containing 
a high percentage of nitrogen such as urea, guanidine, dicyandiamide, 
melamine and biuret, also find wide use. 

A suitable mixture may be prepared by mixing in the cold 1000 lbs. 
diammonium phosphate, 2000 lbs. urea and 3000 lbs. water. Another mix¬ 
ture is prepared by mixing together 215 lbs. orthophosphoric acid (75%), 
3000 lbs. urea, 160 lbs. guanidine carbonate and enough water to make 
100 gallons. Another mixture is prepared by reacting together at high 
temperatures 200 lbs. of orthophosphoric acid (75%) and 400 lbs. of 
urea; after cooling the following are added: 28 lbs. mill ammonia, 108 lbs. 
formaldehyde (37%), and enough water to make 100 gallons. 

Other auxiliary ingredients may be added to the mixture such as pene¬ 
trating agents, waterproofing agents, softeners and the like. In general, the 
use of these materials in the mixture is not recommended. 

The mixing equipment used in preparing the fiameproofing mixture con¬ 
sists of a stainless steel tank, hooded to remove fumes, and equipped with 
a slow speed agitator and with suitable means of heating and cooling. The 
heating may be done by steam, electricity or gas and the cooling with 
cold brine or water. A jacketed steel tank using steam and cold water 
for heating and cooling is generally satisfactory. Also in the c'ase where 
very rapid cooling is desired, water will not be satisfactory and super¬ 
cooled brine should be employed. 

To measure and control the temperature of the mix, a thermometer or 
similar instrument should be inserted in the lower portion of the tank. 
Also, since the quantity of mixture prepared in commercial practice is 
usually determined by the final volume rather than weight, it is desirable 
to install a float type volume indicator so that the volume can be easily 
measured. 

Two mixing tanks should be available to insure a steady supply of solu¬ 
tion, or one mixing tank and one jacketed or insulated storage tank may 
be used. The storage tanks or mixing tanks should feed directly to the 
solution application equipment, the steel or iron feed pipes being insulated 
to prevent excessive cooling of the mixture in passing from the tanks to 
the impregnating bath (see Figure 10). 

Since the flameproofing of fabrics involves the use of concentrated 
chemical solutions the quantity of chemicals used becomes very large as 
compared with other textile processes. It is therefore necessary to insure 
sufficient storage space and the necessary mechanical equipment for the 
handling of such large quantities of chemicals. For example, processing 
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10,000 yards of fabric weighing 8 oz./yd. may require 1700 lbs. of diam- 
monium phosphate and 2400 lbs. of urea. 

(3) Treating Process 

The fiameproofing solution may be applied by any of the methods well 
known in the textile industry. However, the most common procedure is to 
impregnate the fabric with the solution and remove the excess by squeez¬ 
ing. This procedure is referred to as “mangling” or “padding” and the 
equipment as a mangle or padder. A two-roll mangle containing a jacketed 
stainless steel box with sufficient dips to insure a thorough impregnation 
of the fabric generally serves very well, but a three-roll double dip man¬ 
gle with a jacketed stainless steel dip box is recommended since this 
method of application insures a uniform and efficient penetration of the 
fabric. 



Courtesy of H. W. Butterivorth & Sons Company, Philadelphia, Pa. 

Figure 6, Three-roll micro-set mangle. 


The jacket on the bath should be steam or hot water heated to insure 
temperature control of the solution which in most cases, due to the high 
solid content, is applied at elevated temperature to prevent undesirable 
crystallization at lower temperatures. To control the temperature a 
thermometer or similar instrument should be inserted in a suitable place 
in the bath. The type of squeeze roll used in the mangle may be of steel, 
wood, husk or rubber. Brass is not recommended due to the presence of 
ammonia in some of the flameproofing solutions. For the same reason 
brass rollers should not be used in the bath. 
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The squeezing mechanism should be capable of applying a uniform 
squeeze from selvage to selvage at both high and low pressures. Mangles 
where the pressure is applied by weights or hand set screws are satisfac¬ 
tory but a pneumatic pressure mangle with individual cylinder pressure 
adjustment is highly recommended since the uniformity can be easily con¬ 
trolled and duplicated from run to run. 

The wet pickup and the solution concentration determine the quantity 
of chemicals deposited on the fabric. For a particular solution the squeeze 
on the cloth is therefore adjusted to obtain the desired quantity of chem¬ 
icals on the fabric. By wet pickup is meant the difference in weight be¬ 
tween the fabric before and after impregnation. For most applications 
75% to 100% pickup is satisfactory. 

After applying the solution, the cloth may be dried directly or it may 
be left in the moist condition for a short time. To increase speed of pro¬ 
duction and decrease labor cost the impregnating mangle is usually placed 
in front of the drying unit and the cloth passes directly from the impreg¬ 
nation to the drying without being folded or batched. 

(4) Drying 

Since the quantity of solid material deposited on the cloth is usually 
high, the quantity of water to be removed is not excessive. It usually 
averages about 50% of the solution deposited. Such drying equipment 
as hot cans, flue dryers, air-lay dryers, frame dryers, or loop dryers may be 
used successfully. The most satisfactory method of drying is obtained 
with a tenter frame where the cloth is held by clips and tightly stretched 
while drying, thus affording control of the width of the cloth. This width 
control is sometimes very important and cannot be obtained with the other 
types of drying equipment. Due to the stiffness of the dried fabric, 
especially the heavy variety, the loop and air-lay type of equipment is 
the least recommendable since the formation of loops and folds at this 
stage of the process may permanently injure the cloth. 

Since the cloth usually carries a heavy quantity of chemicals it is ad¬ 
vantageous while the moisture content is still high to prevent the cloth 
from passing over stationary objects such as bars or rails as the flame- 
retardant mixture will be scraped off, resulting in an unnecessary loss of 
chemicals. This may be prevented by passing the cloth over freely rotating 
rollers, or passing it through a preliminary flue dryer where the excess 
moisture may be removed quickly while the cloth is freely suspended. 
Infrared heating equipment such as infrared lamps may also be used for 
this purpose. 

The cloth is usually quite hot and shows an acid reaction on the com¬ 
pletion of the drying operation. This is quite an undesirable state and to 
prevent excessive detrimental action to the fabric it is usually passed 








FLAMEPROOFINO PROCESSES 


214 

directly through a cooling chamber or over cooling cans before being 
batched into rolls (see Figure 10). 


The cloth after drying and cooling is quite stiff and care should be taken 
to prevent the formation of creases and folds as this may permanently 
injure the fabric. It is therefore evident that the cloth should always be 



Courtesy of Joseph Bancroft & Sons Company, Pyihninijt 07 i, Del. 


Figure 7. Commercial impregnation and drying installation showing a continuous 
range consisting of a mangle, overhead flue dryer and tenter frame. 

wound into rolls after drying rather than folded into boxes as is often 
the practice in regular textile processing. 

(5) Curing 

The curing or aging of the impregnated and dried fabric represents one 
of the most important steps in the process. As previously described, it is 
during the curing that the combination between the cellulose of the fabric 
and the acid phosphates of the solution takes place. In many cases addi¬ 
tional changes also take place in the chemical ingredients themselves dur¬ 
ing this curing operation. 

The curing is controlled by varying the time and temperature and is 
determined primarily by the composition of the impregnating mixture, 
type of fabric and the degree of durability desired. Excessive time of cur¬ 
ing or very high temperatures cause undesirable changes in the physical 
properties of the fabric, especially in the tensile and tearing strength, 
although under such conditions the durability of the finish is substantially 
increased. It is therefore necessary to determine and control carefully 
the curing conditions for a particular run in order to obtain the most 
satisfactory all-around results. 
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For all practical purposes a temperature range of from 300° F. to 
350° F. is satisfactory with the time varying from 15 minutes to 3 min¬ 
utes. As an average, using medium and heavy weight cotton fabrics, a 
time of 7 minutes and a temperature of 335° F. give good results. 

The temperature range of curing is obtainable with standard textile 
drying and curing equipment but the time of curing is excessively long 
for regular equipment. A loop or air-lay type of dryer would be satisfac¬ 
tory as far as time and temperature are concerned but these machines are 
not well adapted to this part of the process as will be presently shown. 

Ordinary type drying and curing equipment not of the loop and slack 



Courtesy of Andrews and Goodrich, Inc., Boston, Mass. 
Figure 8. Gas-heated curing oven. 


type such as drying frames, super-heated drying cans, flue dryers, and 
resin curing chambers may be used with success. However, the output of 
these machines would be small using material which required a 7-minute 
cure time. The construction of super-heated cans of suflficient number or 
a frame of sufficient length to insure proper curing and a satisfactory out¬ 
put would be impractical and uneconomical. This leaves the flue type 
dryer or curing chamber as the only suitable equipment which will pro¬ 
duce the proper conditions of time and temperature and at the same time 
assure a satisfactory practical commercial output. 

Generally, this type of equipment consists of one small preheating 
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chamber followed by a larger baking chamber. The cloth is carried in 
open width over a series of rollers while hot air is being circulated around 
the cloth. In the preheating section the heated air is blown through slots 
directly onto the cloth in order to bring it quickly to the desired tempera¬ 
ture, while in the baking section the cloth is maintained at this tempera¬ 
ture for the desired length of time. 

To maintain the temperature in the curing chamber at the desired 
value,»the air is circulated by fans through an indirect heat exchange unit 
where the heat may be supplied by steam, gas or oil. The direct heating 
of the circulating air by gas or oil burners is also practiced. The curing 
of the fabric by infrared lamps or by electronic means is not practical 
and is uneconomical. 

The cloth while in the ager is kept in open width and passes under ten¬ 
sion over a series of rollers at the top and bottom of the curing chamber; 
this prevents the formation of sharp creases which would seriously and 
permanently injure the fabric. The necessity of keeping the fabric from 
folding and creasing makes the use of loop and air-lay type of curing 
equipment unsuitable except for very light fabrics where the stiffness 
and weight would be small. 

The size of the curing equipment, that is, the length of cloth in the 
machine at one time, together with the length of curing time determines 
the production capacity of a given piece of equipment. For a given curing 
time of 6 minutes, for example, and with 120 yards of cloth capacity 
a production rate of 20 yards a minute may be obtained. 

The cloth is slightly acidic upon completion of curing and it is best 
that the fabric be cooled before being batched into rolls. This procedure 
will prevent any unnecessary degradation in case it is necessary to store 
the cloth for a substantial length of time before washing. 


(6) Washing and Drying 

The cloth after curing contains a large quantity of soluble material 
which it is desirable to remove in order to reduce the stiffness and return 
the fabric more nearly to its original hand and feel. To avoid the forma¬ 
tion of creases at this stage it is recommended that open width washing 
equipment be employed such as jigs, open width soapers and vertical or 
horizontal multiroll washers. 

In jig washing operations the cloth is passed back and forth under ten¬ 
sion through a water bath until the soluble chemicals are removed and is 
finally squeezed or extracted to remove the excess water. 

In the open width soaper the cloth passes under tension through a 
series of multi-dip wash boxes containing hot water, the excess water 
being removed by squeezing after each box. Any number of wash boxes 
may be employed but two to four boxes are sufficient for most fabrics. 

In the vertical or horizontal multiroll washers the cloth passes through 
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a series of squeeze rollers while clean hot water is being sprayed on the 
cloth just prior to each squeezing operation. 

It is advantageous to use hot water (180-190° F.) for the washing as it 
facilitates the removal of the soluble uncombined materials. A small quan- 



Courtasy of H. W. B-uttcriuortl! ft Sons Company, I’Jiiludcipiiia, Pa. 

Figure 9. Six-roll horizontal washer. 


tity of detergent may be employed but it is not necessary as a very satis¬ 
factory wash can be obtained by the use of ordinary hot water. 

After washing and removal of the excess water the cloth may be dried 
by any type of drying equipment previously discussed including the loop 
and air-lay type dryers. The use of a drying frame is, however, recom¬ 
mended as the width of the cloth may be controlled in this type of equip¬ 
ment. To save labor cost and speed production the washing and drying 
may be combined into one operation by placing the washing equipment 
directly in front of the drying unit and passing the cloth from the washer 
to the dryer without interruption. 

The flame-resistant fabric may be used as is or it may be given further 
auxiliary processing such as softening, waterproofing, plastic coating, cal¬ 
endering or sanforizing, 

2 . Double - Bath Precipitation Type 
a. Fundamentals of Processes 
S. Coppick 

Although considerable protection is afforded by the use of certain soluble 
salts, the very temporary nature of the imparted fireproofing characteris¬ 
tics limits their use in clothing fabrics. The most obvious means for 
greater permanence lies in the application of insoluble salts. However, 








C'WaSHING^ and DfiYiN& 



Figure 10. Commercial installation, for the processing of fabrics by the urea-phosphate 

type of treatment. 


aside from the technical difficulties, certain fundamental considerations 
arise here which greatly reduce the number of possible compounds having 
fire-retarding properties. As has been pointed out in the earlier theoretical 
sections, the simple salts which impart the desired thermal properties to 
cellulose embrace those which are capable of easy decomposition at flame 
temperatures to produce either a strong alkali or a strong acid, and these 
products are directly responsible for the retardant action. The molecular 
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instability of the salts of weak acid and strong base or of weak base and 
strong acid fortunately affords numerous compounds which will undergo 
the desired thermal decompositions. However, the needed quality of in¬ 
solubility is generally directly adverse to this thermal instability, the 
bonding energies which resist ionization and solution also favoring reten¬ 
tion of the original molecular state at elevated temperatures. Thus we 
have the effective action of the soluble ammonium phosphate and the non- 
retardancy imparted by the calcium salt. Similar radical divergence is 
exhibited in the effects of ammonium, calcium and barium sulfate and of 
sodium, calcium and barium carbonate or borate. It is at once apparent 
that retardancy will be extremely limited for the simple insoluble salts 
and will be confined to compromises in the field of the amphoteric anions 
and cations, for instance the phosphates and borates of tin, zinc, alumi¬ 
num and magnesium, as well as the stannates, tungstates, aluminates, etc. 

The greatest possibilities for insolubility combined with efficient fire- 
retarding qualities lie in the non-salt type, namely the easily reducible 
hydroxide or hydrated oxides of the metals whose catalytic influence is 
assumed to direct the course of cellulosic thermal decomposition as pre¬ 
viously shown in Chapter III. These include stannic, plumbic, ferric, 
titanic and chromic oxides as well as those of zinc, cerium, bismuth, tung¬ 
sten, arsenic and silicon. 

Application of both types of these insolubles to cellulose is best carried 
out by metathetical reactions within the cell wall and lumen of the fiber 
and in the case of woven fabrics at the fiber to fiber interface in the com¬ 
ponent yarns and in the interstices between the yarns themselves. Such 
methods provide for better distribution and location of the retardant as 
well as serving to support better permanence than the more direct process 
of attempting to pad these materials into the fabric. It appears also, as 
will be discussed more fully later, that a more active ingredient may be 
obtained by precipitations in the cellulose membrane structure. 

Characteristics of Processes. The reactions are carried out usually 
via a multi-bath process wherein the fabric is immersed in a solution of a 
soluble salt containing the desired ion or complex and then dried. The 
second medium contains the coagulant, w^hich functions either to supply 
the ionic component required for precipitation, to change the pH, or serve 
as an oxidant. This latter medium may be either a liquid, vapor or gas, 
but in the usual case consists of an aqueous solution. The fabric is finally 
washed, further finishes applied, and dried. The simplest functional 
process involves a dual impregnation with intermediate drying which leads 
to the general designation of "Double Bath,” although practical applica¬ 
tions are sometimes considerably more complicated, multi-components 
being applied in successive stages. 

From the early development of the process by Perkin,^* numerous for- 

“ Perkin, W. H., U. S. Patent 844,042 (Feb. 12, 1907). 
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mulations have been proposed and practically all of the known insoluble 
inorganic compounds have been suggested for retardant purposes. The 
very nature of the process leads to considerable confusion since the appli¬ 
cation is indirect and in the majority of cases little if anything is known 
concerning the actual chemical composition of the material which is pre¬ 
cipitated in the fabric from the complex systems used. It is prevalently 
assumed that such compounds as stannic tungstate, zinc stannate, etc., 
are the chemical identities affixed to the fiber but from the variable con¬ 
ditions of the precipitations it is much more probable that what is actually 
obtained consists of complex and variable mixtures of the oxides, hy¬ 
droxides, and acids of the component metals. Furthermore since many of 
these amphoteric materials are known to exist as isomorphous mixed 
crystalline structures in a wide and continuous variety of stoichiometric 
ratios, even on fundamental grounds they are best considered as their com¬ 
ponent oxides, particularly in the case of the complex multi-bath formula¬ 
tions. At flame temperatures this is certainly the case. 

In systematic studies of the relative efficiencies of a number of in¬ 
soluble retardants compared with the well-known solubles, Ramsbottom 
and Snoad ^ came to the conclusion that the multi-bath process is rela¬ 
tively ineffective and state that it is probable that the apparent result¬ 
ing fireproofed fabric is due largely to the soluble salts absorbed on the 
precipitated particles and incompletely removed by washing. The add-on 
requirements for this process are found to be particularly high in most 
cases compared with the effective but soluble borax-boric acid mixture 
(Table 17). 

Table 17. Relative Efficiencies of Various Insoluble Materials Compared With the 

Soluble Borate Mixture 
(Ramsbottom and Snoad p 


Borax-Boric Acid 1 :1 

Add-On * 

% 

10 

Ferric hydroxide 

25 

Antimony oxychloride 

30 

Stannic oxide, hydrated 

40 

Titanic hydroxide 

40 

Bismuth trioxide, hydrated 

40 

Zinc stannate 

40 

Aluminum borate 

59 

Lead peroxide 

60 

Cerium hydroxide 

69 

Aluminum hydroxide 

70 

Chromic hydroxide 

91 

Silica, hydrated 

100 

Aluminum silicate 

100 

Magnesium silicate 

116 

Magnesium ammonium phosphate 

125 

* Minimum quantity necessary to prevent flame propagation. 
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Impregnation Reactions. The chemistry of the application of the 
insoluble materials most commonly entering into flameproofing formula¬ 
tions is as follows: 

1 . The precipitation of stannic acid, i.e., hydrated stannic oxide, is 
usually carried out by variations of either of two general reactions which 
involve the alkaline hydrolysis of a stannic salt or the acidification of an 
alkaline stannate: 

SnCh + 4 NH 4 OH — 4 NH 4 CI + H 2 O + HaSnOa 

NaaSnO, + NajS 04 + 2NH, + HaSnO, 

Similar neutralization of stannates with ammonium, zinc or aluminum 
acetate or even acetic acid are also conveniently used. 

2 . For impregnations with ferric hydroxide, the alkaline hydrolysis of 
the chloride, sulfate or acetate suffices, as also with zinc: 

FeCl, + 3 NH 4 OH —j- Fe(OH)a + 3 NH 4 CI 
ZnS 04 + 2 NH 4 OH —J- Zn(OH )2 + (NH 4 ) 2 S 04 

3. With alumina, precipitation involves either the acidification of an 
aluminate or the hydrolysis of the acetate; 

ZNaAlOa + CO 2 + 3 H 2 O-NaaCO, + 2A1(0H)8 

Al(COOCa), + 3 NH 4 OH — 3 NH 4 COOCH 3 + A1(0H)8 

4. In the case of impregnations with tungstic acid, the .sodium salt is 
usually acidified, while chromic hydroxide is brought down from its sulfate 
by the addition of ammonia: 

2 Na 2 W 04 + 2CH,COOH —2CH,COONa + 2 W 02 ( 0 H )2 
Cra(S 04 )j + 6 NH 4 OH —2Cr(OH)» + 3 CNH 4 ) 2 S 04 

5. Complex systems involving two or more of these reactions arc preva¬ 
lent in the literature, and the products are best considered as the mixed 
hydroxides rather than such compounds as stannic or ferric tungstate: 

2 Na 2 W 04 - 1 - SnCh + 3 I-I 2 O- 2 NaCl -f SnO(OH )2 -P 2 WO 2 ( 011)2 

3 Na 2 W 04 + 2PeCl8 + 6 H 2 O — 6 NaCl -P 2Fe(OPI)8 + 3 W 02 ( 0 H )2 
Na 2 W 04 -P Na 2 SnO, -P 2 (NH 4 ) 2 S 04 —>- 2 Na 2 S 04 -P SnO(OIi )2 -P W 02 (OH )2 + 4NII, 
3NaSnO, -P 3 Na 2 W 04 -P 2 Fe 2 (S 04)8 -P 2 H 2 O —>- 

6 Na 2 S 04 -P 3 SnO(OH )2 -P 3 W 02 ( 0 H )2 -P 4 Fc(OPT )3 

It is of course obvious that the stoichiometric relations set down by the 
above equations are the ideal and are dependent primarily upon constant 
pH relationships which are seldom if ever met with in double-bath 
precipitations. The actual composition of the hydroxyl compounds laid 
down in a fabric will depend upon the concentrations and pH at the point 
location where precipitation takes place. This in turn will depend on the 
external concentration of the in-filtering second bath and the solution and 
diffusion rates of that material laid down by the first bath within the fiber. 
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It is then apparent that the number of individual phases, the compo¬ 
sition of these phases and their relative amounts are greatly dependent 
upon the variables in the process which include concentrations, tempera¬ 
ture and time, as well as the presence or absence of pH controlling media 
such as added acid or base to the second bath. Each of the precipitated 
phases has a different solution tendency directly proportional to the idnal 
pH of the fabric before the washing procedure, so that the reversal of the 
impregnation proceeds, and the final result is an equilibrium which may 
be varied widely by suitably setting the conditions of the treatment. 

Recent Developments. A simplification of the double bath pro¬ 
cedure has been advanced by Hopkinson,^® wherein the primary con¬ 
stituents capable of forming the water-insoluble precipitate are added 
together to the fabric in an organic solvent. Apparently this solvent should 
be of sufficient hydrophilic nature to enable wetting of the cellulose and 
penetration of the constituents, but should have a low enough dielectric 
constant to prevent precipitation and hold the initial salts in solution 
molecularly. Such properties appear to be satisfied by both ethylene and 
diethylene glycol mono-ethyl ether, glycerin, acetamide, triethanol amine 
and tricresyl phosphate. The insoluble salts of zinc, aluminum, manganese 
and magnesium may be precipitated in the fiber as the borates, phos¬ 
phates, tungstates, etc., by first treating the fabric with an organic solution 
containing the desired ions, drying and finally subjecting the material to 
water. 

This process avoids the difficulties usually encountered in double-bath 
methods wherein variable precipitating conditions result from changes in 
concentrations, pH, solubilities and diffusion rates occurring during the 
second bath impregnation. In the organic solvent treatment the active 
ingredients are deposited uniformly throughout the fabric and arc in inti¬ 
mate contact. The whole of the water-insolubilizing process depends solely 
upon the inward rate of water penetration in the second bath. A typical 
example of the method involves the impregnation with a solution of zinc 
chloride and borax in a glycol solution followed by a water wash to pre¬ 
cipitate zinc borate. The use of the organic solvent has the added ad¬ 
vantage of permitting the- additions of binding resins directly to the first 
bath. 

Precipitation Conditions. In extensive experiments performed by 
the Department of Agriculture,^ the precipitation conditions appear to be 
critical factors in determining the flame resistance of treated fabrics. For 
instance when sodium stannate is precipitated with sulfuric acid rather 
than with ammonium sulfate as in the Perkin process,’-® a deposit of 

29. 1941); U. S. Patent 2.343,186 

(Feb. 29, 1944). 

Leatherman, M., U. 8. Dept, of Agriculture, Circular No. 466 (March, 1938). 
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greater flame-reducing capacity is obtained. Similar improvement is ob¬ 
tained via precipitations carried out with metallic sulfates such as those 
of copper, chromium, naanganese and iron. In these latter treatments an 
undetermined amount of the metallic hydroxides other than tin remains 
in the fabric. The mechanism forwarded for the advantage of acid rather 
than weak base precipitants is that the latter is strongly absorbed on the 
highly colloidial deposit and poisons its catalytic directionalization of 
cellulosic dehydration at elevated temperatures,^® 

The use of stannic oxide alone appears to have further disadvantages as 
pointed out by the British Air Ministry.^ Fabrics thus treated are ex¬ 
tremely sensitive to strength deteriorations in the presence of sunlight. 
However, in the case of the mixed oxides, this tendering is reduced to a 
great extent. In the experiments of Leatherman,^ fabrics exposed out¬ 
doors near Washington, D. C. over the months from March to September 
of 1934 were rendered useless if they contained the stannic oxide alone, 
were degraded considerably in the presence of stannic and ferric, and 
remained practically unchanged by the three-component system involving 
chromic oxide (Table 18). The most effective preserving components are 


Table 18. The Sensitivity of Fabrics to Sunlight When Impregnated With Metallic 
Oxides (6 months’ outdoor exposure) 

(Leatherman “) 


Treatment 

Average 

Breaking 

Strength 

kilo. 

Ash Content 
of Fabric 
Including Oxides 

% 

None (unexposed) 

39.3 

1.0 

None (exposed) 

24.9 

1.0 

Stannic Oxide 

2.0 

7.25 

Stannic Oxide + Ferric Oxide 

12.8 

8.37 

Stannic Oxide + Chromium Oxide 

16.7 

6.27 

Stannic O.xide -f Ferric Oxide -|- Chromium Oxide 

24.5 

9.95 


those producing a yellow coloration to the fabric and the mechanism is 
presumed to be the absorption of the active wave lengths. 

Reduction o£ Afterglow. Normally metallic hydroxides, although 
producing adequate flame resistance in a fabric actually enhance its de¬ 
struction by flameless combustion. The tendency towards glowing in the 
uncharred area is reduced by the application of chlorinated compounds, 
but the afterglow of charred regions is still very persistent. Recent experi¬ 
ments by the British show that the insoluble phosphates and borates 
have little or no flame-retarding properties but inhibit afterglow. More¬ 
over, they are readily removed from the fabric by leaching processes. 
However, in the case of some tungstates the resistance to both flaming and 
glowing is fairly good, and the materials are not leached out too easily. 

“Fireproofing of Textiles.” Interim Report, Cbem. Dept., Portsmouth (1945). 
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The inference is that tungstic acid functions similarly to boric and phos¬ 
phoric acid to inhibit flameless combustion. Systematic studies on the in¬ 
corporation of tungstic acid in double-bath precipitation involving 
stannic and other metallic hydroxides indicate that such is the case. In 
all flame-retarding systems of stannic, ferric and aluminum hydroxide, 
the strong glowing tendencies are reduced to either moderate or slight by 
the inclusion of tungstic acid, which appears to be capable of withstand¬ 
ing considerable water leaching. In the two-component systems involving 
stannic and another metallic hydroxide, the ferric seems to be the most 
efficient in its ability to increase the normal protection afforded by the tin 
alone. Moreover, only very small amounts are necessary, 1% of the iron 
being sufficient. These effects are shown in Table 19. 

Table 19. Effect of Metallic Hydroxides and Acids on the Burning Characteristics of 

Fabrics 

{Interim Report, Chem. Dept., Portsmouth 

Burning Time (seconds) * 

After % 

T T . .... 


Hydrated Oxide 

Add-On 

Before 

Leaching 

48 hrs. 

Loss 

During 

or Add 

% 

Leaching 

Boiling Water 

Leiicliing 

Stannic 

22.5 

12 

15 

3 

Stannic -|- Tungstic 

21.0 

0 

15 

5 

Ferric -f- Stannic -f- 

23.0 

0 

0 

1 

Tungstic 

Aluminum + Stannic 

24.0 

55 

50 

2.4 


-f- Tungstic 


* Glowing small except for stannic alone. 

General Requirements. Prom the above and previous considerations 
of Chapters II and III, it would seem that the reciuircmonts for adtunialc 
flame and glow protection in these double-bath treatments arc as follows: 

1. A source of a readily reducible metallic oxide or oxide mixture. 

2. A source of either boric, phosphoric or tungstic acid. 

The oxide may be presumed to function via the chemical mechanisms 
previously forwarded to prevent afterflaming, while the acid acts as (he 
glowproofing constituent via the fundamental processes set down in (he 
theoretical sections. However, these requirements arc stipulated only for 
the original flameproofed fabric and do not consider the adherence and 
permanence of the ingredients. 

Durability. It is well known that the metallic hydroxides and acids 
are held very tenaciously when dehydrated at cellulose surfaces and there 
appears to be considerable evidence for interbonding of their normal 
residual attractive forces with those of cellulose and water which are 
normally satisfied through hydrogen bridges. The three-component sys- 
em may be assumed to dehydrate as follows in the regions of cellulosic 
disorder within as well as on the external surfaces of the fiber: 
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Schematic reactions for the dehydration of the three- 
component system: cellulose; stannic oxide; water. 


The system is practically identical with the mordanting of fabrics for 
various dyeing processes, and may be represented roughly as in Figure 11. 
Here the moist cellulose and the hydrated oxide are considered as being 
bound to water molecules through hydrogen bonds. The structures are so 


O -Hydrogen ! 

O -Oxygen 9 9 9 9/' / ' 

6 0 0 0/ p p' / / 

„ o /T 2 / i 

\ \ f ^ I '• I I ‘ 1 'V \ \ 

\\M H \\\ 

_.V, V V ^ V M ^ i ^ 

TvyyyTTvyTxv^ 

Figure 11. Schematic representation of the possibilities for hydrogen bonding of 
surfaces in the system cellulose-water-metallic hydroxide. 


similar that surfaces may be mutually associated through the same water 
molecule. On dehydration of the system the free fiber hydroxyls may 
cellulosate the oxide similar to the normal hydrate structure. The whole 
of the mechanism depends upon the similarity of space lattices, and the 
extent to which it will proceed will be determined by favorable inter¬ 
atomic distances in the oxide to permit formation of the isomorphous 
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surface structure. This postulation accounts for the strong adherence in 
the system and is very probably associated with the actual catalytic de¬ 
hydration of the fiameproofing action. 

To further enhance permanence via a mechanical binding of the fire- 
retarding ingredients to the fiber, resin coatings are frequently applied, 
These appear to function in the dual role of preventing emulsification of 
the particles during laundering and to decelerate the solution and diffusion 
of the ingredients in detergent media. The flameproofing constituents are 
usually not very susceptible to minor pH changes which would tend to 
reverse the reaction of their formation, i.e.: 

SnOa -t- 20H- =F=^SnO,“ + HjO 
SnOa 4- 4H+ Sa++++ + 2 H 2 O 

Thus alkali soaps and acetic acid souring normally cause only a small loss 
of flame retardancy. However, the anti-glow constituents appear to ionize 
much more readily, i.e.: 

ZnjfPOda -t- 60H- =F=^ 3Zn(OH)a + 2 P 04 - 
WOa(OH)2 + 20H- WOp + 2HaO 

By virtue of this, the glow retardancy is poorly retained on laundering. 


b. Laboratory Impregnations 

S. Coppick 

As has been pointed out in the preceding section, the active components 
of various double-bath formulations may be considered as a glowproofing 
acid and a flameproofing oxide or oxide mixture. To permit incorporation 
of these materials in the fabric in various combinations the simplest pro¬ 
cedure is to immerse the material first in a solution containing one of the 
desired radicals, preferably the alkaline salt of the desired acid grouping. 
When thoroughly wetted out with the reagent the fabric samples arc 
passed through a wringer to remove the excess liquid so that the final wet 
weight is about twice that of the original dry fabric. The samples are then 
allowed to dry at room temperature before the second steeping in a solu¬ 
tion containing the acidic salt of the desired metallic oxide. Similar wring¬ 
ing and drying procedures are carried out prior to a final leaching treat¬ 
ment in running tap water to remove the excess soluble reagents. The 
third and last drying process is again conducted at room temperature, 
after which the fabric is conditioned and is then ready for comparative 
inflammability evaluation. 

A preliminary survey of the relative efficiencies of a number of combina¬ 
tions prepared in this manner is given in Table 20. In a few cases the 
precipitated phases are retained by the fabric in insuflficient quantities to 
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afford any appreciable protection, and it is only when the add-on is in the 
neighborhood of 25 to 30% that the combinations are truly comparable. 
Systems in which stannic oxide occurs as one component appear to be 
most efficient. In combination with phosphoric acid the glow retardancy is 
very good while with tungstic acid the flaming resistance is best. A com¬ 
promise with good flame and fair glow resistance favors the tungstic 
acid-stannic oxide formulation. 

Effect of Precipitation Conditions. In a more detailed study of this 
system it seems that the conditions under which the precipitations are 
carried out have considerable influence on the fire resistance of the final 
fabric. The procedure of employing numerous impregnations from dilute 
solutions is not advantageous (Table 21), and usually leads to less pro¬ 
tection. The temperature at which the precipitation reaction proceeds also 
appears to influence the properties, lower temperatures favoring better 
protection. Table 21 also indicates that the use of a cold second bath per¬ 
mits a lower add-on in the final product. These conditions, however, are 
not too critical and either a single or double impregnation at room tem¬ 
perature results in products of similar retarding qualities. The most 
efficient afterglow protection is obtained with an excess of the tungstic 
acid component, thus favoring high concentrations in the first bath. 

Added Glow Retardants. Further improvement in glow protection is 
obtained via the incorporation of the phosphoric radical in the first bath 
as shown in Table 22. Of the number of combinations attempted, that 
involving 3% sodium pyrophosphate and 8% sodium tungstate followed 
by 8% stannic chloride seems to be the most efficient. For adequate pro¬ 
tection this process should be carried out twice to result in an addition of 
about 30% to the original weight of the fabric. However, although the 
treatment as applied provides the desired resistance to both flame and 
glow, its permanence to leaching or laundering is very poor. Prolonged 
immersion in tap water or even very mild washings with neutral detergents 
appreciably reduce the protective qualities of the fabric (Table 23). With 
the harsher detergents the resistance to flame and glow is almost totally 
lost, and it is to be noted that even slight reduction of the add-on below 
the original 30% causes a marked reduction of the fire resistance. 

Permanence. The relative ease with which the retardant is removed 
by leaching or laundering necessitates the additional process of coating 
the fabric with a binding material. Resins may be applied either as emul¬ 
sions, solutions in organic solvents or as aqueous dispersions. Table 24 
summarizes the results of overcoating fabric previously treated with the 
stannic oxide-phosphoric-tungstic acid retardant system. In a number of 
cases the glow retardancy of the fabric is destroyed even by the addition 
of the binder, while in others the resin appears to be inert. Coatings pro¬ 
vide various degrees of retardant retention during treatments in detergent 
media, and their efficiency is best evaluated via the number of launderings 
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Table 24. The Effect of Resin Overcoatings on the Permanence to Laundering for Fabrics Treated With the Stannic Oxide-Phosphoric- 
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necessary to cause excessive flaming or glowing. The most efficient of those 
investigated are the phenolic and melamine types^ both of which enable 
the fabric to withstand 6 standard launderings in “government issue” 
soap without any detectable loss of protective qualities as measured by the 
45° flame test (Table 24). The quantity of the resin coating necessary for 
this degree of permanence is rather small and does not add materially to 
the total weight of the treated fabric. This is particularly true for the 
melamine type which has a further advantage of not appreciably influ¬ 
encing the hand of the treated fabric. 


c. Industrial Processing 

'William P. Hall 

The two-bath application of chemicals to textile fabrics may, in gen¬ 
eral, be divided into two categories: first, application of chemicals which 
are not substantive, that is, those which do not have a natural affinity for 
the fibers; and second, application of chemicals which are substantive, 
that is, those that have a natural affinity for the fibers. The former include 
ordinary salts such as sodium chloride, potassium sulfate, sodium sulfo- 
nated tallow, etc., and the latter direct dyes, cation active softeners and 
naphthol base salts, etc. 

The successful application of substantive materials involves principles 
of techniques which will not be discussed in this chapter as the chemicals 
usually employed in two-bath flameproofing processes are not of this type. 
It may, however, be understood that if non-substantive chemicals are 
used which react together on the fabric to form an insoluble product, the 
second material applied may be said in a sense to be substantive since 
this chemical is removed from the solution by reacting with the chemical 
already present on the fiber. The second material may therefore be prefer¬ 
entially removed from the second impregnating bath resulting in a gradual 
decrease in concentration. This is to some extent similar to the conditions 
obtained when substantive materials are used and the chemicals are 
preferentially removed by the fibers thus decreasing the concentration of 
said chemical in the solution. 

These principles are important and should be kept in mind when the 
two-bath methods of application are used since under these conditions the 
concentration of the second solution must be continually adjusted in 
order to obtain a uniformly treated fabric. Methods of minimizing and to 
some extent overcoming these difficulties will be further described. 

The application of chemicals to textile fabrics involving two separate 
impregnations is therefore not difficult provided the two materials do not 
have a substantial affinity for each other, that is, do not react together 
quickly to form new compounds. For example, the impregnation with a 
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hot solution of sodium pyrophosphate followed by drying and impregna¬ 
tion with a cold solution of ammonium phosphate does not represent a dif¬ 
ficult problem since the two do not react quickly to form a new compound. 
On the other hand the impregnation with a solution of soda ash followed 
by drying and a second impregnation with magnesium chloride is a diffi¬ 
cultly controllable process due to the rapid reaction between the two salts. 

If the second component reacts with the first to form an insoluble prod¬ 
uct the relative quantities of chemicals applied should be so adjusted that 
a minimum quantity of unreacted chemicals remains on the fabric. It is, 
however, desirable in certain cases where one component has a detri¬ 
mental action upon the fiber to insure, the presence of an excess of the 
nontendering component. For example, in the two-bath application of 
zinc acetate and diammonium hydrogen phosphate the latter comj^onent 
should not be present in excess upon the finished fabric since tendering will 
result during drying and storage. The excess of diammonium phosphate 
could be removed by cold water leaching, but this would involve an extra 
operation. 

The mechanical operations involved in two-bath applications may for 
convenience be divided into two systems. First, those in which the fabric 
passes without drying from one impregnation directly to the second im¬ 
pregnation; and second, those in which the fabric is partially or com¬ 
pletely dried between the first and second immersions. Of these methods 
the one using complete drying is most easily controlled although it cannot 
be used where the first component has a detrimental degrading effect 
when dried into the fibers being processed. The wet method and the (me 
using partial drying are more difficult to control, the latter especially, due 
to the difficulty in adjusting the fabric to a uniform moisture content j)rior 
to the second impregnation. 


(1) Wet Method of Application 

The most widely used method of size application is by im[)rcgnaijon 
which in this case means bringing the fabric into contact with the solution 
and then removing the excess by squeezing through two or more rollers. 
The type of equipment used for this purpose is usually referred to as a 
mangle or padder and the process as mangling or padding. A mangle may 
consist, as already stated, of two, three or more squeeze rollers but only 
the first two types will be discussed here. In the two-roll mangle the cloth 
is brought into contact with the solution once by using one or more dips 
and then squeezed, while in the three-roll mangle the fabric may, if so 
desired, be dipped into the solution twice and squeezed after each immer¬ 
sion. The squeeze rolls may be of rubber, either natural or synthetic, steel, 
brass, husk or wood, but usually rubber and steel rolls are used. 

The solution boxes attached to the mangles may be of any material not 
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detrimentally reacted upon by the solution chemicals. Stainless steel is 
usually preferred. The boxes may have one or more dips so that the cloth 
may be kept in contact with the solution for a short time before the 
squeezing takes place. This is important especially where heavy, poorly 
absorbent fabrics are used or where contact between the fabric and the 
solution for a certain length of time is necessary to allow a reaction to 
take place such as may occur in the second solution box when the chemi¬ 
cals in the second solution react with those already present on the fabric. 



Figure 12. Continuous range for the treatment of fabrics by double-bath processes. 


The mangles used in the wet application may be operated separately; 
for example, the first solution may be applied and the fabric batched in 
roll form. This wet roll is then taken to a second mangle and the second 
solution applied. The same mangle may, of course, be used for both im¬ 
pregnations by changing solutions. The process may also be conducted 
continuously by placing two mangles in tandem and having the cloth 
pass directly from the first mangle to the second, thus completing both 
impregnations in one operation. 

The squeeze exerted by the two mangles is very important. It is essential 
that the first mangle exert a heavy squeeze, producing a solution pickup of 
approximately 50% by weight. The second mangle should then allow an 
additional 50% pickup from the second bath for a total of 100%. In a 
process of this type only a short contact with the second solution is neces¬ 
sary in order to obtain the additional 50% solution pickup. It is possible, 
therefore, to avoid a deep dip into the second bath with the attendant risk 
of leaching off some of the first component. Contact with the second solu¬ 
tion may be accomplished by passing the fabric under a bar just below 
the surface of the solution or the cloth may pass directly through the 
squeeze nip. In the latter instance, the lower roll is partially immersed in 
the bath and serves to bring the solution up to the fabric. In any case, the 
desired reaction between the two constituents takes place prior to or dur¬ 
ing drying. From the standpoint of control, this type of application is 
highly desirable. 

As an example of this method, in applying the ‘Terkin” flameproofing 
process the concentrations of the sodium stannate and ammonium sulfate 
solutions are so adjusted that a 50% pickup from each solution assures 
the proper concentration of chemicals in the cloth. During the subsequent 
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drying a fine deposit of tin oxide is formed on the fabric leaving only a 
negligible amount of excess unreacted chemicals. 

Another method of wet application may be used with success^ provided 
the chemicals of the first impregnation do not dissolve readily in the 
second bath but are quickly converted into the insoluble form. It consists 
in impregnating the fabric with the first solution^ using a heavy squeeze if 
possible, and then bringing the fabric into contact with the second solution 
for a sufficient time to insure complete combination of the first and second 
chemicals into the desired compound. The cloth is then finally squeezed 
before drying. In this case the second bath should be agitated, preferably 
by an outside circulating pump, to insure uniformity of the solution. A 
concentrated solution of the chemicals in the second bath should continu¬ 
ously be added into the suction line of the pump and the bath analyzed 
periodically as a means of maintaining constant composition. This method 
is not applicable to the Perkin process, where the final insoluble tin oxide 
is formed during the drying, but only to a process where the final insoluble 
product is formed in a water medium by precipitation. This method is 
wasteful since the cloth when leaving the second bath will carry with it a 
certain quantity of unreacted chemical in addition to that already com¬ 
bined with the chemicals from the first bath. 

The equipment used in the final drying operation may be of any con¬ 
ventional textile design such as hot can dryer, flue dryer, loop dryer or 
frame dryer. Infrared drying lamps or electronic drying may be resorted 
to but the cost of such methods is prohibitive. In the hot can dryer, the 
cloth is dried by passing over a series of heated cans; in the flue dryer the 
cloth passes vertically over a series of rollers inside a drying chamber; in 
the loop dryer the cloth is hung in a series of loops on bars which move in 
endless chains inside a drying chamber; in the frame dryer the cloth is 
held by clips at the selvages under width tension while passing through 
the drying chamber. 

The frame dryer is very desirable since the width of the cloth may be 
controlled in this machine. Frequently the drying capacity is increased by 
installing in front of the frame a small number of hot cans or a small flue 
dryer. This combination constitutes the best equipment available. 

The heat may be supplied to these units by stearn-heated coils or by 
direct or indirect gas or oil burners. However, superheated steam coils are 
the most common source of heat. The cost of electric heating is generally 
prohibitive. 

The temperatures used in the different drying units may vary between 
wide limits but will usually be between 250° and 350° F. Below 250° F. 
the drying becomes excessively long and above 350° F. damage to the 
fabric may result during machine stoppage. 
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(2) Dry Method of Application 

As previously stated, the dry method may be divided into two categories, 
those in which the cloth is completely dried between the two impregna¬ 
tions and those in which the cloth is only partially dried. 

The first method mentioned is the most reliable of all the double-bath 
processes since it brings the chemicals in the first bath into intimate con¬ 
tact with the fabric by drying them into the fabric. Also, since the cloth 
enters both impregnating baths in the dry state, the chemical add-on can 
be carefully controlled in both applications. 

The method is limited in its application by the type of chemicals applied. 
Thus the process is not adapted to compounds having a deleterious effect 
when dried upon the fibers, or to compounds which alter their character 
during drying so that the desired combination with the chemicals in 
the second bath does not occur. 

To obtain uniformity it is recommended that the fabric be cooled to 
room temperature after the first drying. This is done, first, to insure uni¬ 
form absorbency when immersing in the second bath; and, second, to 
prevent the hot dry fabric from overheating the second solution, thus 
causing non-uniform impregnation and possible decomposition oi the 
chemicals in the bath. 

The drying equipment used in the intermediate drying may be the same 
as that used in the final drying as already described. 

As previously stated in the discussion of the wet method, the two im¬ 
pregnations and dryings may be conducted in one, two or several steps. As 
far as labor cost is concerned, the one-step method is the best. TIic equip¬ 
ment in this case would consist, for example, of a three-roll impregnating 
mangle, a flue dryer with cooling attachment, another three-roll impreg¬ 
nating mangle and a drying frame all placed in tandem so that the cloth 
would enter the first mangle dry in one end and emerge from the frame 
fully impregnated and dried. 

The first impregnation and drying could also be conducted in one step 
followed by another separate impregnation and drying. The slowest 
method of operation, and therefore the costliest from the standpoint of 
labor, consists in dividing the process into four separate operations con¬ 
sisting of two steps each of impregnation and drying. This method of 
production may, however, be improved by using a high speed impregna¬ 
tion mangle feeding two drying units followed by another similar opera¬ 
tion. 

The use of the semidrying method is the least desirable of the processes 
so far described. It follows the same procedure as previously outlined ex¬ 
cept that the fabric is only partially dried after the first impregnation. In 
praetice it is impossible to adjust the residual moisture content with any 
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degree of accuracy and it therefore becomes difficult to control the quantity 
of solution picked up in the second bath. If, however, an insoluble com¬ 
pound is formed quickly on the fiber when the fabric is immersed in the 
second bath and this conversion is complete or nearly so before leaving 
the second bath, the degree of moisture present after the preliminary 
drying is of no great consequence. The loss in chemicals from the second 
solution would however be excessive since the solution carried out by the 
cloth from the second bath would contain unreacted chemicals. 

In most cases the semidry method is used to insure sufficient pickup in 
the second impregnation. This, however, can also be accomplished as 
previously described by using the wet method witH 50% pickup in the first 
impregnation and 100% pickup in the second impregnation. 

It is possible with the semidry as with the wet method to use chemicals 
which have a deleterious effect when dried upon the fibers or which are 
altered during drying, provided the moisture content during the prelimi¬ 
nary drying is kept at a certain minimum value depending upon the 
chemicals in question. This, however, makes it imperative that the drying 
procedure be run continuously without interruption as any stoppage 
would completely dry the material in the dryer. This drawback can be 
reduced to a minimum by good supervision. 

The final drying procedure in the dry as well as the semidry method of 
application is conducted by methods and with equipment previously 
described. 

The two-bath methods described all use an immersion technique in 
applying the two solutions and this is the most commonly used procedure. 
It is also possible, however, to apply the solutions by spraying. In this case 
such difficulties as changes in concentration and composition of the second 
solution may be eliminated. In some cases both solutions may be applied 
by spraying or, better still, the first solution is applied by immersion and 
the second solution by spraying. 

The spray method has however some serious drawbacks which make it 
impractical for large-scale production except in very special cases. These 
are, first, the penetration obtained is poor, especially in heavy fabrics; 
second, it is difficult to control the quantity of solution applied and the 
uniformity of deposit; and, third, the wastage of solution is generally 
excessive. 

The two-bath processes described presuppose the use of aqueous solu¬ 
tions to dissolve or disperse the chemicals. Lately, however, a method has 
been developed which employs a water-soluble organic solvent medium 
in the first bath rather than water. This allows the mixing of the two com¬ 
ponents together with other chemicals in the same solution without the 
required reactions taking place. The solution is applied by immersion and 
then usually dried. This is followed by a second immersion in water where 
the reaction between the two components takes place forming the desired 
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insoluble product. It is also possible to include in the aqueous second bath 
additional constituents which contribute to the flameproofing or, as in 
the case of special resinous treatments, impart a greater degree of perma¬ 
nence to the finish. In like manner, other desirable characteristics such as 
water repellency may be introduced at this stage of the finishing process. 

As an example of this type of process, one of the durable flame-resistant 
treatments which has been employed commercially in this country’-” 
makes use of a glycol ether solution of zinc chloride and sodium borate. 
After immersion in this first bath the deposition of the insoluble reaction 
products can be achieved by a second immersion in an aqueous medium 
or by allowing slow hydrolysis and double decomposition to occur in the 
course of exposure of the treated fabric to humid atmospheric conditions. 
For practical reasons and to serve as an illustration of the type of process 
under consideration, it may be assumed that the immersion in the organic 
solvent solution is followed directly by a second aqueous bath. 

This type of flameproofing treatment possesses the disadvantages of in¬ 
creased costs in using an organic solvent in place of water in the first bath 
and the fact that the regular textile equipment commonly employed com¬ 
mercially is not particularly well adapted to handle organic solvent 
solutions. 

In this section an effort has been made to present the general techniques 
used in the application of two-bath flameproofing processes. With slight 
modification either one or the other of these methods may be used de¬ 
pending upon the chemicals and reactions involved. The two-bath methods 
of obtaining durable or semidurable flameproofing properties have been 
little used in this country until recently, one reason being the lack of in¬ 
terest and requisition for durable flameproofing finishes. In England, 
however, the need for such properties in textiles was early recognized and 
there the two-bath processes have been extensively employed. 

3 . Metallic Oxide-Chlorinated Body Type 
a. Fundamentals of Processes 
iS. Coppick 

The use of metallic oxides alone as fireproofing agents as advocated by 
Perkin et suffers from several disadvantages. In the first place 

these treatments are not permanent in the ordinary sense of the word 

Perkin, W. H., Proc. Eighth Int. Cong. Applied Chem., 28, 119 (1912); Quar. 
Nat’l. Fire Prot. Assn. 6, 179 (1912); Nat’l. Fire Prot. Assn. Educ. Bui. D 37 (Boston, 
1912). 

Perkin and Bradbury, Brit. Patents 17814, 17815 (1913); Perkin and Whipp 
Bros., and Tod, Brit. Patents 9695, 23557 (1901), 6421, 8509, 9620 (1902), 24222 (1903), 
22169 (1904). 







240 FLAMEPROOFING PROCESSES 

since they usually lose their retardant qualities fairly rapidly on leaching 
and laundering. The second disadvantage is the enhancement of the flame¬ 
less combustion characteristics which the oxides impart to cellulose. 

In efforts to offset these features which limit the application of the 
procesSj numerous formulations have been proposed for combinations of 
the metallic oxides with other materials. The function of the extra com¬ 
ponents is presumed to include the mechanical bonding of the pigment to 
the fiber, to aid in its practical application, to decrease the abnormal glow¬ 
ing tendencies which accompany the oxide treatment, to improve the hand 
or color and to inhibit the tendering encountered during weathering or 
storage. Of the large number of ingredients advocated, the main com¬ 
ponent appears to be the binder. This is generally a resinous substance 
which in itself has little or no flaming tendencies and most commonly 
is either a chlorine addition or substitution product such as polyvinyl 
chloride, the copolymer of vinyl chloride and vinyl acetate, chlorinated 
paraffin, diphenyl, naphthalene, or certain halogen substitution products 
or carbocyclic compounds. The mechanism whereby these materials con¬ 
tribute to the flame and glow-retarding tendencies is assumed to be either 
in their coating properties to exclude oxygen or their ability to produce 
hydrogen chloride at flame temperatures to dilute the ambient com¬ 
bustible atmosphere. The combination of the metallic oxide with the 
chlorinated body is thought^ to be particularly advantageous since the 
former is presumed to act catalytically as a dechlorinating agent to pro¬ 
mote rapid hydrogen chloride production at temperatures in the vicinity 
of that at which fabric decomposition ensues. 

Studies of Individual Components. The system on which the most 
recent and extensive practical efforts have been directed is that involving 
antimony oxide and a chlorinated body. It would appear that since this 
process is of such practical interest and considerable information is avail¬ 
able on its industrial application and actual performance, it would be ideal 
as a basis for fundamental investigations. Such appears to be the case also 
from an experimental point of view, since the individual components alone 
appear to be practically inactive in retardant action while certain com¬ 
binations are very effective. It is therefore possible to study the system 
without the added complication of varied summative effects. 

In fundamental studies on the three-component system: cellulose-anti¬ 
mony oxide-chlorinated body, it is at once apparent that as many as 
possible of the interdependent variables should be eliminated. Thus appli¬ 
cation of combinations by direct emulsion or solvent treatments are 
hazardous since each of the components may influence the state and loca¬ 
tion of the other. A simpler attack is to apply them separately so that 

Leatherman, M., Major, C.W.S., Memorandum Report, T.D.M.R. No. 936, Army 
Service Forces, Office, Chief, Chemical Warfare Service, Edgewood Arsenal, Md. 
(Dec. 2, 1944). 
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component and combination effects may be considered on the same basis. 
This is accomplished conveniently by impregnation of fabrics with the 
oxide via a dispersion in 2% aqueous methyl cellulose, the binder having 
been shown to exert an effect similar to an equal added quantity of cel¬ 
lulose itself. The chlorinated body is applied as a solution in an organic 
solvent such as carbon tetrachloride, trichlorethylene or acetone, and com¬ 
binations of the two components are added to fabrics both in the above or 
in the reverse order. 

Investigations on the components alone indicate that the antimony 
oxide has only a slight flame-retarding effect on cotton fabric. Although 
capable of eliminating afterflaming in the mild vertical test only for very 
high additions, the oxide exhibits no appreciable retardation of flaming 
when measured by the more drastic 45° and horizontal testing procedures. 
Similarly, chlorinated paraffins of various chlorine contents and vinylites 
have only slight retarding effects when added to fabrics. For the most part 
they simply reduce slightly the rate at which flame is propagated, as 
shown in Table 25. 

Table 25. The Effect of Various Chlorinated Materials and Their Combinations With 
Antimony Oxide on the Flaming Characteristics of Fabrics 
{Approximately 40% add-on and weight ratios of 1: t) 



Chlorine 


Afterflaming (secs.) 

Flame Rata 

Retardant 

Content 


Ver¬ 


Hori¬ 

in./sec. 

Component 

% 


tical 

46“ 

zontal 

46® 

None 

— 

— 

30 

> 60 

> 60 

0.86 

Antimony oxide 

0 

alone 

0 

40 

> 60 

0.57 

Pentachlorodiphenyl 

64 

alone 

35 

> 60 

> 60 

0.37 



combined 

0 

9 

> 60 

0 

Neoprene 

40 

alone 

35 

45 

59 

0.56 



combined 

0 

1 

0 

0 

Chlorinated paraffin 

42 

alone 

60 

> 60 

> 60 

0.81 



combined 

0 

0 

21 

0 

Chlorinated paraffin 

70 

alone 

42 

> 60 

> 60 

0.81 



combined 

0 

0 

0 

0 

Vinylite 

50 

alone 

60 

> 60 

> 60 

0.65 



combined 

0 

0 

0 

0 

Aniline hydrochloride 

27 

alone 

38 

> 60 

> 60 

0.32 



combined 

0 

0 

0 

0 


With combinations of the two materials, however, the retardation is 
very effective. For a given addition of the chlorinated body there exists a 
minimum add-on requirement of SbaOg to limit the afterflaming to zero 
in each of the three flame tests. It is seen further that the relative effi¬ 
ciencies of the chlorinated materials are in direct proportion to their 
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ease in liberating hydrogen chloride when they alone are pyrolyzed in 
contact with the fabric (Table 26). 

Table 26. The Effect of the Acid-Producing Capacity of the Chlorinated Body on the 
Add-On Requirements for Effectively Flameproofing Cotton Fabrics with Antimony 

Oxide Combinations 
Chlorinated Body 


Type 

Chlorine 

Content 

% 

Add-On 

% 

Acid Generated 
mini, equiv. wts. 
per in s of fabric 

Antimony Oxide Requirement 
% for Zero Afterflaming 
Vertical 46® Horizontal 

Paraffin 

42 

10.8 

0.09 

14.2 

26.0 

> 54 

Vinylite 

60 

13.7 

0.33 

8.6 

8.6 

12.4 

Paraffin 

70 

15.1 

0.47 

7.4 

12.5 

7.4 


Nature of Acid Donors. Halogen-containing compounds other than 
those normally used behave similarly, combinations of antimony oxide 
with neoprene, aniline hydrochloride, ethylene diamine hydrochloride, ani¬ 
line hydrobromide and ammonium chloride being much more effective 
than either of the components alone. These acid-producing bodies, how¬ 
ever, seem to be limited to the halogen type, since sulfuric acid donors 
such as aniline sulfate do not exhibit nearly so marked retarding qualities. 

The nature of the chlorinated compound in respect to the ease with 
which it liberates hydrogen chloride seems to be critical in these combi¬ 
nations. The tendency appears to be dependent upon several factors: the 
initial chlorine content, the volatility of the compound at flame tempera¬ 
tures, and the nature of the chlorine bond, as determined by its attachment 
to either an aromatic or aliphatic carbon. Thus the highly chlorinated 
waxes and the vinylites are particularly good from their potentially and 
actually available hydrogen chloride in that they remain in contact with 
the fabric for sufiicient time at flame temperatures to permit their efficient 
thermal decomposition, while the lower chlorinated oils produce low 
hydrogen chloride yields due to their volatility. However, it appears that 
mixtures of the wax and oil type of chlorinated paraffin arc sufficient to 
give the required retention at flame temperatures without the undesirable 
hand characteristics imparted by either of the constituents. By appropri¬ 
ate proportioning of these two, high available hydrogen chloride may be 
maintained without excessive oily or boardy products resulting. The 
flame-retarding efficiencies of these blends are shown in Table 27. Chlorine 
on a double bonded carbon is well known to have quite stable thermal 
characteristics which impart poor retardancy to the combinations of the 
chlorinated diphenyls with antimony oxide. This coincides with the ob¬ 
served fact that here only 3% of the chlorine content is readily thermally 
available while in the vinylites or highly chlorinated paraffins this value 
may be as high as from 40 to 60% (Table 28). 

Optimum Ratio. Variation in the ratio of the oxide to the chlorinated 
body indicates that there exists an optimum which extends over a con- 
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Table 27. 


The Effect of Blending Chlorinated Paraffins on Their Flame-Retarding 
Efficiencies When Combined with Antimony Oxide 

Chlorinated ParaflSn Afterflaming * 


nony Oxide 
id-On % 

Chlorine 
Content % 

Add-On 

% 

45“ 

sec. 

Horizontal 

7.8 

42 

5.8 

18 

> 60 

8.0 


15.9 

0 

> 60 

8.2 


31.1 

0 

t >60 

8.3 

70 

4.6 

0 

> 60 

6.6 


17.8 

0 

2 

7.4 


30.0 

0 

0 

8.2 

42-70 

6.6 

11 

59 

6.9 

(Blend 1 :1) 

17.0 

0 

2 

7.5 


28.6 

0 

0 

18.5 

42 

3.9 

58 

46 

19.3 


8.3 

12 

58 

19.6 


15.5 

1 

8 

17.4 

70 

5.9 

1 

7 

19.1 


7.6 

0 

6 

18.9 


15.8 

0 

0 

20.4 

42-70 

4.1 

60 

53 

22.8 

(Blend 1 :1) 

8.9 

0 

6 

17.0 


15.6 

0 

1 


* Vertical afterflaming zero in all cases. 


Table 28. The Thermal Availability of Hydrochloric Acid from Fabrics Treated With 
Various Chlorinated Materials 


Type 

Diphenyl 


Paraffin 


Chlorinated Body 
Chlorine 
Content 
% 

Add-On 

% 

Hydrochloric Acid Available 
% 

Theoretical From Pyrolysis 

Fraction 

Thermally 

Available 

54 

35.6 

14.7 

0.9 

.061 


40.7 

15.9 

0.5 

.03 


50.0 

18.6 

0 

0 

42 

10.4 

4.2 

0.7 

.17 


12.1 

4.7 

1.1 

.24 


19.4 

7.0 

1.7 

.24 


24.9 

8.6 

3.5 

.41 


30.6 

10.1 

4.2 

.41 


35.0 

11.1 

2.5 

.23 


43.1 

13.0 

4.6 

.35 


51.0 

14.6 

3.7 

.25 

70 

7.7 

5.1 

1.3 

.25 


11.5 

7.6 

4.9 

.66 


18.3 

11.7 

6.3 

.54 


26.0 

15.7 

8.7 

.55 


30.8 

18.2 

10.9 

.60 


39.6 

22.2 

12.5 

.56 


49.3- 

24.1 

14.4 

.55 


50.3 

27.7 

15.1 

.55 


Paraffin 
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siderable range, the value of which seems to depend not on the theoretically 
but the actually available hydrogen chloride from the chloiinatcd body. 
Thus for a wax containing 70 fo chlorine the optimum extends from a 

weight ratio of about 1 to 3, which includes the theoretical value of 

C.P. 

2.7 for an equal atomic ratio of chlorine to antimony. The practically 
available rsitio, since only about 50% of the potential hydrogen chloride 
is produced thermally from fabric treated with this wax and i)yrolyzcd at 
500° C., is 1.35 which is quite close to the practical minimum ratio of 1.0 
as shown in Figure 13. It appears also that this optimum ratio is inde- 



Figure 13. Variation in flame-retarding performance as a funclion of Hu; coinponcnl, 
ratio and the total add-on for the system including a 70% cldorinali'd parnllin. 


pendent of the total addition of the combination to the fabric, increasing 
amounts reducing the flaming tendencies markedly for add-on values of 
from 20 to 30%, and thereafter much more slowly. 

Added Glow Retardants. In the four-component systems including 
cellulose, antimony oxide, a chlorinated body, and a glow retardant, it is 
more convenient for fundamental studies to utilize a hydrochloric acid 
donor of high capacity. Aniline hydrochloride seems to be ideal for this 
purpose since at flame temperatures the dissociation is almost complete. 
Furthermore, it is practically inert as far as flame and glow rctardancy 
are concerned when it is applied alone to the fabric. Flowever, in combina¬ 
tion with antimony oxide the flameproofing is excellent while the glowing 






B. DVR ABLE TREATMENTS 


245 


proceeds as in the absence of the hydrochloric acid donor. This compound 
is of course of no practical value in fireproofing formulations due to its 
water solubility, but it permits studies in the multi-component systems 
without additive glow-retarding effects and eliminates considerations of 
possible catalytic dechlorination by the metallic oxide. 

Studies on retardant mixtures involving antimony oxide, aniline hydro¬ 
chloride and a borate are summed up in Table 29, where it is seen that 


Table 29. Summarized Flame and Glow-Retardant Effects in the System Including 


Antimony 

Oxide 

X 

Antimony Oxide, Aniline Hydrochloride and a Borate 

Original Component Flame- Glow- 

Aniline Boric Zinc proofing proofing Proposed 

Hydrochloride Acid Borate Good Poor Good Poor Active Components * 

X X 


X 




X 


X 




X 



X 

X 


Boric Acid 




X 


X 


X 


X 

X 



X 



X 

Antimony 

Oxychloride 


X 

X 



X 

X 


Boric Acid 


X 


X 

Fair 


X 


Zinc Chloride + 
Boric Acid 

X 


X 



X 

X 


Boric Acid 

X 



X 


X 


Fair 


X 

X 

X 


X 


X 


Antimony 
Oxychloride -t- 
Boric Acid 

X 

X 


X 

X 


X 


Antimony 
Oxychloride -1- 
Zinc Chloride -|- 
Boric Acid 

* The proposed active product directly 

responsible 

for the effects 

is given in the last 


column. 

although many of the components have no appreciable retarding effects, 
their mixtures are effective in both flame and glowproofing characteristics. 
In the light of the known flame-retarding qualities of zinc chloride and 
antimony oxychloride ^ when applied alone to fabrics and the anti-glow 
properties of boric acid, the proposed active ingredients in the system are 
given in the table. 

The action of antimony oxychloride may be demonstrated by direct 
application of this rather unstable compound or by precipitating it in a 
fabric by partial hydrolysis of antimony trichloride. In the borate system 
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it is seen that the theoretical ratio for the formation of antimony oxy¬ 
chloride coincides with the minimum flaming tendencies of fabrics treated 
with the combination while the anti-glow characteristics also favor this 
ratio as shown in Figure 14. Similar experiments with the four-component 



Figure 14. The efficiencies of various ratios of oxide to 
aniline hydrochloride in both flame and glow retardancy for 
a 35% add-on which includes 5% of a borate as the anti-glow 
constituent. 


system including a phosphate glow retardant lead to a similar optimum 
ratio of one atom of antimony per atom of available chlorine. Here it ap¬ 
pears that the addition of sodium phosphate does not improve the glowing 
characteristics, but “mild-base” phosphates such as diammonium phos¬ 
phate or zinc ammonium phosphate reduce the glowing tendencies to 
practically nil (Table 30). 










B. DURABLE TREATMENTS 


247 


Table 30. The ElRciencies of Various Phosphates as Anti-Glow Agents When Used With 
the Antimony Oxide-Aniline Hydrochloride 1 :1 Flame-Retarding System 



Total 


Vertical Test * 

Glow Retardant 

Add-On 

% 

Afterglow 

sec. 

Char Length 
in. 

None 

35.8 

> 100 

3.0 

5 % Trisodium Phosphate 

33.4 

> 100 

3.0 

5 % Zinc Ammonium Phosphate 

37.0 

7 

2.7 

6 % Diammonium Phosphate 

39.0 

3 

2.6 


* Afterflaming zero in all cases. 


General Requirements. From the above it is proposed that the re¬ 
quirements for effective flameproofing and glowproofing in this system 
are: 

1. Antimony oxide. 

2. A source of hydrochloric acid. 

3. A source of either boric acid or phosphoric acid. 

The mechanism via which the practically useful formulations fulfill these 
requirements is presumed to be as follows: 



Diagram of proposed mechanism for system: SbtO,, chlorinated 
body, glow retardant. 

Glowproofing components are limited to those substances which will 
produce one of the two acids either by thermal decomposition or by double 
decomposition in the presence of hydrochloric acid, and the final active 
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components must function in their flame- and glow-retarding actions by 
the chemical mechanisms forwarded in the previous chapter. However, 
the number of practical examples of good dual retarding properties in this 
system are limited by the lack of insoluble compounds which will undergo 
these reactions. 

The proposed mechanisms are substantiated by kinetic considerations 
of the reactions which lead to the formation of antimony oxychloride. 
Optimum conditions which theoretically should lead to its high instan¬ 
taneous concentration on the fabric actually show maximum flame-re¬ 
tarding efficiencies. However, these considerations propose homogeneous 
reactions which are only rough approximations for the multiphase hetero¬ 
geneous practical formulations. The mean retardancy should actually 
depend upon the effective concentration of the active component at any 
given point location on the fiber surface. In the limit this rests on the 
state of division of the pigment and its uniform application to the fabric. 
With solvent treatments the chlorinated wax or oil is quite intimately in 
contact with the fiber so that the main factor is the pigment. Here it is 
obviously more expedient to use higher rather than lower ratios in order 
to ensure adequate effective coverage with antimony oxychloride, as 
demonstrated in Figure 13, In the case of emulsion applications, both of 
the components are heterogeneously applied so that the characteristics of 
the dispersion become critical. Thoroughly homogenized and stable prepa¬ 
rations should favor better performance. However, irrespective of the 
method of application, this system of flameproofing inherently suffers from 
the high add-on disadvantage since it depends upon the yields from sev¬ 
eral consecutive reactions between heterogeneously applied phases. Such 
reactions are well known for their sluggishness. 

All of the above considerations pertain solely to the original flame- and 
glow-retarding characteristics of the treated fabrics, and do not consider 
their permanence to laundering. The removal of the flame-retarding con¬ 
stituents takes place only slowly by mechanical and emulsification i)roc- 
esses brought about by detergents, while the anti-glow reagent is usually 
lost by solution. To minimize this removal with its consequent deteriora¬ 
tion of protective properties it is apparent that it will be necessary to stray 
somewhat from the ideal formulations in order to provide greater adher¬ 
ence and decelerate diffusion processes. Consideration is given to these 
factors in the following section. 

b. Laboratory Impregnations 

Robert W. Little 

In the preceding section of this chapter the fundamental aspects of the 
antimony oxide-chlorinated wax type of flameproofing treatment have 
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been discussed outlining the variables existent in the flameproofing mix¬ 
ture and in the more complex formulations required for proper applica¬ 
tion to the fabric. The laboratory investigations which aid in the evolu¬ 
tion of these theories and lend support to their claims are presented in 
the following pages. 


(1) Fundamental Investigations 

Study of Separate Components. In a system as complex as these 
emulsion or suspension mixtures it is highly desirable to investigate the 
functions of the flameproofing ingredients separately without the compli¬ 
cations of the vehicle components. Since it is known that the flame-retard¬ 
ing mechanism concerns itself with the metallic oxide and the chlorinated 
body only, a series of experiments were performed in which these two 
components were applied to the fabric alone and in combination with each 
other. The pigment was added to the fabric as a suspension in methyl 
cellulose, it having been found that the latter had no apparent effect upon 
the flaming characteristics of cotton fabrics. The chlorinated resin or wax 
was applied as a solution in a suitable organic solvent which could be re¬ 
moved from the fabric by drying. The results of these investigations have 
been summarized in Table 31 showing several different ratios of two 
components and various add-ons of individuals and mixtures. Antimony 
oxide when api)lied alone displays no significant flame-retardant activity 
even at add-ons as high as 53%. Similarly, in most cases, the acid-form¬ 
ing materials investigated do not in themselves possess flame-retarding 
properties. The exceptions to this are ethylene-diamine dihydrochloridc, 
ammonium chloride and aniline hydrobromide. AVhen added to the fabric 
together, antimony oxide and the acid donors show an efficient flame- 
retarding action and a ratio of approximately 1 : 1 appears to be most 
effective in the majority of cases. Deviations on either side of this ratio 
have been found to require higher add-ons to achieve comparable re- 
tardancy. 

Acid Donors. A comparison of the acid-bearing materials gives some 
insight into the desirable characteristics of this component of the flame- 
proofing mixture. Of the chlorinated bodies considered, the most effective 
are aniline hydrochloride, 70% chlorinated paraffin and Vinylite VYNS, 
in that order. The 42% chlorinated paraffin, neoprene and the aroclors arc 
shown to be less effective in approximately the order listed. When mixed 
with antimony oxide, ethylenediamine dihydrochloride and the ammonium 
chloride exhibit a high degree of retardancy but considerations of their 
relative effectiveness is obscured by the flame-resisting properties which 
they possess in their own right. The effectiveness of other inorganic acids 
in the flameproofing system under discussion is indicated by the results 
obtained with aniline hydrobromide and aniline sulfate. Apparently the 
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Table 31. Flameproofing Efficiency of Antimony Oxide and Various Acid-Producing 
Materials, Alone and in Combination 



(45' 

^-Microhumer Flame Test) 





Total 

After- 

After¬ 



Materials Added and 

Add-On 

flame 

glow 

Char Area 

Flame Rate 

Ratio of Mixture 

% 

sec. 

sec. 

in* 

in./sec. (46°) 

Antimony 

42 % Chlorinated 






Oxide 

Paraffin 






1 

0 

5.6 

52 

> 100 

C.B.* 

.68 

1 

0 

18.9 

58 

> 100 

C.B. 

.61 

1 

0 

37.6 

> 60 

> 100 

C.B. 

.58 

1 

0 

53.0 

41 

> 100 

C.B. 

.44 

0 

1 

51.0 

completely consumed 

.75 

0.8 

1 

19.6 

10 

> 100 

B.E.** 

0 

2.0 

1 

32.2 

1 

> 100 

3.2 

0 

5.0 

1 

65.0 

0 

> 100 

2.4 

0 

Antimony 

70% Chlorinated 






Oxide 

Paraffin 






1 

0 

53.0 

41 

> 100 

C.B. 

.44 

0 

1 

50.3 

55 

0 

C.B. 

.54 

0.4 

1 

20.8 

59 

> 100 

C.B. 

.66 

1.5 

1 

37.7 

0 

> 100 

1.9 

0 

3.8 

1 

72.3 

0 

> 100 

1.9 

0 

Antimony 







Oxide 

VinyUte VYNS 






1 

0 

53.0 

41 

> 100 

C.B. 

.44 

0 

1 

31.5 

completely consumed 

.65 

0.35 

1 

18.5 

0 

> 100 

3.1 

0 

1.2 

1 

30.6 

0 

> 100 

2.6 

0 

3.6 

1 

63.5 

0 

> 100 

2.4 

0 

Antimony 







Oxide 

Neoprene 






1 

0 

53.0 

41 

> 100 

C.B. 

.44 

0 

1 

59.7 

45 

0 

B.E. 

.56 

1 

2 

29.0 

0 

> 100 

2.6 

.57 

1 

1.8 

38.6 

1 

0 

2.1 

0 

2.7 

1 

60.2 

0 

3 

1.9 

0 

Antimony 

Aniline Hydro¬ 






Oxide 

chloride 






1 

0 

53.0 

41 

> 100 

C.B. 

.44 

0 

1 

36.5 

> 60 

0 

B.E. 

.32 

1 

5 

22.4 

21 

> 100 

B.E. 

.50 

1 

2 

21.0 

0 

> 100 

5.3 

0 

1 

1 

25.5 

0 

6 

4.2 

0 

2 

1 

36.3 

0 

> 100 

4.1 

0 

4 

1 

77.4 

0 

10 

3.7 

0 
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Table 31 (cont’d.) 

Flameproofing Efficiency of Antimony Oxide and Various Acid-Producing Materials, 

Alone and in Combination 
{45°~Microbumer Flame Test) 


Materials Added and 

Total 

Add-On 

After- 

flame 

After¬ 

glow 

Char Area 

Flame Rate 

Ratio of Mixture 

% 

sec. 

sec. 

in* 

in./sec. (45°) 

Antimony 

Oxide 

1 

Ethylcnediamine 

Dihydrochloride 

0 

53.0 

41 

> 100 

C.B. 

.44 

0 

1 

19.2 

58 

— 

B.E. 

.27 

0 

1 

33.6 

4 

— 

3.0 

0 

0 

1 

44.4 

0 

__ 

2.5 

0 

1 

1 

23.0 

4 

__ 

3.9 

0 

2.2 

1 

20.7 

1 

— 

3.6 

0 

3 

1 

21.8 

0 

__ 

3.4 

0 

Antimony 

Oxide 

1 

Aroclor 1254 

0 

53.0 

41 

> 100 

C.B. 

.44 

0 

1 

50.0 

> 60 

— 

C.B. 

.33 

1 

1 

25.6 

9 

__ 

4.9 

0 

2.25 

1 

27.9 

14 

— 

7.4 

0 

3 

1 

41.0 

9 

— 

4.3 

0 

Antimony 

Oxide 

1 

Aroclor 1270 

0 

53.0 

41 

> 100 

C.B. 

.44 

0 

1 

11.3 

> 60 

_ 

C.B. 

.55 

1 

1 

24.5 

> 60 

— 

B.E. 

.50 

Antimony 

Oxide 

1 

Ammonium 

Chloride 

0 

53.0 

41 

> 100 

C.B. 

0.44 

0 

1 

23.4 

25 

__ 

B.E. 

0.12 

0 

1 

32.0 

0 

0 

2.9 

0 

1 

1 

13.7 

4 

— 

3.5 

0 

1 

1 

25.8 

0 

— 

2.1 

0 

Antimony 

Oxide 

1 

Aniline 

Sulfate 

0 

53.0 

41 

> 100 

C.B. 

0.44 

0 

1 

19.4 

23 

— 

B.E. 

0.38 

1 

1 

27.1 

> 60 

0 

B.E. 

0.45 

Antimony 

Oxide 

1 

Aniline 

Hydrobromide 

0 

53.0 

41 

> 100 

C.B. 

0.44 

0 

1 

8.3 

6 

— 

5.7 

0 

0 

1 

14.4 

0 

0 

5.4 

0 

0.84 

1 

14.5 

0 

> 100 

5.3 

0 

0.84 

1 

36.8 

0 

6 

3.1 

0 


* C.B.—Completely burned. 
B.E.—Burned to the end. 
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other halogen acids would function similarly to hydrochloric though m- 
Letation of the results obtained with the hydrobromide is compli ated 
b7the efficiency of the salt when present alone. The limited data availab c 
on comparable sulfates suggest that sulfuric acid does not 
as efficiently in this particular flameproofing mechanism as do the 1 c og 



Figure 15. Effect of blending chlorinated paraffins on their flame- 
retardant efficiency with antimony oxide. 


acids. Since the flameproofing mechanism is assumed to be the reaction 
of antimony oxide with hydrochloric acid at elevated temperature^ form¬ 
ing antimony oxychloride, the true fiameproofer, the amount of acid pres¬ 
ent and the availability when required would seem to be a possible ex¬ 
planation for the differences in performance demonstrated in Table 31. 
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This has been found to be true as illustrated by the data shown in Table 
28. Supplementary to this, aniline hydrochloride which is the most effec¬ 
tive of the materials tested also contains an adequate supply of hydro¬ 
chloric acid which is even more readily available. Obviously, in addition 
to containing sufficient hydrochloric acid in a readily available form, the 
chlorinated constituent must also be sufficiently non-volatile to allow it to 
remain on the fabric at the elevated temperature for a period long enough 
to permit the release of the acid. 

Function as Binders. In addition to serving as a source of the acid 
required in the dameproofing reaction, the wax or resin also functions as 
a binder to cement the solid constituents to the fabric and improve the 
permanence of the treatment. The importance of this function will be 
apparent in later considerations of the emulsion and suspension treat¬ 
ments. Using a 40% chlorinated paraffin in conjunction with antimony 
oxide the resultant treated fabric possesses good hand characteristics but 
the retardancy obtained is of relatively low order and is subject to removal 
by leaching and laundering treatments. With mixtures of 70% chlorinated 
paraffin and antimony oxide, however, the treated fabric is more effectively 
flameproofed and more resistant to leaching action but the fabric is stiff 
and boardy. In an attempt to reach a compromise of flame retardancy, 
permanence and hand characteristics, blends of the two chlorinated paraf¬ 
fins were employed in the flameproofing mixture. It was thought that the 
40% material would serve in the capacity of a plasticizer for the solid 
wax of higher chlorine content and yet the mixture still retain some of the 
desirable properties of available acid and resistance to detergent action. 
The curves of Figure 15 bear out this expectation, the mixture being much 
superior to the 42% chlorinated paraffin in flame-resistant activity. Later 
data will indicate that it is also more effective in resisting leaching and 
laundering and preserving the hand characteristics of the untreated fabric. 

(2) Practical Formulations 

(a) Oil-in-Water Emulsions 

After fundamental consideration of the function of the flameproofing 
components the problem remains to arrive at a practical formulation for 
effectively applying the mixture to the fabric. Due to the simplicity of 
adaptation to commercial finishing practices the first laboratory applica¬ 
tions were attempted in the form of an oil-in-water emulsion. In order 
to secure an emulsion sufficiently stable to allow its use in an application 
of this type, several variations in composition were required, mainly the 
incorporation of a diluent, emulsifying agent and stabilizer into the mix¬ 
ture. In the early investigations, 42% chlorinated paraffin was used due to 
its favorable viscosity, ammonium oleate was selected as the emulsifying 
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Table 32. Variations in the Stability of Antimony Oxide-Chlorinated Paraffin Oil-in 

Water Emulsions 


Chlorinated 

Composition of Emulsion (parts by weight) 


Stability 

ParafiBn (42%) : 
Antimony Oxide 

Solvesso 

Oleic Acid 

Cone. 

Aimmonium 

Methyl Cellulose 


Sotmnitimi in 
2 days at 21° C, 
% fiy volume 

(1 :1.6) 

#2 

U.S.P. 

Hydroxide 

(4% soln., H.V.) 

Water 

40 

0 

4 

4 

0 

52 

51.4 

40 

0 

6 

6 

0 

48 

3.0 

40 

2.5 

4 

4 

0 

49.6 

48.0 

40 

2.5 

6 

6 

0 

45.5 

8.8 

40 

5 

4 

4 

0 

47 

38.8 

40 

5 

6 

6 

0 

43 

3.2 

40 

7.5 

4 

4 

0 

44.6 

30.6 

40 

7.5 

6 

6 

0 

40.6 

0.0 

40 

10 

4 

4 

0 

42 

30.2 

40 

10 

6 

6 

0 

38 

0.0 

40 

0 

4 

1 

4 

46 

43.6 

40 

0 

5 

1.25 

4 

45.75 

46.2 

40 

2.5 

4 

1 

4 

46 

29.2 

40 

2.5 

2 

0.5 

4 

46.5 

41.7 

40 

5 

4 

1 

4 

46 

1.3 

40 

5 

2 

0.5 

4 

46.5 

40.9 

40 

7.5 

4 

1 

4 

46 

0.0 

40 

7.5 

2 

0.5 

4 

46.5 

27,2 

40 

10 

4 

1 

4 

46 

0,0 

40 

10 

2 

0.5 

4 

46.5 

7.7 

40 

5 

4 

0.25 

8 

42.75 

32.9 

40 

5 

4 

0.5 

8 

42.5 

4.2 

40 

5 

4 

0.7 

8 

42.3 

2.4 

40 

5 

4 

1.0 

8 

42.0 

1.1 

40 

5 

4 

1.3 

8 

41.7 

1 l.K 

40 

5 

4 

2 

8 

41 

18.2 

40 

5 

4 

3 

8 

40 

25 


agent and methyl cellulose as a stabilizer. The effect of variations in tlicsG 
ingredients upon the stability of the emulsion obtained are summarized in 
Table 32. On the basis of these experiments the following formulation was 
derived for a stable emulsion: 


Chlorinated paraffin (42 %)-antimony oxide 
Light petroleum fraction (Solvesso §2) 
Oleic acid 

Cone, ammonium hydroxide (28-29%) 
Methyl cellulose (H.V., 4% in HjO) 

Water 


40 j)arl,H 
f) “ 

4 “ 

1 “ 

4 " 

40 “ 


_ Optimum Ratio. The ratio of chlorinated paraffin to antimony oxid 
m the pigment was originally set at 1:1.6 which was calculated to b^ 
theoretical for the quantitative conversion of antimony to antimony oxy 
chloride. Realizing that this method of application might influence th 


B. DURABLE TREATMENTS 


255 


(M 00 05 

pq CO irf pq 




>0 lO 


' 5? -S 

\ 'S t g ” 

S ^ to « (N 
^ g O 
o g 


^ t> CO 

pq CO 


i> 

CO 




f ^^T■■i■-■ -■ ■ 

• ' 1 / 


O o o 


Ph o 


» £ 


W H 


511'^ w rt 


.S (U 


w pq H H m 

pq pq pq pQ pq 


& 

M 




0 




w t 
I 

* T ^.! 

m ’X) 


Cl 3 

g ^ 


B O 


S 


w 


CO 




pq cd pq 


fl'S'PutOlOCO rH(NT-H 

I ^ I g >0 CO (N 


w 

pq 




TjH l> (N 

i> to od 


to 

»> 


— B 

.29 o ® *>; °q 
.’B'cit-' ad id Q 
B’O (N CO ^ 


to CO T-j (N 

CJ5 id to 

<-< (N CO (N 


> 

•Sd 


t3 

d 




(M 


^ P rn 

O 5 CP 

“3 I 

<j g pq 
* o * 
o * 

.a 


8 R A 







256 


FLAMEPROOFING PROCESSES 


effectiveness of the flameproofing ingredients, either due to improper 
particle size or poor distribution in the fabric, the influence of the ratio 
of the metallic oxide to the wax was investigated when added in the above 
emulsion. It was found, as shown in Table 33, that an optimum ratio was 
approximately 1:1 rather than the 1:1.6 originally arrived at by theoretical 
considerations. This is in agreement with the findings of Table 28, i.e., 
that only a fraction of the chlorine content of the chlorinated paraffin is 
readily available as hydrochloric acid at flame temperatures. 

Addition of Glow Retardants. One of the principal criticisms of this 
general type of flameproofing treatment^ particularly with resi)ect to its 
use on clothing fabrics, was the highly excessive afterglow which occurred 
in all cases. In an attempt to reduce or prevent this glowing reaction, 
several different glow-retarding compounds of restricted solubility were 
incorporated in the emulsions. The general formulation used in preparing 
these emulsions was the same as that previously given, the glow retardant 
being added in partial substitution of the oxide-wax pigment. As indicated 
by the data of Table 34, none of the materials investigated was completely 
effective but a considerable improvement was achieved particularly in 
the case of zinc borate and phenyl diamidophosphate. The addition of the 
glow-retarding constituent reduced the stability of these emulsions some^ 
what and variations in the emulsifying agent used or the amount of sta¬ 
bilizer present did not significantly improve the stability. In attempting 
to increase the amount of glow retardant added, the stability was imi)aired 
to such an extent that the emulsion could no longer be applied to the 
fabric. 


(6) Water-in-Oil Emulsions 

In order to achieve greater stability and also allow the addition of more 
of the glow retardants, a water-in-oil emulsion was developed. The com¬ 
position of subsequent emulsions of this type was as follows: 

WS'ter 50 parts 

42% Chlorinated paraffin-antimony oxide (1 :1) 28 “ 

Glow retardant 5 “ 

Light petroleum fraction (Solvesso #2) 12 “ 

Rezyl 5 “ 

In these experiments also, the data of which are summarized in Table 
35, zinc borate and phenyl diamido phosphate were the only glow re¬ 
tardants tested which materially improved the afterglow of the emulsion- 
treated fabric. The efficiency of the additional amounts of glow retardant 
in the water-in-oil emulsions was no greater than the smaller amounts in 
the emulsions with water as the external phase. The stability was mark¬ 
edly improved, however, and made effective impregnation easier. 

Variations of Metallic Oxide. Many metallic oxides, other than 
antimony oxide, have been reported to be effective in preventing after- 









* All emulsions contain 5% zinc borate and 20 parts/100 of the flame retardant. 
** B.E.—Burned to the end. 
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flaming in flameproofing mixtures of this type. Using the same formulation 
given above, a series of water-in-oil emulsions were prepared substituting 
other materials in whole, or in part, for antimony oxide. The results of 
these experiments as presented in Table 36 indicate that antimony pentox- 
ide, zinc oxide, stannic oxide and manganese dioxide are inferior to anti¬ 
mony trioxide in the prevention of afterflaming, at least when applied in 
this manner. A 1:1 mixture of antimony trioxide with the pentoxide or 
oxytrichloride is equal to or better than the trioxide alone. A similar 
mixture of antimony trioxide with zinc oxide in the ratio of 1:2 is not as 
effective in the prevention of afterflaming but appears to be superior 
in its glow-preventing properties. 

Variations of Chlorinated Body. Since the experiments portrayed 
in Figure 15 indicated that a mixture of the 70% and 42% chlorinated 
paraffins would be superior to the 42% product alone and also because of 
the distinct advantage of the mixture with respect to the hand of the 
fabric, a series of emulsions were prepared and tested in which the mixture 
replaced the 42% material. The data presented in Table 37 indicate a 
slight improvement in flame resistance and a much more striking increase 
in both the efficiency and permanence of the glow retardancy achieved. A 
similar emulsion in which the 42% chlorinated paraffin was replaced with 
Vinylite VYNS displayed flameproofing properties superior to the low 
chlorine content paraffin alone and slightly inferior to the mixture of the 
two paraffins. This is again in agreement with the proposition that the 
effectiveness of the oxide-chlorinated body mixture is dependent, at least 
in part, upon the amount of hydrochloric acid available and the ease with 
which it may be released. In order to obtain a satisfactory emulsion in this 
case the composition had to be altered as follows: 


Water 

28.6 parts 

Vinylite VYNS 

5.7 

H 

Triphenyl phosphate 

6.8 

ti 

Antimony oxide 

6.8 

tl 

Zinc borate 

3.4 

ii 

Rezyl 

3.4 

ti 

Dichloroethane 

45.4 



The dichloroethane was substituted for the light petroleum fraction in 
order to effect solution of the copolymer chloride-acetate resin and tri¬ 
phenyl phosphate was required to plasticize the relatively stiff fabric 
obtained from the resin treatment. It is possible that with the amount of 
plasticizer added, the phosphate may have contributed somewhat to the 
effectiveness of the treatment. 

Variations of Solvent. With the thought that the use of a volatile 
and highly inflammable solvent in a process of this type might constitute 
a hazard in the average finishing plant, attempts were made to replace the 
petroleum fraction with a non-inflammable diluent such as carbon tetra- 
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chloride. Using the mixture of chlorinated paraffins which had proven itself 
to be more effective than either used separately^ the following emulsion 
was prepared: 


Water 

44.2 parts 

Chlorinated paraffin (42 %) : antimony oxide (1 :1) 

16.0 

tl 

Chlorinated paraffin (70 %) 

3.6 

it 

Zinc borate 

5.3 

ii 

Rezyl 

4.4 

a 

Carbon tetrachloride 

26.5 

it 


Comparisons with fabric treated with standard emulsion containing sol- 
vesso showed no appreciable difference between the two preparations be¬ 
fore or after six laboratory launderings. 

In the course of the laboratory experimentation with the emulsion type 
of flameproofing treatment it was found that adjustment of the add-on 
obtained could be more easily made by variations in the pressure of the 
squeeze rolls than by attempting to vary the concentration of the emul¬ 
sion. The minimum effective add-on for this treatment was found to be in 
the neighborhood of 30%. To insure sufficient impregnation and adequate 
coverage the add-on should be slightly above 30%. Lower additions of the 
retardant mixture led to inconsistencies in the effectiveness of the treat¬ 
ment, particularly with respect to the permanence of the retardancy. Ap¬ 
plications to both regular 8.5 oz. herringbone twill and the same fabric 
after all traces of sizing had been removed by an enzymatic and scouring 
treatment showed that there was no apparent difference in the effective¬ 
ness of the impregnations obtained. As was pointed out in the earlier 
sections on the urea-phosphate type of process, the effectiveness of the 
treatment in that case was greatly dependent upon the absorbency of the 
fabric. 

Most Satisfactory Formulation. As a result of the experimentation 
just considered, the following formulation was selected as representing the 
most effective mixture for the application of the antimony oxide-chlorin¬ 
ated paraffin flameproo'fmg agent in the form of an emulsion: 


Water 

50.0 parts 

Antimony oxide 

11.3 

ft 

Chlorinated paraffin (42%) 

5.7 

ft 

Chlorinated paraffin (70%) 

3.8 

tt 

Zinc borate 

5.7 

tt 

Rezyl 

4.7 

tt 

Trichloroethylene * 

18.8 

tt 


This water-in-oil emulsion was applied to 8.5 oz. herringbone twill by 
small-scale commercial techniques and the efficiency of the flameproofness 

*Tlie light petroleum fraction was replaced by trichloroethylene in order to avoid 
the hazard of inflammability. The tests carried out on the treated fabric indicate that 
in this particular instance the effectiveness of the treatment with this solvent was 
slightly inferior to that normally obtained with the petroleum solvent. 


Table 38. Substitution of 40% Chlorinated Paraffin and 70 % Chlorinated Paraffin for Vinyhte VYNS in the Antimony Oxide-Vinylite 

Solvent Suspension Treatment 






* B.E. — Burned to the end. 
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obtained compared to that of the other types of durable treatments. The 
results of the evaluation tests on this treated fabric will be presented in 
the following chapter. 


(c) Solvent Suspensions 

Since the antimony, oxide-chlorinated resin type of flameproofing mix¬ 
ture had been previously used by the Chemical Warfare Service Labora¬ 
tories at the Massachusetts Institute of Technology and also in the 
tentage program of the Quartermaster Corps in the form of a solvent sus¬ 
pension, an attempt was made to apply the glowproofed combination 
developed above in the suspension form. It was felt that comparable glow- 
resistant properties could be incorporated into that treatment and that 
the method of application might produce a greater degree of permanence 
than was achieved with the emulsion. The general formula for the solvent 
suspensions prepared was as follows: 


Copolymer vinyl chloride-acetate (Vinylite VYNS) 

8.8 

parts 

Antimony oxide 

8.8 


Zinc borate 

2.9 

(( 

Triphenyl phosphate 

8.8 

({ 

Methyl ethyl ketone 

70.7 

ll 


Investigations of the effectiveness of this treatment on 8.5 oz. herring¬ 
bone twill led to the decision that, as in the case of the emulsion, the 
minimum effective add-on was approximately 30%. Adequate flame rc- 
tardancy was achieved with additions of approximately 27% but (he 
resistance to afterglow was much better, both initially and after launder¬ 
ing, with add-ons slightly above 30%. 

Variations of Chlorinated Body. With the intention of im])roving 
the objectionable hand of the fabric treated with the Vinylitc mixture, 
suspensions were prepared in which the resin was partially or wholly 
replaced by 40% or 70% chlorinated paraffin. Half of the preparations in 
this series contained zinc borate while the remainder did not possess any 
added glow retardant. The results of these investigations, as summarized 
in Table 38, verified the findings of the emulsion experiments as to the 
relative efficiencies of the different chlorinated products in i)rcvcnting 
afterflaming. The order of effectiveness of the three materials employed 
was 70% chlorinated paraffin > Vinylite VYNS > 40% chlorinated paraf¬ 
fin which was shown earlier to be in the same order as the relative amounts 
of available hydrochloric acid and the ease with which it was liberated at 
combustion temperatures. The formulations which included zinc borate 
were noticeably superior in their glow-resistant properties to those which 

25 M.I.T.—M.R. No. 45—Memorandum Report, “Fireproofing of Fabrics”—George 
Cohen, 1st Lt., C.W.S. (Sept. 24, 1944). 
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contained no added glow-retarding ingredient, particularly with respect 
to the permanence of the treatment. As far as the hand of the finished 
fabric was concerned, the mixtures containing greater amounts of 40% 
chlorinated paraflBin were more satisfactory from that standpoint but 
exhibited less effective flameproofness. The use of the 70% wax did im¬ 
prove the flameproof characteristics but the hand of the fabric in this 
case was no better than with Vinylite alone. The add-ons obtained in this 
series of experiments were somewhat lower than the 30% desired. For this 
reason the data do not represent the maximum efficiency of these treat¬ 
ments but is felt to be satisfactory for drawing comparisons between the 
different mixtures. 

As indicated in Table 38, the glow retardancy obtained with these sol¬ 
vent suspension treatments is fairly good but is impaired by standard 
laundering procedures. In order to investigate the relationship between the 
degree of polymerization of the resin and its covering and binding prop¬ 
erties, a series of treatments were carried out in which Vinylite VYNS was 
replaced by similar copolymers of both higher and lower average molec¬ 
ular weights. The results of these experiments are presented in Table 39, 


Table 39. Substitution of Vinylitcs VYHH and VYNL for VYNS in the Antimony 
Oxide-Vinylite Solvent Suspension Treatment 


Resin 

No. of LaundprinRS 
in 0.6% G.I. Soap 

Add-On 

% 

Afterflamc 

Aftorpilow 

sec. 

C!har Area, in ^ or 
Char Length, in. 



(_45°-Microburner Flame Test) 



VYHH 

0 

29.6 

0 

0 

2.9 

VYNS 

0 

26.4 

0 

3 

4.5 

VYNL 

0 

27.3 

0 

2 

2.9 

VYHH 

3 

29.6 

0 

3 

2.7 

VYNS 

3 

26.4 

0 

48 

3.7 

VYNL 

3 

27.3 

0 

0 

3.5 

VYHH 

6 

29.6 

0 

130 

3.3 

VYNS 

6 

26.4 

0 

63 

3.7 

VYNL 

6 

27.3 

2 

0 

3.4 



(Veriical-Bunscn Flame Test) 



VYHH 

0 

30.2 

0 

2 

4.5 

VYNS 

0 

27.9 

0 

4 

4.5 

VYNL 

0 

29.3 

0 

3 

4.5 

VYHH 

3 

30.2 

0 

70 

4.0 

VYNS 

3 

27.9 

0 

43 

4.5 

VYNL 

3 

29.3 

0 

45 

4.7 

VYHH 

6 

30.2 

0 

158 

4.5 

VYNS 

6 

27.9 

0 

103 

4.7 

VYNL 

6 

29.3 

0 

108 

5.0 


Vinylite VYHH being of lower molecular weight than VYNS. There is no 
striking difference in the performance of the three resins in this particular 
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mixture although the tougher film of VYNL does exhibit a significant 
improvement in the retention of zinc borate on laundering. From a prac¬ 
tical standpoint, however, the improvement in the permanence of the glow 
resistance is counterbalanced by the unfavorable solubility of the high 
molecular weight resin and the extremely stiff finish of the treated fabric. 

Most Satisfactory Formulation. As in the case of the emulsion 
treatment, a preferred formulation was selected on the basis of the experi¬ 
ments just described and a larger yardage of fabric processed by small- 
scale commercial techniques. The mixture employed for this application 
was identical with that given above with the exception that, for safety 
reasons, methyl ethyl ketone was replaced by isophorone. In this case also 
the efficiency and permanence of the glow retardancy obtained were some¬ 
what inferior to that experienced in the laboratory applications using the 
former solvent. Test data evaluating this treated fabric comparatively 
with the other durable type treatments are also presented in the following 
chapter. 


c. Industrial Processing 
(1) Solvent Suspension 

C. H. Masland, 2nd and Eugene B. McBride 
(a) Processing of 242 Finish by Impregnation * 

Up to the present time, experience in the commercial application of the 
pigment-type flameproofing processes in the form of a solvent suspension 
has been limited primarily to the tentage finish as described in Tentative 
Specification J.Q.D. 242, December 2, 1942. The fabric thus impregnated 
is designated as “Duck, Cotton; Fire, Water and Weather Resistant.” 

During the war considerable yardage of cotton duck was processed with 
this finish employing both the immersion and roller and knife methods of 
application with equal success. This discussion will deal only with the 
immersion or “impregnation” method. 

In preparing the impregnating compound, a paste is ground using prin¬ 
cipally the color pigments and a portion of the chlorinated paraffin. A 
second paste is prepared incorporating the antimony oxide and inhibitors. 
The two pastes are thoroughly mixed and then the additional resin solu¬ 
tion and the remainder of the chlorinated paraffin are added. Finally, 
sufficient solvent is added to produce a compound having a total solids 
content of 80% by weight. This mixture is taken from storage as required 
and diluted for use in a large mixing tank. The compound is then fed from 

♦Contributed by Eugene B. McBride. 
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the mixer directly into the impregnating tank by gravity-flow through a 
heated pipe line. 

The details of the application process are shown diagrammatically in 
Figure 16. The cloth is first heated on copper dry cans, fed by the con¬ 
ventional methods of either laminating the sewed rolls or by the use of 
scray. The predrying of the grey duck drives out most of the moisture 
rendering the fabric more absorbent. The fabric passes through a tension 
device into the V-shaped impregnation tank. The contents of the tank are 
continually mixed by means of a screw-type agitator in the bottom having 
a right and left thread so as to produce a circular motion of the compound. 



Figui'o 16. C'onuiiorcial in.stallation for the processing of fabrics by 
impregnation. 

The tank is steam-jacketed and regulated to maintain a compound tem¬ 
perature of 110 =t 5° F. As shown in Figure 16, the fabric is deeply im¬ 
mersed into the compound, passes through a set of steel squeeze rolls fol¬ 
lowed by a second immersion. After the second dip the cloth proceeds 
through a set of doctor blades to the dryers. 

It is worthwhile to note that the three bars in the tank, around which 
the fabric passes, do not rotate. They are held stationary to aid in pene¬ 
tration by producing an additional rubbing action which tends to force 
the compound into the fabric. The steel squeeze rolls are hollow having a 
diameter of 8 inches and are operated at a total pressure of 2000 pounds 
by means of the conventional lever system. The doctor blades consist 
of angle irons to which are clamped 2-inch strips of 0.020-inch hardened 
steel. This clamping arrangement permits new strips of material to be 
inserted quickly and easily. 
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In the drying stage of the process the fabric passes around a bank of 
vertical copper dry cans and then into a loop dryer. Sufficient drying is 
obtained on the cans to prevent marking of the finish by the sticks in the 
loop dryer. The latter is 30 feet long and contains four large fans for air 
circulation and an exhaust blower which produces six complete changes of 
air per minute. Approximately 250 yards of fabric are in the loop dryer at 
one time affording ample time for thorough drying at the operating 
temperature of 250 dz 10° F. 

On leaving the dryer, the cloth is laminated onto skids, allowed to cool 
in this position for at least one hour and finally packed into appropriate 
rolls for shipment. 

In processing Army duck by this method the fabric runs at a speed of 25 
yards per minute per strip using a suspension containing 60% solids. The 
installation is wide enough in this case to accommodate two strips of fabric 
of widths up to 36 inches. 

The finishing process described in the preceding pages has been em¬ 
ployed in finishing several million yards of cotton duck to meet the 
requirements of Tentative Specification J.Q.D. 242. The four factors 
involved which assist in obtaining better penetration are: 

1. Reduction of the moisture content of the grey goods to a minimum. 

2. Maintenance of the treating compound at the proper uniform 
temperature. 

3. Use of squeeze rolls to force the compound into the fabric. 

4. Use of rubbing bars. 

The doctor blades are used after the squeezing and rubbing operations in 
order to prevent squeeze roll marks and produce a smooth, clean sui'face. 

Many variations of the above process have been employed. While 
squeeze rolls and doctor blades are frequently used in series as shown, they 
may be used separately. The elimination of either one, however, may 
prevent the successful running of hard texture, heavy fabrics. Consider¬ 
able variation may be made in the drying equipment without any effect on 
the finished fabric. Copper dry cans may be used exclusively but the 
danger of baking the finish if too many cans are employed should be kept 
in mind. The cloth may be led into vertical drying towers in which it 
passes over steel rolls located at the top and bottom of the tower. If the 
fabric is pulled by a card cloth roll at the output end of the dryer, the 
inside steel rollers may be run slightly faster, thus keeping the rolls clean 
and preventing printing of the finish. 

The immersion technique described has been employed in processing 
tentage fabrics of several weights and weaves, ranging from hard texture, 
heavy duck, to tent twill, without any mechanical or technical difficulties. 
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(b) Processing of B42 Finish with Roller and Knife* 

In addition to the foregoing immersion method, cotton duck was also 
treated to conform to J.Q.D. 242 Specifications by applying the pigment- 
chlorinated paraffin-resin-solvent suspension by means of a knife or doctor 
blade. The three principal variations of this general process will be con¬ 
sidered in this discussion. 

In the first method, shown diagrammatically in Figure 17, the fabric is 
impregnated on one side only. After complete drying the fabric is turned 



and re-run in order to impregnate the other side. The cloth first passes 
underneath a knife, the treating compound being run onto the fabric so 
as to form a pool ahead of the blade. The fabric then i)rocccds into a 
ventilated drier where volatile solvents are removed. In this simplest case, 
dependence is placed upon the pressure between the doctor blade or knife 
and the cloth to cause penetration of the compound into the interstices of 
the fabric. 

In a second variation of this knife-coating process, the fabric is im¬ 
pregnated on both sides in one continuous operation, as illustrated in 
Figure 18. The cloth passes under a knife maintaining a pool of com])ound 
on the fabric ahead of the blade, and is then turned around a roller system 
and similarly impregnated on the other side of the fabric. In this case, the 

* Contributed by C. H. Masland, 2nd. 
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treated material is dried on cylinders rather than in a ventilated hot-air 
dryer. The compound is usually prepared with a lower solvent content 
than in the case of the first method described. Penetration of the mixture 
into the fabric is secured not only by the pressure of the knives upon the 
cloth but also by the use of higher temperatures in the drying process. By 
raising the temperature of the cloth above the melting point of the com¬ 
pound while in contact with the drying cans better impregnation can be 
attained. 

In a third method, shown in Figure 19, the compound is held in a trough 
containing two feed rollers. The fabric passes over the upper surface of 
the feed rolls being held in tight contact by idler rollers. Having picked up 
the impregnating mixture from the feed rollers, the cloth passes over a 
knife which scrapes off excess compound and causes further compression 
into the fabric. In this case, impregnation is secured by a combination of 
the pressure of the cloth against the feed rolls and against the knife. After 
one side of the cloth has been processed it may be dried and re-run, or it 
may be turned around rollers and the other side similarly impregnated in 
one continuous operation prior to drying. In this third variation, employ¬ 
ing roller and knife, the viscosity and solvent content of the mixture can 
be intermediate between those of the compounds employed in the first 
two techniques. 

In all three methods of knife impregnation, uniformity of results de¬ 
pends upon several factors pertaining to the cloth, compound, knife and 
feed rollers. The cloth should be carefully controlled as to the tightness of 
weave, tension and flatness while being processed and uniformity of fabric 
temperature. The composition, viscosity, surface tension and temperature 
of the impregnating mixture must be maintained as nearly constant as 
possible. Finally, the pressure of the knife and feed rollers against the 
cloth must be held constant and attention must be given to the angle and 
sharpness of the knife and the arc of contact of the cloth with the applying 
rollers. The details of the methods of application discussed will of neces¬ 
sity vary from one plant to another. For that reason, one plant employing 
the third method above will be described in greater detail. 

The treating compound was prepared in three stages. A rosin-modified 
phenol formaldehyde resin was crushed and then dissolved in an aromatic 
solvent in a steam-jacketed mixer at 30° C. Chlorinated paraffin was 
added to this varnish solution and agitated until dissolved. All ]ngments 
were formed into a slurry utilizing the remainder of the chlorinated paraf¬ 
fin and a small amount of solvent as the blending medium. Proper amounts 
of each of these two stock mixes were then pumped into weighing cans 
and combined in a final mixer. The final mix contained approximately 
43% pigment, 57% resin and chlorinated paraffin and 28% solvent. Only 
the solvent used in dissolving the resin was aromatic, solvent added in the 
final mix and used in thinning the pigment slurry being a mixture of 
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Figure 19. Commercial installation for the continuous two-side impregnation of 

fabrics by roller and knife. 
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Stoddard Solvent and V.M.P. Naphtha. After completing the final mix, 
samples were tested for viscosity and surface tension. The compound was 
then pumped from the final mixing tank to the application trough in a 
closed circuit. The pipes leading to and from the application trough were 
enclosed in an insulated box along with a steam pii)e permitting regula¬ 
tion of the temperature of the compound being delivered. The mixture in 
the treating trough was agitated by withdrawing from the bottom of the 
trough and returning to the bath by pumping through distributing nozzles 
along the side at surface level. The suspension was circulated in this 
manner in order to insure uniformity of composition and also to maintain 
constant temperature at the point of application. 

The grey cloth was lapped onto trucks from rolls as received, sewn end¬ 
less and passed between brushes and suction nozzles to remove fibers and 
loose particles. Controlled by an automatic guider, the fabric was then 
passed over steam-heated cylinders which were driven at a differential 
speed to develop a tension in the cloth. The cylinders or dry cans were 
regulated for a fabric temperature of 110° F. which was found to aid in 
securing penetration of the heavier number ducks. The tension of the cloth 
on and between the hot cylinders caused it to conform to the cylindrical 
surface and at the same time assisted in stretching out slack places in 
the cloth. It will be noted that the tension developed was not carried over 
into the dryer since it was caused only by the differential in the speeds of 
the two cylinders. The tension of the cloth passing over the knife and into 
the dryer was controlled separately. 

The knives used were 28-gago steel blades backed up l)y strips of 
heavier 18-gage steel. These were adjusted, as shown in Figure 20, with 
the end of the heavier strip 5/16 of an inch below the iippcu' edge of the 
28-gage blade. This system provided the desired fh'xibilil-y so (hat the 
knife could follow irregularities in the cloth and yet retained sufTicient 
stiffness to produce pressure. 

As shown in Figure 19, the fabric passed from one imin-egnation unit in 
the next permitting continuous processing of both sides of the cloth. From 
the second trough the cloth was led directly into the dryer. Tn the first 
dryer, air at 185° F. was blown against both sides of (lie fabric at high 
velocity and circulated throughout by means of a fan and heater system. 
The cloth proceeded on into a second dryer in which it was again sub¬ 
jected to high velocity hot air, this time at 175° F., similarly circulated 
through a heater and fan system. Exhaust fans were installed in both 
dryers and sufficient solvent vapors were removed and fresh air introduced 
to restrict the solvent content of the air in the dryer to less than 70% of 
the lower explosive limit of that particular solvent-air mixture. Following 
drying, the finished fabric was measured and rolled ready for warehousing. 

Safety Precautions. Although the safety measures needed will vary 
from plant to plant, certain points may be mentioned as being of possible 
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general interest. All solvents were held in underground storage tanks and 
pumped by motor-driven pumps directly to the mixing tanks. The pump 
motors were controlled by push buttons at each mixing tank and it was 
necessaiy for the operator to stand at the tank with his finger on the con¬ 
trol button while the tank was being filled. All mixing tanks were vented 
to the outside atmosphere. They were also thoroughly grounded, and all 
driving belts both for mixers and dryer fans were equipped with static 
removers. All mixing tanks were equipped with automatic CO 2 extin¬ 
guishers with outlets under the lid of the tank. Motors were set more than 
six feet above the working floor. All switches were safety switches of the 
enclosed vapor-proof type as was also the case with all lighting fixtures. 



Figure 20. Diagram of 
knife or "doctor-bladn” 
employed in the knifo- 
coating of fabrics. 


The coating troughs were housed in separate enclosures, each enclosure 
having its own exhaust system. Also each enclosure was cai)able of being 
flooded with COo from nozzles both directly over the impregnating troughs 
and throughout the enclosure. These CO^ nozzles were controlled by rate- 
of-temperature-rise controllers placed over the impregnating troughs in 
each enclosure. In all cases, the CO 2 could also be released manually. 

The dryers were protected by automatic sprinklers and ojien steam 
nozzles capable of being manually operated in case of fire. The first dryer 
in which the greatest amount of solvent was evaporated was protected by 
an Explosimeter which continually drew samples of the atmosphere from 
within the dryer and analyzed them for solvent content. The second dryer 
was similarly equipped. All exhaust fans and the two Explosimeters were 
connected electrically with the driving mechanism of the installation so 
that a failure of a fan or an increase in the solvent content of the dryers 
above 70% of the lower explosive limit would shut down the whole range. 

In addition to the stationary explosimeters a portable model was used 
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to test the atmosphere at 15 danger points during each shift. All hand 
tools, such as wrenches or chisels, were made of beryllium copper in order 
to avoid the hazard of sparks. 

Although only a relatively small portion of aromatic solvents was used 
in the compound and each tank was individually vented to the atmosphere, 
it was considered desirable to check each individual working in that de¬ 
partment to determine whether his health was being affected by the in¬ 
halation of toxic aromatic solvents. For that purpose, a blood count was 
made of each workman at regular intervals. A decrease in the red cell 
count is indicative of possible cumulative effects of breathing benzol or 
toluol. 

Doubtless many improvements in method will be made but the fore¬ 
going processes gave satisfactory results as to quality and safety during 
the war. 


(2) Emulsion 
Joseph R. Morton 

As has been previously mentioned, practically all treatments for the 
flameproofing of textiles by the metallic oxide-chlorinated body typo of 
process had been done, prior to our entry into World War II, from solvent 
suspensions. These suspensions were generally applied with knife coating 
equipment similar to that used for pyroxylin coatings. This method of 
application was slow, and in many instances the cloth was subjected to 
two runs, coating one side at a time. This procedure was gradually re¬ 
placed by a single immersion where two knives or doctor blades were used 
to scrape the excess from each side. 

The types of compounds used for such processes consisted indmarily of 
mixtures of chlorinated rubber, chlorinated paraffin, borates, resins, color 
pigments and solvent. 

Treatments applied in the above manner presented difficulties as re¬ 
gards processing, fabrication, and later service under the conditions for 
which they were used. At best, the application to the fabric was quite slow 
and costly, and, in addition, presented serious hazards because of the in¬ 
flammable nature of the solvents employed. The treated cloth was usually 
dried at temperatures considerably above the flash points of these solvents, 
and to this one hazard alone can be attributed a number of fires and ex¬ 
plosions resulting in both loss of life and property damage. 

In addition, the finished cloth was in many instances very difficult to 
handle during the fabrication operations. Some of it was sticky, crocked 
badly, and was not in good condition for cutting and sewing. Trouble was 
also experienced during fabrication from solvent fumes from the treated 
cloth, frequently caused by imperfect drying. Another deficiency was lack 
of sufficient flexibility. 
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It was subsequently found that the borates and zinc compounds con¬ 
tributed to the rapid decomposition of the chlorinated bodies, thereby ‘ 
causing tendering of the finished cloth, particularly under certain weath¬ 
ering conditions. The wide use of antimony oxide, which began several 
years ago, made possible considerable improvements in this respect. 

Finally, the use of this solvent method of application suffered because 
of a lack of uniformity. At times, the compound used in the process failed 
to achieve proper penetration and because of this it was sometimes neces¬ 
sary to apply abnormally high amounts to the fabric in order to meet cer¬ 
tain portions of the specifications, particularly those pertaining to flame 
and char. Other processors found that with this type of compound, under 
solvent phase knife coating application, it was impossible to reduce the 
add-on below approximately 60% even though lower add-on might have 
produced satisfactory tests. Such a procedure was objectionable, not only 
because of cost, but because of added weight and decreased flexibility. 

(a) Development of Emulsion 

Believing that there was a definite relationship between the viscosity of 
the compound, the concentration of active ingredients and the dry add-on 
that would bo obtained on the cloth, work was initiated to discover the 
effects of this relationship, and, if possible, therefrom to improve the 
methods of ai)plieation. It was felt that if a given concentration of active 
ingredients could be maintained and the viscosity varied that the desired 
control of add-on could be achieved. It being impossible to obtain this 
typo of result from straight solvent solution, it was decided to try an 
emulsion i)liasc coating and search was instituted for an emulsifier that 
would possess sufficient power and stability to i)crmit of the variations in 
viscosity that were desired. One such agent was developed tluit made it 
possible when used to the extent of 0.5% in conjunction with 2.0%; solvent 
naphtha and a small amount of zinc chloride to tolerate 97%> water and, 
uiuh-r rapid agitation, ])roducc an emulsion that was very thick and ex- 
tnmu'ly stable. This emulsion exhibited, among other desirable qualities, 
that of variable viscosities, it being ]mssiblc to reduce this by the addition 
of more solvent or to increase it by the addition of water. Excellent sta¬ 
bility was obtained under both conditions. 

The develoi)ment of this variable viscosity type of emulsion in the 
fiameiu’oofing compound provided a yardstick by which add-on could be 
controlled through variations of the solids-viscosity ratio. This was an 
extremely im]mrtant development as it meant that practically any desired 
add-on could be obtained and that this could be held within closer limits 
under varied and changeable manufacturing conditions than had been 
possible with the solvent method of application. 

The emulsions produced in this work and generally used later in full- 
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scale production were primarily of the water-in-oil type. Not only was a 
way provided for controlling add-on, but it was observed that other in¬ 
teresting characteristics were obtained. Notably, this improvement re¬ 
lated to greater penetration, it being found that thorough dispersion of 
the treating materials was obtained throughout the fibers of the cloth. 
This naturally resulted in the achievement of a more uniform degree of 
flame, char and mildew resistance within the allowable add-on limits. 

With these indications from the early development work, production 
scale tests were then begun using these water-in-oil emulsion types with 
variations in total solids of 40, 45 and 55% respectively. At each of these 
concentrations varying ratios of solvent and water were added. Stability 
tests were then made on a printing machine for a period of two hours, the 
roll being equipped with a doctor blade and set at a speed necessary to 
print 60 yards of cloth per minute. The results are shown in Table 40. 
Viscosities are expressed relative to the Viscosity of water which is taken 
as unity. 

Table 40. Comparison of Stability and Viscosity of Emulsions of Various Concentrations 
{Morton Chemical Company Prufduk 746-B) 


Solida 


Composition 


Emulsion Stability 

(water 

= 1) 

Content 

Prufduk 

Solvent 

Water 

Before 

After 

Before 

After 

40% 

100 

52 . 

85.5 

Stable 

Stable 

9.1 

12.2 


100 

45.5 

92 

U 

tt 

13.-1 

22.9 


100 

18 

119.5 

tt 

Slight 

H 2 O break 

722.5 

580.4 

45% 

100 

44 

67 

Stable 

Stable 

9.7 

14.3 


100 

34 

77 

tc 

tt 

2,5..5 

51.4 


100 

16 

95 

ti 

tt 

228.9 

485.0 

55% 

100 

27.5 

45 

Stable 

Stable 

13.8 

19.5 


100 

21.5 

51 

(( 

tt 

02.8 

120.4 


100 

7 

65.5 

U 

tt 

. 3023.3 

,3045 


It will be noticed from an examination of the above table Unit in (lie 
case of the 55% solids concentration, the viscosity varied from 13.79 to 
3023.3, and that stability was obtained at each of these extremes. In 
general, there were slight increases in the viscosities after running for Iavo 
hours, and in one instance, a slight break occurred in the emulsion, result¬ 
ing in a lowering of the viscosity. This was probably caused by ilu', 
evaporation of solvent during the run. This condition would not be 
encountered in normal plant production since under such conditions, the, 
supply of emulsion would be continually replenished. 

After thorough investigation, it was found that the best method for 
preparing the emulsion was to begin by making a preliminary solution 
consisting of all the active ingredients with a minimum quantity of sol¬ 
vent. This extremely heavy solution was then diluted with the remainder 
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of the solvent, after which the water was added. With good agitation, the 
water portion could be added rapidly. Emulsions made in this manner 
retained their stability almost indefinitely, there being but a slight in¬ 
crease in viscosity upon long standing. In such cases, the original viscosity 
could be regained with slight additional agitation. 

The next stage of the development was to test these emulsions under 
commercial application conditions. A textile padder was chosen which 
would permit of variation in the squee25e and at the same time maintain a 
very rapid application. With this it was found possible to obtain uniformly 
good penetration at high application speeds. 

The resulting treated fabrics possessed some interesting and significant 
properties. The improved penetration gave them more of the appearance 
of a dyed finish in contrast to many solvent type applications. When these 
treated fabrics resulting from the emulsion runs were pulled apart, no 
white, untreated spots were observed, this being a further indication of 
greatly improved penetration. Several series of tests have been made 
using exactly the same active compound ingredients in both water-in-oil 
emulsions and ordinary solvent suspensions. The emulsion technique was 
found to be consistently superior to the solvent method with respect to 
I)onetration and uniformity. 

Further testing showed that both flameproofing and waterproofing 
qualities were improved. The emulsion-treated fabrics exhibited shorter 
char lengths and better hydrostatic properties than were shown by the 
solvent susi)cnsion treated goods used for comparison. In all the other 
tests, the emulsion-treated fabrics performed well. Finally, because of the 
increased i)enctration, it was possible to reduce somewhat the unit quan¬ 
tities of active ingredients required, and still completely meet specifica¬ 
tion i)erformanee requirements. This resulted in a saving of some critical 
materials in addition to a lower cost. 


(h) Industrial Application 

Although the watcr-in-oil technique was preferred for most fabrics, 
ther(^ were some aiiplieations where oil-in-water type emulsions were con¬ 
sidered superior. This latter type of emulsion did not result in as good 
])enetration as previously described but it did deposit more material on 
th(i surface, and hence imparted a more intense color to the finished fabric. 
This was an important consideration with such materials as camouflage 
shrim]) netting and the Osnaburg or burlap camouflage strips. These ma¬ 
terials were of such a loose weave that penetration was easy to obtain and 
therefore the oil-in-water emulsion type could be employed. 

An imi)ortant factor affecting the emulsion treatments is that they lend 
themselves to running on a wide variety of application equipment. Prob¬ 
ably the most desirable type of equipment for handling most fabrics is a 




278 


FLAMEPROOFING PROCESSES 


textile padder equipped with rolls of equal density and with both rolls 
positively driven. It is recommended in application on this type of equip¬ 
ment that the goods be given a thorough immersion in the pad box to a 
depth of six to eight inches, after which they are passed through the 
squeeze rolls where the excess compound is removed. While this method of 
application is favored it has been found that excellent results can be ob¬ 
tained with other types of equipment. Knife coaters, where the coating 
compound is delivered by a fountain or where the goods are immersed and 
then pulled between two scrapers, have been used quite satisfactorily. It 
has also been found possible to use a machine, such as a textile printing 
machine, where the emulsion is taken up by a roller and deposited on the 
surface of the cloth. In none of these latter types, however, is quite the 
degree of penetration or uniformity obtained as with the padder, and if a 
knife coater is used it is recommended that a set of squeeze rolls be in¬ 
stalled following the knives as this not only promotes levelness but elimi¬ 
nates the difficulty that is so often encountered in knife coating through 
excessive compound collecting on the selvages. 

Various forms of drying equipment have been used successfully. The 
best results, however, have been found to obtain when some form of 
surface dryer is used immediately following the application, such as a 
heated and ventilated tenter frame or other hot air dryer. Once the surface 
moisture is removed the goods can be put on to dry cans, or any other 
available form of dryer, and the drying completed. Goods treated with the 
water-in-oil type of emulsion usually dry quite easily as the water from 
the emulsion is left free on the surface after application from whence it is 
easily removed and there is then a much smaller quantity of solvent to bo 
extracted from the fibers than is the case with the usual solvent type 
treatment. 

These emulsion treatments show a ready adaptability for many typos 
and weights of fabrics. This adaptability has made possible significant and 
large-scale commercial application. In most instances it has been found 
that by merely changing the viscosity of the treating emulsion it could be 
adapted to give the desired results on a variety of fabrics. A soft twisted, 
open construction fabric is best treated with an emulsion of high viscosity, 
while to get the desired penetration on a hard twisted, tightly woven duck 
it is usually necessary to use a considerably lower viscosity. As experience 
is built up by the coater he can usually estimate and control his add-on 
very readily by varying the viscosity of his emulsion. 

In addition to the previously cited advantages of the emulsion treat¬ 
ment, there are several others of importance. These include freedom from 
tack, dryness of finish, increased flexibility and greatly improved re¬ 
sistance to crocking. These are all of considerable importance for both 
military and civilian use. 
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(c) Formulation and Effect of Various Compounds 

Oil-in-Water Emulsions. This type of emulsion will require higher 
percentages of active ingredients than the water-in-oil type since the 
treatment is essentially a surface effect. Emulsification agents commonly 
used include the sodium, potassium, and ammonium salts of various fatty 
acids, as well as the sulfonated alcohols. For this type emulsion it is, of 
course, necessary to use a water-soluble emulsifier. 

Water-in-Oil Emulsions. In preparing this class of products, it is 
necessary to select an emulsifying agent which is soluble in the particular 
organic solvent to be employed, it, of course, being desirable to have one 
with as wide a degree of organic solubility as possible. These emulsifiers 
are mostly complex organic compounds, some of them falling within the 
classes of esters and amino condensates. A typical formulation for a water- 
in-oil type emulsion compound for the treatment of plied yarn cotton duck 
is as follows: 


Chlorinated paraffin 42% 

19.0 

Chlorinated paraffin 70% 

12.0 

Resins 

16.25 

Copper and Copper hydroxy 
Naphthonatc compound (11% Cu) 

9.5 

Antimony oxido 

13.75 

Calcium carbonate 

16.0 

Color 

8.4 

Solvent 

5.0 

Emulsifier 

.7 


To prepare the treating emulsion from the above compound a 60% 
solids emulsion might be prepared by dis})ersing 100 pounds of the com¬ 
pound in 25 i)ounds of naphtlia and then adding 35 pounds of water under 
rapid agitation. It has been found that this produces an emulsion of ap- 
])roximatcly tlic right solids (‘ontent and viscosity to produce approxi¬ 
mately 50% dry pickup on 12.29 duck. 

The amended Navy Specification 27-D-l called for an afterglow time 
of three minutes or less on 2.50 life jacket drill. It was found that this 
could be accomplished with the addition of a small amount of zinc oxide to 
the regular formula. 

Use of Plasticizers. Plasticizers which are commonly used in flame- 
resistant fabric coatings such as have been previously described include 
tricresyl phosphate, triphenyl phosphate, and dibutyl sebacate. Their 
effect upon water repellancy and the ultimate water resistance of the 
finishing system should be closely watched, since rather large differences 
may occur. The excessive use of some of them has been observed in some 
tests to completely destroy the water repellancy of certain treatments. 


Table 41. Effect of Leaching and Accelerated Aging Tests Upon the Flameproofness, Strength, and Water Permeability of Emulsion- 

Treated Fabrics 

Flameproofness Breaking Strength Water 
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Table 41. Effect of Leaching and Accelerated Aging Tests Upon the Flameproofness, Strength, and Water Permeability of Emulsion- 

Treated Fabrics {Continued) 
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Conclusions. Briefly, it is felt that the emulsion treatment offers 
several distinctive advantages, such as: 

1. Superiority of Finish—It has been demonstrated that through the 
penetration achieved with this type of coating greater pliability, crock re¬ 
sistance, dryness of finish, increased tensile strength, and greater levelness 
of shade may be obtained. 

2. Ease of application and adaptability to a wide variety of applica¬ 
tion equipment, such as is found in most plants, coupled with the facility 
with which viscosity may be varied and thereby the add-on controlled. 

3. Greater Safety—Since the use of water in the emulsion increases the 
flash point of the solvent at least 50° F. and thereby provides a much 
safer operation. 

4. Saving in Cost—Since it has been found that due to the thorough 
permeation of the fibers, the desired results can be obtained with lower 
add-on than with the solvent method. 

The table on the preceding pages gives some of the typical test data ob¬ 
tained by an examination of various emulsion coatings (Table 41). 



Section Three 


APPLICATIONS 
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E. Folger Taylor 

The experiences of World War II have shown that flame-resistant fab¬ 
rics have numerous important uses within a military machine. Tar¬ 
paulins, tents, camouflage nets, life jackets and special clothing, which 
are generally made from combustible cellulosic material, have been 
variously treated to make them flame resistant. The chief purpose of the 
treatment is to prevent the ignition and free combustion of the item as a 
result of exposure to heat sources such as shell bursts, incendiary bullets, 
gun flashes, burning oil and gasoline, hot pipes of tent heaters, sparks, 
lanterns, candles and cigarettes. By flameproofing of tents and the like, 
danger of the spread of conflagration is reduced, and the average useful 
life of the item increased. By flameproofing clothing for special tasks or 
oc(nipations, where fire is an extreme hazard, the possibility of accidental 
ignition and free combustion of clothing can be eliminated. 

Although the problems involved in the flameproofing of equipment and 
clothing ai)])car to have a common basis, a successful process for use on 
c(iuipmcnt is not necessarily applicable to clothing because of the differ¬ 
ences in the characteristics other than flame resistance, which attend the 
end use. Tor instance, a tent or a tarpaulin can be given a treatment 
which may increase its weight by 50 to 80%, reduce its flexibility, and 
give it a harsh '‘hand.” A suitable clothing treatment, however, must 
avoid changing those properties of fabrics which make a physiologic'ally 
accei)table garment. This is true not only for military but also for civilian 
\iseH. Thus at the beginning of the war there were two distinct categories of 
flame-resistant treatments which had a background of practical com¬ 
mercial ai)[)lication. 

One treatment, which consisted of a combination of particular metallic 
oxides with chlorinated organic compounds, was suitable for treating cot¬ 
ton ducks for tents and tarpaulins. The antimony oxide-chlorinated or¬ 
ganic com])ound treatment was chosen for this purpose principally 
because it was durable. It could be made to retain its flame-resistant 
qualities for long periods of continuous exposure to various climates. The 
major disadvantages of this type of treatment are the high percentage 
add-on required, and the increased stiffness and weight which interfere 
with fabrication into end items and render fabrics so treated physio¬ 
logically unsuitable for use in clothing. 
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The second treatment, comprising combinations of various water- 
soluble flameproofing salts, was suitable for treating cotton fabrics used 
for clothing and drapes. Under dry conditions, some water-soluble type 
treatments are particularly suited for clothing because add-ons of only 
10-15% are required to give excellent flame resistance and there is little 
impairment of the qualities of the fabric which make it suitable as a 
garment. However, this type of treatment is not durable, being readily 
removed by profuse sweating, rain, wading through streams, and launder¬ 
ing and it is therefore unsuitable for general military use. 

Early in 1944 the urea-phosphate type treatment came to the attention 
of the Quartermaster Corps as the result of examination of patent applica¬ 
tions under the War Secrecy Act. This type of treatment holds consider¬ 
able promise since it is durable, low in add-on, low in cost and leaves the 
garment with as fine a “hand” as the original fabric. On the other hand, 
the treated fabrics show a loss in tensile strength, the extent of which 
depends on the details of the application process and the accuracy of its 
control, and a susceptibility to ion-exchange in hard waters which 
deteriorate the flameproofness. This type of treatment has been studied 
both by the inventors and under a Quartermaster Research Projt'ct at 
Columbia University, and intensive work to overcome these difficulties 
and improve the finish is in progress. 

Another type of treatment which shows some promise as a durable 
finish uses the unique principle of increasing the dielectrics constant of an 
organic solvent by the addition of water to i)rccipitatc a water-insoluble 
flame-retardant material within the fibers. While this jirocess introduces 
the problems of double-bath treatment and suitable solvent ret'ovc'ry sys¬ 
tems, which tend to make it costly, it does produce a durable finish of 
reasonably good characteristics. 

Much practical evaluation work has been done on various flameproofed 
fabrics. Methods of testing have been developed to reveal what weaknes.ses 
a treatment might develop in combat use. J^ractical tests arc eonducti'd 
both in special laboratory equipment where all conditions can be carefully 
controlled and in the open where some s])ccial circumstances of nature can 
be utilized with or without some degree of control. For instance long-range 
tentage tests are conducted under tcm])erate, trojiic and des('rt cxiiosiirc 
conditions. Relative flammability of tentage has been determined by 
setting up tents and attempting to ignite them by a variety of means. 
Clothing treatments have been tested for the effec't of sweat by being worn 
in a jungle room, for the effect of rain in a rain-making room, for the effect 
of sea water by actual tests in the ocean, and for endurance by being worn 
and laundered until the fabric or finish failed under various normal or 
accelerated conditions of wear such as wearing on a specially designed 
combat course. 

The enemy textile industries apparently were not as far advanced in, 
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flameproofing methods as were the industries of this country. No samples 
of a superior, durably flameproofed fabric were ever discovered by in¬ 
telligence services and the state of the art in Germany as determined by 
Combined Intelligence Objectives Subcommittee experts can be sum¬ 
marized as being confined to water-soluble salts and attempts to bind these 
salts permanently into a fabric by resin formation, principally by the use 
of urea-formaldehyde type resin. 

The following chapters are a comprehensive presentation of the com¬ 
bined experiences of the Armed Services in developing, evaluating and 
utilizing flameproofed textile fabrics. They include descriptions of the 
' programs undertaken by the Quartermaster Corps in the development of 
flameproofed tentage and clothing fabrics, similar application studies 
pertaining to camouflage fabrics as undertaken by the Corps of Engineers, 
and the program conducted by the Navy in the development of flame- 
resistant life jackets. In conclusion, a final chapter considers the many 
applications of flameproofing in the field of civilian fabrics. 

While much progress has been made, the ideal solution or solutions of 
the problem, which meet all the requirements for flameproofed fabrics in¬ 
tended for either military or civilian purposes, is yet to be achieved. Re¬ 
search must continue. 








Chapter VI 

Applications to Army Clothing Fabrics 

Of the many important applications which flameproofing treatments' 
find in the field of textile fabrics, certainly one of the principal uses lies 
in the processing of garment fabrics. In the past, however, commercial 
flameproofing has been limited, for the most part, to decorative fabrics 
for both indoor and outdoor use. These items have included awnings, up¬ 
holstery covers, curtains, drapes and the like. Outstanding exceptions to 
this group are tentage and tarpaulin fabrics which have long been treated 
so as to be resistant to flaming combustion. 

At the present time it appears that serious consideration must be given 
to the flameproofing of fabrics intended for clothing purposes. In recent 
years, the Armed Services have carried out extensive studies of the appli¬ 
cation of flameproofing treatments to fabrics intended for use in military 
uniforms. It is highly probable that their findings will be of some assist¬ 
ance to those engaged in the fabrication and finishing of civilian garments. 
Accordingly, the following pages reveal the experiences of the Quarter¬ 
master Corps in the application of flameproofing treatments to army cloth¬ 
ing fabrics. At the same time, the extensive tests performed on tJie numer¬ 
ous different retardants afford a fairly comprehensive comparison of the 
relative performances of flameproofing compounds and mixtures. 

A. GENERAL REQUIREMENTS 
E. Folger Taylor 

The main objective to be achieved by flameproofing Army clothing is 
to prevent ignition and free combustion of the garments when they come 
in contact with an outside heat source. Presumably this is the same ob¬ 
jective that must be achieved in flameproofing civilian garments, the only 
difference being that the soldier is, perhaps, exposed to more unusual 
sources of fire such as shell burst and incendiary weapons. 

For military clothing purposes the requirements of a flameproofing 
treatment can be divided into five categories. First, the treatment must 
provide maximum resistance to ignition, free flaming and afterglow. Maxi¬ 
mum resistance can be defined in terms of time of afterflaming and time 
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of afterglow as determined by a standardized flame test such as the 45“- 
Microburner or Vertical-Bunsen burner tests. Obviously, for maximum 
resistance a zero value for both these times is required; however, a treat¬ 
ment which shows only a few seconds of afterflaming and afterglow can 
be considered very good. For the ideal treatment the flameproof qualities 
of the fabric will not deteriorate during storage or wearing of the 
garments. 

The second requirement of a flameproofing treatment is that it must not 
decrease the comfort and the environmental protection which a garment 
made of untreated fabric affords the wearer. The soldier invariably dis¬ 
cards at the first opportunity those pieces of equipment or uniform that 
give him discomfort or hinder his normal movements. Thus, if a flame¬ 
proofing treatment results in a stiff, boardy feeling garment, or imposes an 
additional heat load or scratches and is otherwise uncomfortable, a soldier 
will wear it as little as possible, even though he knows that he is sur¬ 
rendering protection from a serious but transient danger. With regard to 
environmental protection, the treated garment should not decrease the 
protection to sun, wind, rain, snow, dirt and mud that the untreated 
garment affords. 

The third requirement is that the physical properties of the garment 
fabric should not be impaired by the treatment. There should be no initial 
reduction of the tensile strength or the tear resistance of the fabric. 
Neither should these properties deteriorate in storage any faster than the 
untreated fabric. The length of time that a flameproof garment can be 
worn in the performance of certain tasks should be no less than that of 
untreated garments. In addition, the treatment should not detract from the 
ajipeai’anc.e of the fabric. Garments made of treated fabric sliould have 
tlic same neat a])pcarance as garments made of the untreated fabric. 

The fourth requirement consists of a group of characteristics whicih the 
ideal treatment must have. The treatment sliould be resistant to laimdcr- 
ing and dry (deaning for the life of the garment. While these characteristics 
could be classed as jnirt of the first requirement that s])ecirics the treat¬ 
ment shall not deteriorate during the life of the garment, it is of such 
imi)oriance that it must be cnii)hasizcd as a s])ccial characteristic. Re¬ 
sistance to repeated launderings is undoubtedly the most difficult ]n-oblem 
to solve with any flameproofing treatment which does not modify the 
])r()])crtics of the cloth to such an extent that it is undesirable as a clothing 
fabric. The treatment should not break uj) and come off as a dust (dust¬ 
ing) nor rub off as a smear (crocking). The flameproofing treatment 
should also be non-toxic to the wearer under all conditions of use. This is 
an important consideration and extensive tests must be performed to 
show that no primary or secondary skin irritations, sensitization to skin 
irritation, or systemic poisoning result from contact of the treated fabric 
with the body. It as obvious that an irritant or poisonous treatment must 
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be rejected for use on clothing, and further, that the use of an irritant 
finish for other items is questionable because of the attendant danger to 
manufacturing personnel handling the cloth. 

The fifth requirement concerns the compatibility of a flameproofing 
treatment with other impregnations of clothing which are of military 
importance. One such impregnation is with anti-gas chemicals to protect 
against vesicant gases; another is with water repellents to give rain pro¬ 
tection; other impregnations give protection against disease-carrying in¬ 
sects, The ideal flameproofing process will be compatible with these treat¬ 
ments so that there will be no deterioration of the dominant protection 
afforded by each. Neither should the combination of treatments indqce 
skin irritation or other toxic effects. 

The requirements which have been set up for flameproofing treatments 
obviously are those which are considered ideal. Fulfilling of all the re¬ 
quirements would give the ideal military clothing fabric treatment. Partial 
fulfillment of the requirements, such as one or two seconds of afterflame 
and several seconds of afterglow in the 45°-Microburncr flame test, a 
slight reduction in wearing qualities and a slightly increased heat load 
might give a fabric serviceable for some military uses but still open to 
development. 

B. RELATIVE SUITABILITY OF TREAT^IENTS 

The general requirements for the performance of a flamcproofod fabric 
have been previously outlined in Chapter I and the s])ecific demands on a 
fabric intended for use in articles of military clothing discaisscd in (ho 
preceding section. Just what performance requirernents are preseril)ed for 
a flameproofing agent or treated fabric were outlined in Chapler IV along 
with the test procedures employed in the comparative evaluation of diffc'r- 
ent agents and treatments. In a practical study of the relative ellieicaieies 
of several different retardants, the coinjiarison must include not only the 
resistance to the propagation of afterflaming and afterglow hid also the 
effect of the retardant upon the strength and porosity charaeteristies of 
the fabric and, in the case of durable treatments, the extent to which the 
retardant is rendered ineffective by leaching or laundering. Surveying the 
entire field of available flameproofing treatments, including both the 
temporary and durable types, it is relatively simple by lahoratory tests 
to separate the effective treatments from those which arc plainly inferior 
and unsatisfactory. Which single agent or process is then selected from 
this group as the one desired for a particular application is dependent to 
a great extent upon the end-use of the treated fabric and the performance 
requirements set up for that fabric. Suffice it to say that there is, as yet, 
no perfect flameproofing treatment which imparts the desired characteris¬ 
tics of permanent flame and glow retardancy to the fabric without impair¬ 
ing in any way the other desirable fabric characteristics. 
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1. Laboeatoey Evaluations 
Robert W. Little 

Since, in comparing the performance of different flameproofing agents 
in the laboratory, they fall naturally into two groups consisting of the 
water-soluble or temporary treatments on the one hand and the insoluble, 
more permanent treatments on the other, the comparative laboratory 
evaluations described in the following sections have been separated into 
these same two groups. 


a. Temporary Treatments 

In the search for a temporary flameproofing treatment for the process¬ 
ing of Army clothing, one of the first steps taken is logically a compara¬ 
tive study of the already available retardants as reported upon in the 
technical, trade and patent literature. Included in this group are many 
commercial preparations which demand consideration due to their effec¬ 
tiveness and availability to the textile industry. Since it is not the intended 
function of this volume to serve as a referee of the relative merits of the 
various industrial preparations, no direct references have been made to the 
trade names, exact compositions or manufacturers of these commercial 
products. It is sufiicient to indicate the general composition of the products 
cited stating the major components of the mixtures. 

It is not possible to present in any one publication a comprehensive 
comparison of the relative efficiencies of all of the 'water-soluble flame- 
proofing agents developed to date. The compounds and mixtures evaluated 
in the following pages have therefore been restricted to the most efficient 
of the water-soluble group, attempting to compare the general types of 
agents available. Three commercial preparations have been included in 
the group of retardants discussed. Commercial Product A is a balanced 
mixture of the ammonium salts of sulfamic and phosphoric acids. The 
major components of Commercial Product E are hydrated aluminum sul¬ 
fate and monoammonium phosphate. The third commercial retardant, 
Product F, has as its major components monosodium phosphate, ammo¬ 
nium chloride and a borate. 

In the evaluation of any flameproofing treatment the characteristic of 
primary importance is the ability of the compound or mixture to prevent 
afterflaming and afterglow when the treated fabric is exposed to an ignit¬ 
ing flame. In the course of the following discussions it will be assumed that 
afterflaming and afterglow are equally important and equally undesirable. 
In the case of some specific practical applications this may not be the case. 
In comparing the relative flameproofing eflficiencies of several retardant 
mixtures it is insufiicient to select a single solution concentration and 
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Table 1. Variation of Flameproofness with Add-On for the Better of the Water-Soluble 

Retardants 


Retardant 

Add-On 

% 

Flame Test 

Afterflame 

sec. 

Afterglow 

sec. 

Char Area, in 2 or 
Char Length, in. 

Borax: Boric Acid 

5.1 

45®-Micro 

0 

362 

4.0 in * 

(7:3) 

7.5 

ti 

0 

149 

2.2 

9.5 

tt 

0 

140 

2.2 


11.3 

(1 

0 

77 

2.0 


12.8 

tt 

0 

34 

1.6 


14.5 

tt 

0 

17 

1.6 


5.4 

Vert-B unsen 

0 

775 

6.0 in. 


7.8 

tt 

0 

348 

3.5 


9.2 

tt 

0 

206 

2.7 


11.4 

tt 

0 

155 

2.5 


13.4 

tt 

0 

161 

2.5 


14.4 

tt 

0 

62 

2.4 

Borax: Boric Acid 

5.3 

45°-Micro 

0 

138 

2.5 in 2 

(1:1) 

6.7 

tt 

0 

107 

1.9 

7.7 

it 

0 

25 

1.7 


9.1 

it 

0 

13 

1.6 


12.3 

tt 

0 

10 

1.6 


15.3 

it 

0 

18 

1.7 


5.0 

Vert-Bunsen 

0 

265 

4.1 in. 


6.9 

tt 

0 

257 

3.2 


8.3 

it 

0 

173 

2.7 


9.5 

it 

0 

38 

2.9 


12.1 

ft 

0 

25 

2.5 


14.8 

it 

0 

19 

2.9 

Diammonium Phos¬ 

4.6 

45“-Micro 

26 

— 

B.K.* 

phate 

7.0 

ft 

0 

0 

4.3 in = 


9.3 

tt 

0 

0 

4.2 


11.2 

tt 

0 

0 

3.7 


13.8 

(t 

0 

0 

3.4 


17.3 

ft 

0 

0 

2.8 


4.5 

Vert-Bunsen 

23 


H.!']. 


6.8 

tt 

0 

0 

4.9 in. 


8.9 

tt 

0 

0 

4.0 


10.7 

tt 

0 

0 

3.7 


13.3 

tt 

0 

0 

3.2 


17.0 

it 

0 

0 

2.9 


* B.E.—Burned to the end. 


{Continued next page) 
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Table 1. Variation of Flameproofness with Add-On for the Better of the Water-Soluble 

Retardants (Continued) 


Retardant 

Add-On 

% 

Flame Test 

Afterflame 

sec. 

Afterglow- 

sec. 

Char Area, in ^ or 
Char Len^h, in. 

Ammonium Dihydro¬ 

6.7 

45®“Micro 

1 

0 

5.3 in * 

gen Phosphate 

7.8 

tt 

0 

0 

4.6 


10.0 

It 

0 

0 

3.9 


10.5 

ti 

0 

0 

4.0 


14.9 

(1 

0 

0 

3.1 


19.8 

it 

0 

0 

2.6 


6.4 

Vert-Bunsea 

0 

0 

5.0 in. 


7.7 

it 

0 

0 

4.2 


9.2 

it 

0 

0 

4.2 


10.0 

ti 

0 

0 

3.4 


14.0 

it 

0 

0 

3.1 


18.6 

it 

0 

0 

2.7 

Borax : Boric Acid : 

3.6 

45“-Micro 

45 

— 

B.E.* 

Diammonium 

7.4 

it 

0 

8 

1.9 in 2 

Phosphate (7:3:5) 

9.5 

it 

0 

6 

1.9 


13.6 

it 

0 

4 

1.8 


3.1 

Vert-Bunsen 

25 

— 

B.E. 


6.7 

ti 

0 

12 

3.5 in. 


8.7 

it 

0 

9 

3.3 


12.4 

it 

0 

7 

3.1 

Borax : Boric Acid : 

7.4 

45°-Micro 

33 

— 

B.E. 

Diammonium 

10.0 

tt 

0 

15 

1.8 in 2 

Phosphate (5:5:1) 

12.0 

it 

0 

13 

1.7 


14.4 

it 

0 

8 

1.7 


18.2 

tt 

0 

3 

1.6 


7.0 

Vert-Bunsen 

1 

112 

3.7 in. 


9.2 

tt 

0 

61 

3.2 


11.3 

tt 

0 

13 

2.9 


13.1 

t( 

0 

13 

2.6 


16.9 

it 

0 

6 

2.5 

Borax : Diammonium 

8.7 

45°-Micro 

7 

2 

2.2 in 2 

Phosphate (1:1) 

11.2 

it 

0 

0 

1.7 


17.3 

ti 

0 

0 

1.1 


7.9 

Vert-Bunsen 

0 

2 

3.3 in. 


10.9 

it 

0 

2 

3.3 


16.7 

it 

0 

2 

2.7 


* B.E.—Burned to the end. 


(Continued next page) 
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Table 1. Variation of Flameproofness with Add-On for the Better of the Water-Soluble 

Retardants (Continued) 



Add-On 


Afterflame 

Afterglow 

Char Area, in - or 

Retardant 

% 

Flame Test 

sec. 

sec. 

Char Length, in. 

Ammonium Sulfamate 

4.3 

45°-Micro 

7 

— 

B.E.* 


6.8 

i( 

0 

562 

7.7 in 2 


10.4 

ti 

0 

473 

5.9 


15.2 

t( 

0 

398 

4.7 


21.2 

n 

0 

309 

3.0 


27.8 

it 

0 

243 

2.6 


4.0 

Vert-B unsen 

0 

— 

B.E. 


6.4 

tt 

0 

780 

6.6 in. 


9.8 

ti 

0 

642 

5.1 


14.5 

tt 

0 

366 

3.4 


19.1 

it 

0 

298 

3.0 


26.8 

tt 

0 

276 

2.6 

Sodium Tungstate 

6.2 

46°-Micro 

15 

— 

B.E. 


9.2 

it 

1 

241 

4.1 in * 


12.7 

tt 

0 

145 

2.7 


16.3 

it 

0 

115 

2.6 


20.3 

tt 

0 

129 

2.1 


27.4 

it 

0 

134 

1.8 


8.5 

Vert-Bunsen 

0 

— 

B.E. 


11.7 

tt 

0 

200 

3.6 in. 


14.9 

tt 

0 

191 

3.4 


17.7 

ti 

0 

210 

3.1 


24.4 

tt 

0 

195 

2.9 

Sodium Dihydrogen 

13.5 

45°-Micro 

55 

— 

B.E. 

Phosphate 

16.9 

tt 

1 

0 

2.4 in 2 


20.9 

it 

0 

0 

1.8 


28.5 

ti 

0 

0 

1.5 


12.5 

Vert-Bunsen 

45 

— 

B.E. 


17.0 

tt 

0 

2 

3.6 in. 


19.8 

ti 

0 

2 

3.1 


26.9 

tt 

0 

2 

2.9 

Ammonium Sulfate 

10.1 

45°-Micro 

0 

645 

9.5 in 2 


13.1 

it 

0 

628 

7.3 


15.6 

it 

0 

475 

5.2 


17.9 

it 

0 

424 

4.2 


22.0 

tt 

0 

298 

2.9 


27.7 

ti 

0 

267 

2.1 


9.5 

Vert-Bunsen 

0 

— 

B.E. 


14.9 

tt 

0 

790 

5.6 in. 


17.3 

ti 

0 

549 

4.0 


21.5 

it 

0 

375 

3.0 


26.5 

it 

0 

258 

2.9 

* B.E.—Burned to the end. 
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Table 1. Variation of Flameproofness with Add-On for the Better of the Water-Soluble 

Retardants {Continued) 


Retardant 

Add-On 

% 

Flame Teat 

Afterflame 

sec. 

Afterglow 

sec. 

Char Area, in * or 
Char Len^h, in. 

Ammonium Bromide 

10 

45°-Micro 

0 

0 

3.1 in ® 


20 

It 

0 ® 

0 

2.5 


10 

Vert-Bunsen 

0 

142 

3.6 in. 


20 

tt 

0 

11 

2.7 

Ammonium Iodide 

12 

45‘’-Micro 

0 

2 

3.1 in ® 


16 

tt 

0 

0 

3.4 


24 

tt 

0 

0 

3.0 


12 

Vert-Bunsen 

0 

60 

4.2 in. 


16 

tt 

0 

9 

3.3 


24 

it 

0 

6 

3.0 

Commercial Product A 

5.4 

45“-Micro 

0 

34 

B.E.* 


10.9 

tt 

0 

0 

3.5 in 2 


16.7 

tt 

0 

0 

2.8 


22.3 

tt 

0 

0 

2.5 


5.1 

Vert-Bunsen 

24 

0 

B.E. 


10.5 

tt 

0 

0 

3.6 in. 


16.3 

ft 

0 

0 

2.9 


21.4 

tt 

0 

0 

2.7 

Commercial Product E 

7.4 

45°-Micro 

26 

0 

B.E. 


11.0 

tt 

0 

0 

3.6 in ® 


16.6 

tt 

0 

0 

2.7 


19.7 

tt 

0 

0 

2.1 


7.4 

Vert-Bunsen 

0 

0 

4.4 in. 


11.0 

tt 

0 

0 

3.7 


16.6 

tt 

0 

0 

2.6 


19.7 

tt 

0 

0 

2.9 

Commercial Product F 

4.4 

45°-Micro 

41 

0 

B.E. 


8.8 

It 

0 

4 

3.3 in 2 


14.7 

tt 

0 

2 

2.5 


19.6 

tt 

0 

3 

2.1 


4.7 

Vert-Bunsen 

Completely consumed, 

no afterglow 


8.8 

It 

0 

2 

3.7 in. 


15.5 

tt 

0 

3 

2.6 


20.8 

tt 

0 

2 

2.5 


* B.E.—Burned to the end. 
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compare the members of the group at that one add-on. As is often the 
case, it may be that one retardant is markedly superior at a low add-on 
while when present in slightly greater amount several agents may be 
equally effective. Where a slightly higher add-on is not objectionable these 
retardants may then be considered equally satisfactory. 

Relative Flameproo%ng Efficiencies. The flameproofing character¬ 
istics of a representative group of the better water-soluble retardants are 
compared in Table 1 over an add-on range from 5 to 25%. The mixtures 
of borax and boric acid are obviously the most efficient flame retardants, 
effeetively preventing any afterflaming at add-ons as low as 5%. The 
afterflaming times and extent of the chars both attest to the ability of 
these mixtures to prevent flaming both in the presence and absence of 
the igniting flame. The rest of the agents shown arc comparable in their 
flame-retarding capacities, the borax-boric acid-phosphate mixtures being 
somewhat superior to ammonium sulfamate and sulfate and the ammo¬ 
nium halides. The least effective of this select group are sodium tungstate 
and phosphate. The commercial mixtures of ammonium sulfamate and 
phosphate, aluminum sulfate and ammonium dihydrogen phosphate, and 
ammonium chloride, sodium phosphate and borate are among the better 
flame retardants, being comparable to the borax-boric acid mixtures. 

The times of afterglow in Table 1 indicate that practically the only 
effective glow retardants found are the phosphates, the outstanding ex¬ 
amples being the ammonium salts. MonPsodium phosphate is fairly effoc'- 
tive but, as was shown in Chapter V, this is not the case with the disodium 
salt. The ammonium halides exhibit appreciable glow-retarding proper! i{'s 
but, like boric acid, are markedly inferior to the phosphate salts of wu'ak 
bases. The glow-preventing tendencies of boric acid arc indicated by a 
comparison of the 7:3 and 1:1 mixtures with borax where Ihe glow rc'- 
tardancy is proportional to the boric acid present in the mixture. A similar 
comparison of the other mixtures, including the commercial ])rei)arati()ns, 
indicates that in every case the glow rctardancy of the flameproofiug ag('ut 
is attributable to the phosphate, the efficiency being i)roportional to (he 
amount of phosphate present. 

The char area or char length measurement in the standard flame tests 
represents the extent of thermal degradation in the presence of the flame. 
Choosing this as the criterion of flameproofness, the retardants may bo 
comparatively evaluated as shown in Figure 1. The order of efficiency thus 
obtained is very similar to that previously stated, the borate mixtures 
being the most effective, those with added phosphate slightly less so, and 
the sulfamate-phosphate type the least effective. It should be borne in 
mind here that we are attempting to differentiate, not between retardants 
of greatly different orders of efficiency but between a group of effective 
agents which possess very similar flame-retardant properties. It is worth 
noting in Figure 1 that, as was stated in the description of flame test 
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methods in Chapter IV, the 45°-Microburner flame test allows for^^fh 
better comparison of relative flame retardancies than does the 
Bunsen test. \ 

Comparisons at Equal Add-ons. In order to compare the efBcienoi^ 
of these water-soluble treatments when present on the fabric in equ^ 
quantities, the flame test data for an add-on of approximately 10%> is 
presented in Table 2. It is plainly apparent that under these conditions 


Table 2. Relative Efficiencies of Flameproofing Agents at 10% Add-On 


Rotarclant 

Flame Teat 

Aftorflamo 

sec. 

Afterglow 

sec. 

Char Area, in 2 or 
Char Length, in. 

Borax : Boric Acid (7 : 3) 

46°-Micro 

0 

105 

2.1 in* 

Borax : Boric Acid (1 :1) 

tl 

0 

13 

1.6 

Diaminoiiium Phosphate 

ti 

0 

0 

4.0 

Ammonium Dihydrogon 

ti 

0 

0 

4.1 

Phosphate 

Borax : Boric Acid : Diam- 

H 

0 

6 

1.9 

moniurn Phosphate 
(7:3:5) 

Borax : Boric Acid : Diam- 

it 

0 

16 

1.8 

moniurn Phosphate 
(5 : 5 : 1) 

Ammonium Sulfamate 

it 

0 

480 

6.3 

Oommercial Product A 

it 

0 

0 

3.7 

Borax : Boric Acid (7 : 3) 

Vort-Bunaen 

0 

190 

2.6 in. 

Borax : Boric Acid (1 : 1) 

if 

0 

32 

2.7 

1 liammonium Pliosidiato 

tt 

0 

0 

3.9 

Ammonium Dihydrogon 

it 

0 

0 

3.4 

Phosphate 

Borax : Boric Acid : Diam- 

H 

0 

8 

3.2 

moniurn Pho.spliate 
(7:3: 5) 

Borax : Boric. Acid : Diam- 

it 

0 

43 

3.1 

moniurn Phosphate 
(5 :5 : 1) 

Ammonium Sulfamate 

it 

0 

550 

5.0 

Commercial Product A 

if 

0 

0 

3.7 


the nanu'proofing agents shown are equally effective in the prevention of 
afterflnming but differ greatly in their abilities to jirevent afterglow and 
the ihcnnal degradation which occurs in the presence of the fiainc. Con¬ 
sidering the data presented thus far it is possible to compare the relative 
eflieic'neies of the flamcproofing agents cited on the basis of the initial 
flameproofness of the treated fabric. It has been assumed that, in the ease 
of fabrics for clothing purposes, the glowing of the charred fabric is 
equally as objectionable as afterflaming. On this basis, the water-soluble 
retardants of Table 1 can be separated into two groups. The most efficient 
flamcproofing agents considered would include borax-diammonium phos¬ 
phate (1:1), ammonium sulfamate-diammonium phosphate, aluminum 


300 ARMY CLOTHING FABRICS 

sulfate-monoammonium phosphate, ammonium chloride-sodium phos¬ 
phate-borax, ammonium phosphate alone either as the mono- or diammo¬ 
nium salt and the 5:5:1 and 7:3:5 mixtures of borax-boric acid-diammo¬ 
nium phosphate. The second group of less effective retardants includes the 




Figure 1. Relative efficiencies of water-solubk; rtiLiirdauLs basinl 
on char area and char length. 


borax-boric acid mixtures, the ammonium halides, ammonium sulfamaie, 
ammonium sulfate, monosodium phosphate and sodium tungstate. 

Effect on Desirable Textile Properties: Hand. In the flameproofing 
of clothing fabrics it is required that the treatment not only impart a high 
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^iegree of resistance to both flaming and glowing but also that the other 
ciesirable characteristics of the fabric shall not be excessively impaired. 
One fabric property which cannot be quantitatively defined, but which is 
important particularly in articles of clothing, is the texture, feel or “hand” 
of the cloth. The borate mixtures do impart a slight harshness to the cloth, 
^nd, in contrast, the sulfamates and their mixtures function somewhat as 
Softening agents producing a slightly softer finish. In general, however, 
■the application of any of the water-soluble fiameproofing treatments does 
so greatly influence the hand of the fabric as to condemn the use of 
the treatment. 

Resistance to Moisture Vapor Transfer. The moisture vapor per- 
xneability of a fabric has been shown to be related to the heat load which a 
garment constructed of that fabric would impose upon the wearer. It is 
desirable, therefore, that the addition of the flameproofing treatment does 
Xiot appreciably increase the resistance of the fabric to the transmission of 
inoisture vapor. The intrinsic resistance of 8.5 oz. herringbone twill treated 
'with representative water-soluble retardants are shown in Table 3 as 


Table 3. Intrinsic Resistance of Flameproofed Fabrics to the Passage of Moisture Vapor 


Treatment 

Add-On 

% 

Intrinsic Resistance 
equiv. cm. of still air 

iSTone (8.5 oz. Herringbone Twill) 

— 

0.14 

Borax ; Boric Acid (7 : 3) 

12.4 

0.18 

Borax ; Boric Acid (1 :1) 

15.9 

0.11 

B) iammonium Phosphate 

16.0 

0.18 

A^mmonium Dihydrogen Phosphate 

15.4 

0.11 

Borax : Boric Acid : Diammonium Phosphate (7:3:5) 

14.4 

0.17 

Borax : Boric Acid : Diammonium Phosphate (5:5:1) 

15.1 

0.16 

Arnmonium Sulfamate 

28.0 

0.11 

C ommercial Product A 

13.6 

0.20 


compared with that of the untreated cloth. As was pointed out in the dis¬ 
cussion of the laboratory test method in Chapter IV, the precision of these 
measurements is approximately Az 0.05 cm. Taking this into consideration 
and also comparing these values with those of the durable treatments dis¬ 
cussed in the following section (Table 10), it is apparent that the vater- 
soluble treatments do not appreciably increase the resistance to moisture 
A^apor. Comparing the laboratory test data with the findings of heat load 
experiments discussed in a later section, it is unlikely that an\ of the^e 
"temporary treatments would significantly influence the heat load imposed 
"iDy the garment upon the wearer. 

Fabric Strength. Regardless of the effectiveness of a flameproofing 
agent in preventing the flaming and glowing of the fabric, the treatment 
would be of little value if, in the course of attaining the desired flameproof 
characteristics, it at the same time appreciably reduced the serviceability 
of the garment. In this respect, it is of primary importance that the appli- 
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cation of the retardant does not radically reduce the strength character¬ 
istics of the fabric. In nearly every case the treatment with a water- 
soluble agent does cause a slight decrease in tensile strength (see Table 
5). The tensile loss is in the order of 10% ranging from 5 to 15% and 
again, considering the precision of the tensile strength measurement, is 
not considered to be excessive. 

Stability Under Accelerated Conditions. In the case of the water- 
soluble flameproofing agents under consideration, it is presumed that the 
treatment is only temporary in nature and will be impaired or completely 
destroyed by exposure to any leaching conditions due to rain, immersion, 
laundering or even excessive perspiration. The treatments arc such that 
they will require periodic reprocessing in order to maintain the desired 
flameproof characteristics. It is highly desirable, however, that the treated 
fabric retain its retardancy and tensile strength throughout the period of 
normal use and, in the case of military clothing, through any period of 
storage prior to issue. With this in mind, representative water-soluble 
treatments were exposed to accelerated aging tests designed to simulate 
the conditions of hot-humid storage and hot-dry storage which might be 
encountered in the course of military operations. The data presented in 
Tiibles 4 and 5 indicate that under these extreme conditions many of the 
temporary treatments do suffer an appreciable loss of cither flameproof¬ 
ness or fabric strength. 

The exposure to high temperature and high humidity causes a decrease 
in the flameproofness of fabrics treated with the borate mixtures, particu¬ 
larly when ammonium phosphate has been incorporated as a glow-retard¬ 
ing ingredient. The mixtures of borax and boric acid are only slightly 
affected in the form of an increase in afterglowing tendency. This would 
appear to be attributable to a loss of boric acid through volatilization. 
When ammonium phosphate is also present the flameproofm'ss is com¬ 
pletely destroyed. The data on the loss in weight of these fabrics in the 
course of the storage (Table 5) indicate that an appreciable amount of the 
retardant has been lost by volatilization. The effects shown could be at¬ 
tributed to a rapid sublimation of boric acid under these conditions. In the 
case of the 7:3:5 and 5:5:1 mixtures with ammonium i)hosphate, the loss 
of ammonia and subsequent formation of the acid i)hosphate would not 
only accelerate the sublimation of boric acid but would also result in the 
interaction between borax and the phosphate with the formation of addi¬ 
tional amounts of volatile boric acid leaving a residue of sodium phos¬ 
phate. The flame test data on the aged specimens of the 7:3:5 and 5:5:1 
mixtures are characteristic of the effectiveness of sodium phos]-)hatc and 
borax respectively at add-ons of 7 to 8%. The ammonium phosphates 
alone do not suffer any loss of effectiveness under these conditions nor docs 
the sulfamate-phosphate mixture as exemplified by commercial product 
A. Ammonium sulfamate exhibits a slight but negligible increase in its 
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Table 5. Effect of High Temperature and High Humidity Upon the Tensile Strength of Fabrics Treated With Water-Soluble Retardants 
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afterglowing tendency. The hot-dry conditions of 150° F., dry arc appar¬ 
ently less severe as far as the loss of flameproofness is concerned, none of 
the retardant treatments being significantly impaired with the exception 
of the 7:3:5 borate-phosphate mixture. 

Upon consideration of the tensile strength data of Table 5, however, it 
is apparent that the fabrics which did not show any appreciable reduclion 
of flameproofness are those most severely impaired witli respect (o fabric 
strength. Similarly, the borate mixtures, alone and with added phosphate, 
which suffered a loss of retardancy do not undergo any significant changes 
in tensile strength. The ammonium phosphates are incapable of with¬ 
standing more than two weeks of storage under these extreme conditions 
without suffering an excessive reduction in fabric strength. In this resi)ect, 
it appears that the temperature is the governing factor since the condi¬ 
tions of 150° F., dry are more severe than those of 120° F. and 857^' R-H- 
In the case of ammonium sulfamate and the commercial sulfainaic-i)hoH- 
phate mixture, the strength losses are excessive even in the first two weeks 
of exposure. 

Stability Under Normal Conditions. It would appear, therefore, 
that at least in the case of this particular group of water-solubh' re¬ 
tardants, the temporary fiameproofing treatments are relatively unstable 
and may be expected to suffer reductions in either flameproofness or fabric 
strength under the severe conditions which might he encounterc'd in the 
course of military service. It might be suspected, also, (hat tlu'se plKuiom- 
ena are a time-temperature function and that the same changes miglit 
occur over an extended period of time at much lower tcmpc'ratures. This 
was encountered in the case of one fabric specimen treat( mI with (he 7:3:5 
mixture of borax, boric acid and diammonium phosphate. Tll(^ saini)le of 
fabric, which was initially adequately fiameproofed, was found aften- ap¬ 
proximately one year’s exposure to normal room conditions to hav(' lost 
practically all of its flameproof characteristics. In an effort to (hdermine 
the seriousness of this loss of retardancy at normal temperat ures, sc'veral 
of the better water-soluble flameproofing agents were ai)plied to 8.5 oz. 
herringbone twill and suspended for from two to three months under 
normal room conditions and also under the standard conditions of 70" F. 
and Q5% R.H. The results of these experiments, which arc summarizc'd in 
Table 6, indicate that, under conditions of normal usage, fabrics treated 
with water-soluble fiameproofing agents could be expended to senuu' satis¬ 
factorily for at least a two- or three-month period without any apparent 
loss of either retardancy or fabric strength. 

Since the temporary fiameproofing agents are applied with the intention 
of frequent reprocessing in order to retain flameproofness and also, since 
in most cases any fabric would be laundered at hot more than two- or 
three-month intervals, it is believed that the water-soluble treatments 
will impart the desired flameproof characteristics to the fabric and retain 
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'I'a.ble 6. The Influence of Prolonged Storage Upon the Flameproofness and Strength 
- of Fabrics Treated With Some of the Better Water-Soluble Retardants 

{4B°-Microburner Flame Test — 1-inch Raveled Strip Tensile Test) 


45° Flame Tests 



Add-On storage 


After- After¬ 
flame glow 

Char Area 

Tensile 

Retardant 

% 

Conditions 

Months 

sec. 

sec. 

in - 

lbs./in. strip 

^orax ; Boric Acid ; 

16 

70° F./65% R.H. 

0 

2 

10 

1.8 ■ 

112 

Diammonium 



1 

0 

12 

1.3 

— 

Phosphate (7:3:5) 



2 

0 

11 

2.0 

121 




3 

0 

11 

2.2 

114 


13 

Variable 

0 

2 

10 

1.9 

112 




1 

1 

14 

1.4 

— 




2 

0 

10 

2.3 

108 




3 

0 

11 

2.7 

104 

Oommercial Product 

16 

75° F./65% R.H. 

0 

0 

5 

2.1 

125 

A 



1 

0 

3 

2.3 

131 




2 

0 

4 

2.2 

— 



Variable 

0 

0 

0 

2.1 

123 




1 

0 

3 

2.7 

124 

Commercial Product 

19 

75° F./65% R.H. 

0 

0 

4 

2.0 

121 

E 



1 

0 

5 

2.1 

130 




2 

0 

5 

2.1 

127 


20 

Variable 

0 

0 

5 

1.6 

120 




1 

0 

5 

2.6 

112 




2 

0 

6 

2.3 

112 

Commercial Product 

15 

75° F./65% R.H. 

0 

0 

13 

2.5 

— 

F 



0.5 

0 

3 

2.6 

122 




2 

0 

15 

2.8 

127 




2.5 

4 

12 

2.1 

— 


14 

Variable 

0 

1 

12 

2.4 

— 




0.5 

0 

3 

2.9 

120 




2 

0 

16 

3.1 

105 

13 orax : Diammonium 

14 

70° F./65^c R.H. 

0 

0 

10 

2.3 

— 

Phosphate (1:1) 



1 

0 

11 

2.2 

126 




2 

0 

9 

2.3 

128 




2.5 

1 

10 

2.2 

— 


14 

Variable 

0 

0 

7 

1.8 

— 




1 

0 

9 

2.5 

103 




2 

0 

13 

2.6 

114 

XJntreated Regular 

0 

— 

— 

Burns — 

— 

120 


Twill completely 

■fcliose properties as long as was intended^ i.e. until the fabric or garment 
is laundered. If, however, the treated fabric is stored for several months 
prior to use or is exposed to the extremes of temperature and humidity for 
a, prolonged period of time, it may suffer an appreciable loss of flame¬ 
proofness or strength. In instances where it is knovm that these conditions 
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will be encountered, the selection of a temporary flameproofing treatment 
should be made with caution. 

b. Durable Treatments 

The requirements for a flameproofing treatment for cotton fabrics have 
been pointed out in the early portions of this book and the specific re¬ 
quirements for Army clothing fabrics discussed earlier in this chapter. The 
flameproof characteristics can readily be attained by means of water- 
soluble retardants such as those just considered. These temporary treat¬ 
ments possess certain advantages over the more permanent type, the out¬ 
standing examples being the very low add-ons required and the ease with 
which the flameproofing procedure may be carried out. The latter makes 
it possible to impregnate garments in the field and thus j^ermit the con¬ 
tinued use of the many uniforms already fabricated and issued. It would 
obviously be preferable, however, if the flameproofing properties obtained 
by the treatments were permanent and could be retained by the garment 
throughout its period of service without the necessity of continued re¬ 
processing. Thus far, the available flameproofing treatments which arc 
capable of imparting more or less permanent protection to the garment 
have not been adaptable to a simple field treatment. The durable finishes 
are therefore generally applied to yard goods on an industrial scale and the 
clothing fabricated from the treated cloth. 

As has been pointed out in the earlier fundamental sections, the avail¬ 
able, durable flameproofing treatments can be divided into Ihree general 
categories: those applied by means of a double impregnation or “double¬ 
bath” technique, the chlorinated wax-metallic oxide type whidi can be 
applied in the form of a suspension or emulsion, and the cellulose-ester 
type which is applied from aqueous solution and cured to form an inor¬ 
ganic ester of cellulose. The latter group has generally been refi'rred lo as 
being of the urea-phosphate type. Since the durable treatments are aj)- 
plied to the fabric with the intention that the rctardancy will be ndained 
throughout the life of the garment and will not require reprocessing, (he 
evaluation studies of these treated fabrics, as outlined in (Hiaplt'r TV, 
must include a measurement of the rcsi.stancc of the Ireatment to (he 
leaching action of rain, water immersion, perspiration, sea water and 
laundering. The urea-phosphate type treatments, all hough they are in 
many ways the most permanent of the durable group, arc particularly 
susceptible to the action of high concentrations of alkali and alkaline earth 
ions and strongly alkaline solutions. The reasons for this instability have 
been clearly shown in the preceding chapter and will not be repeated here. 
That the removal of the effectiveness of the treatment is a function of the 
pH or alkali concentration and the time of contact with the solution is 
indicated in Table 7. Simple laboratory leaching tests have also shown that 



B. SUITABILITY OF TREATMENTS 


309 


Table 7. Effect of LeacMag Upon the Flame Retardancy of Urea-Phosphate Type 

Fabrics 

i45°-Microbumer Flame Test) 


Leaching 


Solution 

Treatment 
pH Hours 

Afterflame 

sec. 

Afterglow 

sec. 

Char Area 
in - 

None 

— 

— 

0 

0 

4.0 

Tap Water 

7.4 

21 

0 

0 

4.0 



72 

0 

0 

4.0 

0.2% Ammonium Oleate 

8.6 

16 

0 

1 

3.9 



73 

0 

1 

3.9 

0.2% Ammonium Oleate 

10.0 

21 

0 

0 

4.0 

d-NaOH 


75 

35 

0 

B.E.* 

1 % Castile Soap -t- 5 % 

11.8 

21 

52 

0 

B.E. 

NaaCOa 


75 

61 

0 

B.E. 

* Burned to the end. 






a urea-phosphate type fabric 

may be 

leached indefinitely in 

distilled 


water without any apparent effect whereas long-term leaching in hard 
water will appreciably reduce the retardant properties. For this reason, 
the laboratory tests used in the evaluation of the permanence of durable 
flameproofing treatments include a rotation in synthetic sea water in 
addition to the standard leaching and laundering procedures. 

Nature o£ Finishes Considered. The fiameproofed fabrics compared 
in the following pages are representative of what is available in the way 
of durable treatments and have been developed by the research labora¬ 
tories of different branches of the Armed Forces and by several textile 
finishing companies. In order to avoid repetition of the nature of the 
processes in each table, they will be discussed briefly at this time. 

Fabric developed in the course of the experimental work of N.R.C. 
Project Q.M.C. #27, is a double-bath impregnation with stannic tung¬ 
state. Essentially the process consists of consecutive immersions in 20# 
sodium tungstate and 20% stannic chloride, drying the fabric prior to 
immersion in the second bath. A more thorough discussion of the variables 
of this process has already been given in Chapter V and as was pointed 
out at that time, it may well be that the material actually deposited on 
the fabric should be pictured as a mixture of stannic oxide and tungstic 
acid rather than a molecular salt. 

Commercial product Q must be considered as a double-bath treatment 
although the actual impregnation process is somewhat more complex. The 
treatment consists of a deposition of zinc borate on the fibres by immer¬ 
sions in solutions of borax and zinc chloride. In this case, however, the 
two salts are dissolved together in a glycol-type solvent and precipitation 
accomplished by exposure of the dried fabric to moisture. This may be 
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accomplished by immersing in water or by hanging in a humid at¬ 
mosphere. 

The solvent-suspension treated fabric developed by the Chemical War¬ 
fare Service Development Laboratories at the Massachusetts Institute of 
Technology was commercially treated with a mixture, the essential in¬ 
gredients of which were a suspension of antimony oxide and Vinylite in 
an organic solvent such as methyl ethyl ketone. 

Commercial products 0 and P were similarly treated with organic sol¬ 
vent suspensions of antimony oxide and Vinylite. In these instances, 
however, an attempt was made to prevent afterglow by the addition of 
zinc borate. 

In the case of commercial product N both a vinyl chloride resin and 
chlorinated paraffin were suspended in an organic solvent along with 
antimony oxide and zinc borate. 

Fabric :^2 of N.R.C. Project Q.M.C. ^27 was processed with a sus¬ 
pension of antimony oxide and zinc borate in a methyl ethyl ketone solu¬ 
tion of Vinylite VYNS. Triphenyl phosphate was added as a plasticizer in 
order to improve the hand of the treated fabric (see Chapter V). 

The flameproofed fabrics developed by the Technical Division of the 
Chemical Warfare Service at Edgewood Arsenal, Maryland, were proc¬ 
essed with similar organic solvent suspensions, the flameproofing in¬ 
gredients in which were zinc oxide and a chlorinated wax. In these cases, 
however, the picture is complicated by the presence of other ingredients 
which were included in order to render the fabric impervious to chemical 
warfare agents but which also undoubtedly contribute to the fiameproof- 
ing properties of the mixture. 

The emulsion treatment, listed as Fabric #3 of the Q.M.C. Project 
#27, consisted of a water-in-oil emulsion of 42% and 70%^ chlorinated 
paraffins, antimony oxide and zinc borate. The oil ])hase also included 
trichloroethylene as a diluent and Rezyl which serves a dual role as 
emulsifying agent and stabilizer. 

The four urea-phosphate type fabrics included arc of the general typo 
discussed in the preceding chapter. The Q.M.C. #27 fabric #4 was 
treated with a 46% aqueous solution of urea and diammonium phosphate 
present in the molar ratio of 4.4:1. The commercial products differed with 
respect to the nature of the amido compound employed and also in the 
particular phosphate selected. In some cases formaldehyde was also in¬ 
cluded. Some variations existed in the times and temperatures employed 
in the curing process. 

The durably treated fabrics were processed on commercial finishing 
equipment either in the form of a full-scale plant run or as an experi¬ 
mental process with the following exceptions. Q.M.C. #27 fabric #1 was 
purely a laboratory-scale experiment and the fabrics shown were treated 
according to the procedure outlined in Chapter IV. The two C.W.S. fabrics 
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from Edgewood Arsenal were of an experimental nature, #1 being applied 
in a Quartermaster portable laundry unit and #2 being processed in a 
standard commercial laundry washer. In these two cases, the flameproof¬ 
ing process was applied to finished articles of clothing, whereas all the 
other treatments described were applied to yard goods. 

Preliminary Comparative Evaluations. The evaluation tests used as 
criteria of the relative efiiciencies of durable fiameproofing processes were 
described in Chapter IV. The preliminary evaluation data on the better 
permanent-type fabrics are summarized in Table 8 showing the initial 
flameproofness of the treated fabric and the resistance of each to leaching 
and laundering. Considering' only the resistance of the fabrics to after- 
flaming, the majority of the better treatments are capable of retaining 
their flame-resisting properties through the preliminary leaching and 
laundering tests. The double-bath treatment with stannic tungstate is one 
exception, being appreciably impaired by a 5-mmute leach in salt solution 
and completely destroyed by 3 launderings. The addition of a 3 to 4% 
overcoating with Resloom M-75 improves the glow resistance of the 
treated fabric and at the same time appreciably increases the permanence. 
When correctly applied, as illustrated by the commercial impregnation 
with zinc borate in product Q, it is possible to obtain a permanently flame- 
resistant fabric by means of a double-bath type of treatment. It is difficult, 
however, to find a suitable glow-resistant material which can be perma¬ 
nently bound into this type of finish without the use of greatly excessive 
add-ons. 

The treatments employing a mixture of a metallic oxide and a chlorin¬ 
ated wax or resin possess excellent flame-retardant characteristics and 
are highly resistant to leaching or laundering. This is true whether applied 
in the form of a solvent suspension or as an emulsion. The only member of 
the group incapable of resisting 6 laundering treatments was commercial 
product P. The antimony oxide-chlorinated body type processes differ 
markedly, however, in their relative resistances to afterglow. When no 
glow-retarding component is added, as in the case of the C.W.S.-M.I.T. 
fabric, the afterglow is highly excessive ranging from 500 to 600 seconds 
in duration. The degradation of the fabric by this flameless combustion is 
actually enhanced by the presence of the metallic oxide and in general the 
afterglow not only consumes the charred area but also progresses into the 
uncharred portions of the specimen. The proper compounding of a semi¬ 
insoluble glow-retarding constitutent such as zinc borate reduces the 
afterglow to practically zero and the mixture is capable of retaining this 
property through six launderings in 0.5% G.I. soap. The emulsion and 
solvent suspension treatments developed under N.R.C. Project Q.M.C. 
#27 are examples of the efficacy of zinc borate in these pigment processes. 

The excellent flame- and glow-resisting properties of fabrics processed 
by a urea-phosphate type treatment and the durability of the flameproof- 
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ness achieved are exemplified by Q.M.C. :#:27 fabric #4 and commercial 
product M-3. As will be discussed in the following pages^ the application 
of these processes produces an appreciable loss in the tensile strength of 
the fabric and the addition of formaldehyde or reduction in the time or 
temperature of cure in order to minimize the tendering also lessens the 
permanence of the flameproofness obtained as shown in the cases of com¬ 
mercial products R and M-1. 

Effect on Desirable Textile Properties: Hand. As in the case of 
the temporary flameproofing agents^ the initial estimate of the efficacy of 
a durable treatment obtained by means of a preliminary evaluation of 
flameproofness and permanence must be supplemented by a more complete 
investigation of the effects of the treatment on the other desirable fabric 
characteristics. The high add-ons required by the double-bath and anti¬ 
mony oxide-chlorinated wax type of process exert a much more noticeable 
influence upon the hand of the treated fabric than was the case with the 
water-soluble retardants where the add-ons were in the order of 10-15%. 
In all cases, the treatment imparts appreciable stiffness to the fabric and 
the pigment components tend to produce a harsh and irritating surface. 
The stiffening effect of the resin or wax can be moderated by the addition 
of plasticizing-agents and the fabric further softened by means of standard 
fabric finishing practices. The addition of a plasticizer or the partial sub¬ 
stitution of a low chlorine-content chlorinated paraffin for one of higher 
chlorine content reduces the harshness and improves the flexibility of the 
fabric but often imparts an oily consistency to the surface. By varying 
the ingredients in this manner the finisher has considerable latitude in the 
nature of the finished fabric surface. Whether or not this type of treat¬ 
ment is acceptable for a given application is dependent upon the require¬ 
ment set up and in the case of clothing fabrics for Army use must be 
determined by means of practical wear tests. In contrast, the urea-phos¬ 
phate treated fabrics can be effectively flamc])roofcd with much lower 
add-ons of retardant and the hand characteristics of the treated materials 
do not differ appreciably from those of the untreated fabric. 

Resistance to Moisture Vapor Transfer. It might be expected that 
high additions of insoluble materials to a fabric would apiu’cciably increase 
the resistance of that fabric to the passage of moisture vapor. The intrinsic 
resistances of the durably treated fabrics being considered arc presented 
in Table 9 as determined by means of laboratory tests. It is at once appar¬ 
ent that the permeability of the fabric is not solely dependent ui)on the 
amount of added material, but is also a function of the physical nature of 
the finish. With purely inorganic materials, as illustrated by Q.M.C. ^27 
fabric #1, considerable amounts of the retardant may be added without 
appreciably increasing the resistance to moisture vapor transfer. When 
the mixture applied includes a film-forming resin or any other material 
which tends to block the interstices of the fabric, the permeability is sig¬ 
nificantly reduced. Of the fabrics listed, only three exhibit a striking in- 
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Table 9. Effect of Flameproofing Treatment Upon the Moisture Vapor Permeability 

of the Fabric 


Fabric 

Add-On 

% 

Intrinsic Resistance 
equiv. cm. of still air 

% Increase i 
Resistance 

8.5 oz. Herringbone Twill, un- 

0 

0.14 

— 

treated 

Double Bath Treatments 

Q.M.C. #27, Fabric #1 

49 

0.17 

21 

Commercial Product Q 

29 

1.18 

740 

Solvent Suspension Treatments 
Commercial Product 0 

65 

0.49 

250 

Commercial Product N 

35 

0.19 

36 

Q.M.C. #27, Fabric #2 

40 

0.44 

215 

C.W.S.-Edgewood, Fabric #1 

38 

0.18 

29 

C.W.S.-Edgewood, Fabric #2 

37 

0.18 

29 

Emulsion Treatments 

Q.M.C. #27, Fabric #3 

33 

0.21 

50 

Urea-Phosphate Type Treatments 

Commercial Product R 

16 

0.19 

36 

Commercial Product M-1 

16 

0.19 

36 

Q.M.C. #27, Fabric #4 

16 

0.13 

0 

Commercial Product M-3 

24 

0.13 

0 


crease in resistance: commercial product Q, product 0 and Fabric #2 
from the Columbia project. The exceedingly high resistance of the zinc 
borate double-bath treatment may be attributable to a heavy deposit of 
zinc stearate which is allowed to remain on the fabric. The differences 
which are apparent between the various solvent-suspension fabrics might 
be due to variations in the nature of the chlorinated body employed. This 
is suggested by a comparison of fabrics 2 and 3 from the Q.hl.C. #27 
laboratories. In the case of the solvent suspension treatment, where Viny- 
lite is used as the source of hydrogen chloride, the resistance is very great, 
whereas the emulsion which is very similar in composition with the excep¬ 
tion of a substitution of chlorinated paraffin for the vinyl chloride resin, 
does not have a pronounced effect. The urea-phosphate type treatments, as 
might be expected on the basis of their method of fixation in the fabric, do 
not appreciably influence the moisture vapor permeability. Just what in¬ 
trinsic resistance obtained by this laboratory test method would indicate a 
fabric likely to impose an excessive heat load upon the wearer would have 
to be determined by an extensive correlation wuth practical heat load 
experiments such as those discussed in a later section of this chapter. It is 
fairly certain, however, that the three fabrics which show an increase of 
200% or more in their resistance to moisture vapor would be extremely un¬ 
comfortable under the stringent conditions of military operations where 
the men tend to perspire profusely. 

Fabric Strength. With the exception of the urea-phosphate type, the 
durable flameproofing treatments do not produce any loss in the tensile 
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strength of the fabric as a result of the impregnation process. On the 
contrary, as shown in Table 10, the cohesion of the fibers produced by the 


Table 10. Effect of Flameproofing Treatment Upon Fabric Strength 


{1-inch Raveled Strip Tensile Test) 



Warp 

Tensile Strength 
Untreated Fabric 

Warp 

Tensile Strength 
Treated Fabric 

% Change in 

Fabric 

lbs./in. width 

lbs./in. width 

Tensile Strength 

Double Bath Treatments 

Commercial Product Q 

109 

123 

+ 13 

Solvent Suspension Treatments 

C.W.S.-M.I.T. Fabric 

110 

104 

- 5 

Commercial Product 0 

92 

116 

-f 26 

Commercial Product P 

92 

120 

-h 30 

Commercial Product N 

108 

118 

-f 9 

Q.M.C. #27, Fabric #2 

110 

148 

-1-35 

C.W.S.-Edgewood, Fabric #1 

112 

124 

-[-11 

C.W.S.-Edgewood, Fabric #2 

112 

119 

-p 6 

Emulsion Treatments 

Q.M.C. #27, Fabric #3 

112 

129 

-f 15 

Urea-Phosphate Type Treatments 

Commercial Product R 

130 

96 

- 26 

Commercial Product M-1 

100 

88 

- 12 

Q.M.C.#27, Fabric #4 

110 

70 

- 36 

Commercial Product M-3 

131 

88 

- 33 


binders employed generally results in a slight tensile increase. It should l)e 
borne in mind, however, that the fixation of the threads by tlic apidicalion 
of a resinous coating often greatly impairs the tear strength of a fabric. 
It is regretted that a comparable set of tear strength mcasureincnls was 
not available on these fabrics to supplement the tensile strength data 
presented. In the case of the fabrics treated with processes of the urea- 
phosphate type the tensile strength is appreciably impairc'd by the (lame- 
proofing treatment. The strength loss may range from 10 to depend¬ 
ing upon the nature of the compounds employed in the t,reating mixture 
and the time and temperature employed in curing. The variables which 
exist in the impregnating and curing processes have been thoroughly dis¬ 
cussed in the preceding chapter. It was shown that the reduction in 
strength can be lessened appreciably by changes in the conditions of treat¬ 
ing but that the better fabric strength is generally offset by a reduction in 
the permanence of the retardancy or an increase in the add-on reepdred. 

Resistance to Laundering. Since in the course of normal service, 
durably flameproofed fabrics are apt to encounter laundering conditions 
of various types, a complete evaluation of the relative suitability of the 
permanent treatments includes laundering in detergent solutions of vary¬ 
ing alkalinity. The results of a series of laundering experiments on the 
solvent suspension, emulsion and urea-phosphate typo treatments are 
summarized in Table 11. The antimony oxide-chlorinated body treatments 
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are capable of withstanding six washes in any of the soap solutions em¬ 
ployed without any apparent loss in the resistance to afterflaniing. When 
correctly formulated it is immaterial whether the constitutents have been 
applied in the form of an emulsion or as a solvent suspension. In both 
cases, however, the resistance to afterglow is reduced, particularly in 
strongly alkaline detergent solutions, though in no case docs the afterglow 
even approach that of the similar treatments which contain no glow-re¬ 
sistant ingredient. The urea-phosphate type of treatment is equally 
capable of withstanding six or more washes in neutral detergents or mildly 
alkaline soaps but is reduced in flameproofness when strongly alkaline 
soaps are employed. This is compatible with the nature of the fixation of 
the phosphate as discussed in previous chapters. As has been pointed out 
previously this type of treatment could be made resistant to six or more 
launderings in strongly alkaline soap but only with a corresponding in¬ 
crease in add-on or decrease in the strength of the treated fabric. 

Resistance to Ion-Exchange. The resistance of the several types of 
durable treatments to immersion in synthetic "ocean water” is shown in 
Table 12. All of the better permanent type fabrics are capable of resisting 

Table 12. Resistance of Durable Flameproofing Treatments to Sea Water Loaeliing 
{45°-Microbumer Flame Test) 


Fabric 

Add-On 

% 

Time of Rotation 
in Sea Water 
min. 

Aftorflamo 

BOO. 

Aflornlow f'liar Area 

sec. in ’ 

Commercial Product Q 

29 

0 

0 

2 3.9 

(Double Bath) 


120 

0 

1 3.1 

Q.M.C. #27, Fabric #2 

40 

0 

0 

0 3.3 

(Solvent Suspension) 


120 

0 

10 2.9 

Q.M.C. #27, Fabric #3 

33 

0 

0 

5 3.0 

(Emulsion) 


120 

0 

6 3.2 

Q.M.C. #27, Fabric #4 

16 

0 

0 

0 2.() 

(Urea-Phosphate Type) 


120 

0 

0 3.7 

Commercial Product M-3 

24 

0 

0 

0 2.1 

(Urea-Phosphate Type) 


120 

0 

0 3.0 


the specified 120 minutes of exposure. In the case of the urca-phosi)ha(e 
type of fabric, this test is generally more severe than six standard laun¬ 
derings in either neutral detergents or 0.5% G.T. soap. 

Resistance to Weathering, With flameproofed fabrics intended for 
outdoor usage, it is important that the treatment is not adversely afTeidvd 
by normal weathering conditions and particularly by ultraviolet irradia¬ 
tion. A series of outdoor exposure tests were set up with the enndsion, 
suspension and urea-phosphate type fabrics, and although the experiments 
had to be terminated much sooner than was intended, the data obtained, 
as presented in Table 13, indicate that exposure of these treated fabrics to 
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Table 13. Resistance of Durable Flameproofing Treatments to Weathering 

45° Flame Test Vertical Flame Test 


Fabric 

Time 

Tensile 
Iba./in. 
(warp/grab) 

After¬ 

flame 

sec. 

After¬ 

glow 

sec. 

Char Area 
in2 

After¬ 

flame 

sec. 

After¬ 

glow 

sec. 

Char Lei 
in. 

Outdoor Weathering, Normal East Coast Fall Weather 



Q.M.C. #27, Fabric 

0 wks. 

192 

0 

0 

2.2 

0 

15 

4.1 

#2 (Solvent Sus¬ 

2 

(t 

191 

0 

1 

2.8 

0 

14 

3.7 

pension) 

4 

ll 

202 

0 

0 

2.6 

0 

21 

4.2 


6 

It 

197 

0 

0 

2.7 

0 

17 

4.0 

Q.M.C. #27, Fabric 

0 

ti 

166 

0 

3 

2.1 

0 

4 

3.0 

#3 (Emulsion) 

2 

n 

170 

0 

0 

2.3 

0 

3 

3.2 


4 

tt 

168 

0 

0 

1.7 

0 

8 

3.4 


8 

tc 

164 

0 

4 

2.8 

0 

12 

3.0 

Commercial Prod- 

0 

t( 

112 

0 

1 

2.1 

0 

1 

2.4 

duct M-3 (Urea- 

2 

tt 

114 

0 

2 

2.2 

0 

1 

2.2 

Phosphate Type) 

4 

ti 

112 

0 

0 

1.5 

0 

2 

2.6 


8 

ti 

107 

0 

2 

2.1 

0 

2 

3.0 


Accelerated Weathering {Atlas Weatherometer) 



Q.M.C. #27, Fabric 

0 hrs. 

163 

0 

3 

2.1 

0 

4 

3.0 

#3 (Emulsion) 

180 

tt 

160 

0 

4 

3.0 

0 

15 

5.0 


normal weathering does not have any appreciable effect upon their flame¬ 
proof qualities. The loss of fabric strength which has commonly been 
associated with the irradiation of fabrics treated with the chlorinated wax 
mixtures w'as not apparent, at least in the course of these admittedly 
short-term experiments. In support of this, the standard 180-hour ex¬ 
posure in the double arc Atlas Weatherometer did not produce any appre¬ 
ciable change in either the flameproofness or strength of fabric treated 
with the antimony oxide-chlorinated paraffin emulsion. 

Factors Influencing Selection. In making a selection from among 
the available flaraeproofing treatments for processing Army clothing many 
different factors must be considered. If it is desired that the flameproofing 
process be adaptable to field impregnation, the choice is limited to some 
of the metallic oxide-chlorinated body suspensions or the water-soluble 
retardants. The former have the advantage of permanence but also possess 
the disadvantages of being rather difficult to apply in the field, producing 
a garment of rather unsightly appearance and requiring excessive add-ons 
of 30% or more. The latter will be completely destroyed by rain, immer¬ 
sion or even profuse perspiration but are attractive because of the ease 
with which they may be applied and the low add-ons required for effective 
flameproofing. Finally, the water-soluble treatments in general wull not 
inconvenience the wearer in any way whereas the pigment processes may 
add to the heat load of the garment. Of the water-soluble flameproofing 
agents considered in this section, any one of the five or six better re¬ 
tardants would be nearly equally satisfactory. 
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If it is intended that the fabric be processed in the form of yard goods 
prior to fabrication of the garments, the treatment selected would prob¬ 
ably be one of the durable type. Of this group the outstanding example is 
the urea-phosphate type of treatment. The treated fabric in this case 
possesses excellent resistance to both afterflaming and afterglow and is 
capable of retaining these flameproof characteristics throughout prolonged 
leaching, laundering or exposure to the weather. The application of the 
retardant process does not adversely influence the hand of the fabric or its 
permeability to moisture vapor. Finally the amount of flameproofing agent 
required for effective retardancy is nearly as low as with the temporary 
treatments. The one serious drawback to this process is the appreciable 
strength loss encountered in the course of the treating procedure. By 
compromising the loss in fabric strength, however, with the permanence of 
the flameproofness achieved it is very possible that a treated fabric could 
be obtained which would be acceptable for military clothing purposes. The 
antimony oxide-chlorinated wax treatments, on the other hand, do not 
cause any reduction in the strength of the fabric and can be formulated to 
produce a high degree of flameproofness which is also resistant to leaching 
and laundering. They suffer from the disadvantage of high add-on and also 
generally adversely affect the hand of the fabric and its moisture vapor 
permeability. Furthermore, the resistance to afterglow is rarely complete 
and is generally reduced by laundering. 

In determining which of these types of treatment would be ]U’c feral)lc 
for use in military clothing, the decision must be based u])on ])ra(‘ti('al 
wearing tests, in which human subjects are clothed in the flamcproofcd 
garments and subjected to normal and accelerated conditions intended 
to simulate the stress of military operations. In the course of these' hirgc- 
scale experiments, the treated fabrics would be tested for their perform¬ 
ance as to flameproofness, strength and durability and for their inihiencc 
upon the wearer both with respect to comfort or heat load and any pos¬ 
sible toxicological symptoms which they might produce. The results of 
practical wearing tests of this type are considered in the following pages. 

2. Performance Evaluations 
E, Folger Taylor and Williain R. Chridemen 

To supplement the preceding laboratory experiments, extensive iiractical 
evaluations of several flameproof finishes were carried out at the (Jlimatic 
Research Laboratory, Lawrence, Massachusetts, and at the Quarter¬ 
master Board, Camp Lee, Virginia. The tests conducted by the Climatic 
Research Laboratory will be discussed first. 

These experiments were designed to investigate the effects of ordinary 
wear and laundering, exposure to rainfall, profuse perspiration, sea water 
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immersion and stockroom storage on the flame retardancy and strength 
of flameproofed uniforms. Three differently treated sets of garments were 
used which will be referred to as Types 1, 2 and 3. In order to avoid 
cumbersome repetition in the following sections on performance and 
physiological evaluations, this classification by type numbers wfill be ad¬ 
hered to. The three treatments studied may be briefly described as follows: 

The Type 1 garments consisted of an 8.5 oz. herringbone twill fabric, 
dyed olive drab No. 7, constructed into two-piece work suits and then im¬ 
pregnated with a mixture of borax, boric acid and diammonium hydrogen 
phosphate in the ratio of 7:3:5. Prior to impregnation, the garments were 
laundered to remove excess sizing and increase absorbency in order that 
an adequate and uniform pickup of retardant could be obtained. The im¬ 
pregnation process was conducted in the washwheel of a mobile laundry.’- 
The concentration of the solution and the time of extraction were adjusted 
so as to leave the desired add-on of approximately 12%. This is slightly 
above the minimum effective add-on previously determined. The exact 
add-on actually obtained was determined by weighing conditioned gar¬ 
ments before and after impregnation. With this method of application, the 
treatment was more or less spotty, an excess of crystalline salts accumu¬ 
lating in certain sections of the garments and causing stiffening and a 
rough, undesirable hand. Other sections of the same garments received 
sub-optimal impregnations. 

Type 2 garments were constructed of 8.5 oz. herringbone twdll, dyed 
olive drab No. 7 -^vdiich had been previously flameproofed in yard goods 
form by a commercial urea-phosphate type treatment similar to that de¬ 
scribed in Chapter V, Section B-1. The total add-on wms 16-20% and the 
finish had little effect on the appearance, flexibility and hand of the 
material, although the tensile strength wms significantly reduced. 

The third set of uniforms tested, wdiich have been designated as Type 3, 
were also impregnated in yard goods form according to the antimony 
oxide-vinyl resin process developed at the Chemical Warfare Service De¬ 
velopment Laboratory at the Massachu.setts Institute of Technology’. The 
base fabric again wms an 8.5 oz. herringbone twill dyed olive drab No. 7. 
As a result of impregnation, the cloth became quite stiff and required 
considerable finishing treatment before it w^as usable in garment form. 
With this type of fiameproofing process, the physical properties of the 
finished fabric are greatly dependent upon the nature and extent of the 
finishing operations employed. This variable has given rise to appreciable 
differences in hand and absorbency from one mill run to another. 

The flameproof characteristics of the three treated fabrics wmre studied 
by means of both the Vertical-Bunsen and 45°-Microburner flame tests.® 
For this discussion, only the results of the 45° test have been presented 

^See Chapter V, Section A-2. 

2 See Chapter IV, Section B-2 for details of test procedure. 
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and these are recorded in terms of the time of afterflaming in seconds, 
time of afterglow in seconds, and char area in square inches. Breaking 
strength measurements of the treated fabrics were made by means of the 
1-inch raveled strip test using a Scott Tensile Tester.® In all cases the 
sample garments were conditioned in the standard atmosphere of 70° F. 
and 65% R.H. for at least 24 hours before being cut into specimens and 
tested. 

One of the most troublesome problems in establishing the test methods 
for these practical studies was the selection of proper sampling techniques. 
Experimentation resulted in taking representative samples as shown in 
Figure 18, Chapter IV. With each uniform five square specimens were 
taken for the 45°-Microburner flame test, five oblong specimens for the 
Vertical-Bunsen flame test, and eight strips for the tensile strength meas¬ 
urement. The locations selected for cutting specimens were believed to be 
those which would cover the range of possible effects resulting from wear, 
sweat, soiling, etc. When specimens were to be tested before and after 
laundering, control was maintained by taking the "before” and "after” 
specimens from the same general location but on the other half of the 
garment. 

To serve as a basis of comparison with all subsequent teats, control 
values of the flame test and tensile test data were obtained for each of the 
three types of uniforms. These were determined on new, unworn garments 
averaging at least ten individual observations in each case. The tonailc 
strength of the Type 1 uniforms can serve as a basis of compari.son to 
determine the extent of the tensile loss caused by the urca-pliosphatc type 
treatment and the tensile gain induced by the vinyl resin treatment. 


a. Wear and Laundering 

In testing the resistance of the flameproofed uniforms to normal wear 
and laundering, six uniforms of each of the three types were subjected first 
to similar wear conditions for a period of one week, sampled and tested. 
Each garment was then laundered using the detergent solution specified 
for the type of treatment, resampled and again tested for flameproofness 
and fabric strength. Thus, the data collected afforded an estimate of the 
effects of laundering as well as the effects of wear. Some difficulty was en¬ 
countered in selecting the best method for conducting these experiments. 
Since three types of uniforms were being considered, the most accurate 
control of individual variations could be obtained by having six subjects 
wear the uniforms on successive weeks. Such a procedure, however, would 
have invited the criticism that weather conditions had not been controlled. 
As earlier work had demonstrated the serious effect of sweating upon the 
Type 1 uniform, it was considered preferable to control the climatic con- 
® See Chapter IV, Section B-3 for details of test procedure. 
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ditions rather than the subjects. Consequently, eighteen soldiers, all per¬ 
forming approximately the same type of work, were selected as experi¬ 
mental subjects. In this manner the three types of garments could be 
tested concurrently under identical environmental conditions. The condi¬ 
tion's under which the uniforms were worn cannot be described as simulat¬ 
ing field wear since all subjects were engaged in laboratory work. The 
uniforms were worn constantly but were not subjected to mud, rain, abra¬ 
sion by crawling, etc. They were in use, however, for at least eight hours 
during each day. The launderings at the end of the first week’s wear were 
performed in a standard Quartermaster Corps mobile laundry according 
to the following schedule for cotton clothing: 


Operation 

Supplies 

Time 

(min.) 

Water Level 
(inckea) 

Temperature 

“F. 

1 Suds 

Detergent 

5 

6 

100 

2 Suds 

Detergent 

5 

4 

140 

3 Rinse 

None 

3 

8 

140 

4 Rinse 

None 

3 

8 

120 

5 Rinse 

Sour 

3 

8 

100 


Tumbler dried at 245 ± 10“ F. 


The detergent solutions used in the sudsing operations were as follows: 

Laundering Solution 


Uniform 

Percentage 

Concentration 

Item 

Type 1 

0.5 

Igepon-T 

Type 2 

0.5 

Chip Soap 


0.2 

NasCOs 

Type 3 

0.5 

Chip Soap 


0.2 

NaoCO, 


Following the one-week wear period, the Type 1 garments were elimi¬ 
nated from the test, since the temporary treatment was completely re¬ 
moved by a single laundering, and six uniforms of each of the remaining 
two types were subjected to three additional weeks of wear with a laun¬ 
dering at the end of each week. Wearing conditions were the same as 
previously described but the detergent solutions in the laundering process 
were changed to the following: 

Laundering Solution 
Percentage 

Uniform Concentration Item 

Type 2 0.5 Chip Soap 

Type 3 0.5 Chip Soap 

0.2 NaoCOs 

Sampling and testing of garments was performed before and after the 
third wash, i.e. after 3 weeks’ wear and 2 launderings and after 3 weeks’ 
wear and 3 launderings. 
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Continuing the experiment, other Type 2 and 3 uniforms were worn for 
an additional 3 weeks and tested according to the previously described 
techniques after 6 weeks’ wear and 5 launderings and again after the 
sixth laundering. The conditions of wear were the same as for the previous 
tests, but the detergent solutions used in laundering were altered as 
follows: 

Laundering Solution 
Percentage 

Uniform Concentration Item 

Type 2 0.5 Igepon-T 

Type 3 0.5 Chip Soap 

0.2 NasCOa 

The preliminary tests after the sixth week indicated that the Type 2 
uniforms still retained the majority of their original flameproof properties. 
Therefore, three of the test garments were continued for an additional 
3-week period, making a total of 9 weeks of wear and 9 launderings. The 
Type 3 garments were not continued beydnd the 6-week period because of 
the highly excessive afterglow which was felt to be undesirable in clothing 
and because of the subjective undesirability of this finish. The tests on 
Type 2 uniforms were stopped at the end of 9 weeks since the garments 
showed definite signs of wear at that time. 

The results of the tests on Type 1 garments are summarized in Table 14 
along with the control values obtained with the unworn uniforms. It is 
apparent that this treatment was appreciably impaired by tlie relatively 
mild wear conditions described. Those areas which were subjected to the 
greatest abrasion and the maximum sweat formation were most seriously 
affected. When one considers that these uniforms were exposed to only the 
mildest conditions of use and environment, it is apj)arcnt that their i)cr- 
formance was unsatisfactory. In no case were they exposed to rain, mud, 
excessive perspiration or wear and abrasion of a severity approaching 
combat conditions, yet excessive afterflame and afterglow occurred in 
several specimens. None of the flameproof ])ropcrtics were retained after 
the single laundering. In considering the tensile strength data it should be 
emphasized that the figures shown represent the average of d8 s('])aralc 
measurements, 8 on each of 6 uniforms. In comparing the values before 
and after laundering with those of the unworn control garments it is ob¬ 
vious that the strength of the fabric in the Type 1 uniforms was not af¬ 
fected by the one week’s wear nor by the single laundering. 

The data obtained with the Type 2 uniforms throughout the 9-week 
wear period is summarized in Table 15, again including control values on 
unworn uniforms as a basis of comparison. In this case the initially ade¬ 
quate flameproof qualities were retained throughout a 3-wcek wear 
period with a laundering at the end of each week. The time of afterflame 
and afterglow remained zero in all cases although the slight increase in 
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char area would suggest that the efficiency had begun to be slightly im¬ 
paired. At the end of the sixth week, the resistance to afterflame and after¬ 
glow was not significantly lower than the unworn control specimens but 
the rapidly increasing char area now indicated a significant effect upon 
the efficiency of the treatment. This trend is substantiated by the results 
obtained after 9 weeks of wear and 8 launderings. The test specimens now 
exhibited appreciable afterflaming and char areas approximately three 
times as great as the control values. The final laundering at the end of the 
ninth week added to the extent to which the efficiency of the treatment 
had been reduced. Apparently the urea-phosphate type of treatment was 
only slowly impaired by wear and laundering up to a certain critical 
point, beyond which the deterioration became much more rapid. 

The interpretation of the tensile strength data in Table 15 is subject to 
some uncertainty. It appears that two different base fabrics were involved: 
one having a tensile strength of approximately 100 Ibs./in. after treatment 
and the other approximately 80 Ibs./in. For this reason it is hazardous to 
make a definite statement as to the effect of wear upon the fabric. It is 
possible that in some cases the tensile values may have been influenced to 
a greater extent by the proportion of the two types of fabric in the speci¬ 
mens selected than by the wear and launderings to which the garments had 
been exposed. Indications are that the fabric strength was affected simi¬ 
larly to the flame resistance. The strength was relatively unaffected by the 
first 3 weeks of wear and laundering but was somewhat reduced in the 
course of the next 3-wcck period. The further reduction which occurred in 
ilie G- to 9-wcek jicriod was much more severe, indicating again that a 
critical point had been passed. In each case the laundering treatments 
(‘aused a slight but noticeable lowering of the tensile strength, amounting 
to from 2 (o 4 Ibs./in. 

When (he Type 2 uniforms W'crc examined at the conclusion of the 9- 
wc'ek test iieriod, two pairs of trousers demonstrated evidence of severe 
w('ar. Threadbare ])aichcs had aiijicared at the knees and seat and the 
seams had begun to fail. Ncvcrthclc.ss, the conditions of the remainder of 
(he garments apiicared to be no worse than regular H.B.T. uniforms when 
worn under comparable conditions. It should be noted here also that the 
trousers which indicated severe wear were in the low tensile strength 
grou]) of the two types of Type 2 uniforms. 

The flame and tensile test data on the Type 3 uniforms arc summarized 
in Table 16. The initial iirotcetion afforded by this antimony oxide-vinyl 
resin treatment was quite inferior to the Type 1 and Type 2 garments. The 
resistance to afterflaming was excellent but the fabric glowed even more 
severely than untreated H.B.T. This is felt to be highly undesirable in 
clothing fabrics as has been pointed out in previous chapters. The large 
char area which resulted can be attributed in great measure to the ex¬ 
tensive deterioration caused by the afterglow. The initial flameproof char- 




Afterglow in excess of 300 seconds. 
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acteristics of these uniforms were not appreciably affected,, however, by 6 
weeks’ wear with an alkaline soap laundering at the end of each week. 
Considering only the shoulder specimens in Table 16, it does appear that 
the treatment was reduced somewhat in its effectiveness as evidenced by 
the increase in the size of the char area. The other char area figures can¬ 
not be similarly compared since, in many cases, afterglow was extinguished 
at the end of 300 seconds. The conclusions would be, on the basis of these 
data, that this particular flameproofing treatment was not significantly 
influenced by the wear and laundering experiments described. The excel¬ 
lent flame resistance was retained throughout 6 weeks of wear and 6 laun¬ 
derings but the highly excessive afterglow, which was prevalent in all 
specimens, precludes the approval of Type 3 uniforms for military cloth¬ 
ing purposes. 

The tensile strength of the Type 3 uniforms was progressively degraded 
by the wear and laundering procedures. The reduction was not apparent 
at the end of the first week of wear but became increasingly severe at the 
end of the 3- and 6-weck periods. The final strength loss approximated 
20% of that of the unworn control garments. The data available are not 
conclusive as to whether this loss was due to the wear or to the weekly 
launderings. The results of Table 16 indicate that it was more likely due 
to the former. 

Since each subject wore only one type of uniform during the test period 
it was impossible to obtain any quantitative evaluation of the comparative 
subjective desirability of the three test items. Judging from the complaints 
of (Jie men who wore Type 1 and Type 3 uniforms, however, these can be 
regarded as less salisfactory. There were no indications of serious irrita¬ 
tions or any skin rash but the subjects continually complained about the 
rigidity, unph'asant hand and lack of ventilation in these two sets of uni¬ 
forms. In conti’ast, there ap])earcd to be no noticeable difference between 
the Type 2 garnu'nts and regular unt.reat(>d fatigues. As the wear period 
])rogr('ss('d the. subjects clad in the Type 3 garments reported a definite 
dcci'('ase in the stiffnc'ss and undesirability of the fal)ri(’.. This appeared to 
be incr('asingly true as the garment was progressiyely worn and laundered. 

Since the preyious tests had shown that two different batches of cloth 
wcr(' us('d in ])reparing the dVpe 2 uniforms, a second scries of wear and 
laundc'ring studies were initiated in which this source of ]){)ssiblc error 
W!is eliminated. Particular care was exercised in the selection of the test 
garments, ensuring that all items were of approximcitely equal tensile 
st,r{'ngth. On this basis it was also assumed that all garments chosen had 
bec'n pre])ared in one mill run of cloth which had been flamcproofed in a 
single operation. In this scries of experiments, the procedures were similar 
to those iircyioiisly described, with the exception that flame and tensile 
tests were carried out at 6-, 8-, 10- and 12-week periods. Furthermore, the 
weekly launderings were performed using 0.5% Igepon-T detergent. 





Table 17. Performance of Type 2 Flameproofed Uniforms on Exposure to Wear and Laundering 
(.45°-Microhurner Flame Test; l-inch Raveled Strip Tensile Test) 


330 


ARMY CLOTHING FABRICS 




i ^5 S o 

g ^ boo. 




OSCD OOt-I CflCO ■^05C0^>r^^ COOIMCOOO 
GOOD 1>>?0 <:OiOCDU 3 l> CDCOtOlOeO 


till I I I I 

I I I I I I I I 


O t-h Ci 

O id (Nl 


05 (N CO 
id 05 Tji 


S Ea <«. 
^ lb 


. 4 J 1 (h ^ , 

CQ 


•3 _ 

iHto 

§ te 5'3)s 

l-S 

O I <u 

fe S o 

d <u 
« 


00 00 00 00000 0000 

00 00 Ort( C 50 rHMr-(i-l rHCOO(N 


O !>; O 05 00 
CO 05 CO CO 


00000 


00 (N O 
CO >d id id o 


iH 10 1 > lO 
rfH rtH 


lO 1-; C5 00 
Tti O 05 


00 00 00 00000 0000 

00 00 tHOO rH(N(N(N >0 (NWiOOO 


O CO O CO 05 

CO CO id ci 


05 10 00 -tH 
CO CO o ^ 


00 00 00 00000 0000 
00 00 Oi-I I—IO(NC<It-i 1 -Hr-((M 00 


r-J O CO CD 

*6 ni 


e3 

0-5-^ 

I C5 'D 05 CD CD 

1 CO CO CO CO CO CO 

1 


6 

rCl ’ 
m 1 03 

1 00 00 00 

After 

flami 

sec. 

1 00 00 0 T-i 


00 00000 0000 

Oi^ r-iTHOrHi^ >—ICOt-<D1 


>C <0 l> 00 05 O r-i 


CD CO 00 00 00 (N 


1 0 3.6 1 0 4.0 43 0 12.0 0 0 4.1 28 0 10.7 

* Data for individual subject.^ is given because of the variability shown. 




B. SUITABILITY OF TREATMENTS 331 

The results of this study are summarized in Table 17, including control 
'V'alues obtained by testing ten samples selected from representative un-- 
^oin uniforms. The results of the 45°-Microburner flame test demonstrate 
superior flameproof properties which the garments possessed initially 
indicate that there was no appreciable reduction in these characteris- 
ics throughout 8 weeks of wear with weekly launderings in neutral de- 
_ ergent. The slight increase in char area, which appears to be progressive, 
indicates, however, that the effectiveness of the flameproofing treatment 
"Was being noticeably, though insignificantly, reduced. At the end of ten 
"Weeks of wear and nine launderings, the flame and glow resistance were 
still comparable to that of the original fabric. The tenth laundering, how¬ 
ever, appeared to be on the borderline of incipient flaming. This loss of 
effectiveness was further accentuated by two additional weeks of wear 
and laundering. The 12-week specimens showed appreciable afterflaming 
in several instances and it would appear that the effective flameproofness 
of these garments had, by then, been practically destroyed. These results 
are in more or less agreement with those shown in Table 15. 

The tensile strength of the unworn control garments in Table 17 well 
illustrates that this series of Type 2 garments had a relatively high initial 
tensile strength, 106 Ibs./in. as compared with 84 Ibs./in. in the first study. 
The drop in tensile strength with wear and laundering was rapid, however, 
reaching 86 Ibs./in. after 6 weeks’ wear and 6 launderings as compared 
with 77 Ibs./in. after the same period in the earlier experiment. The de¬ 
crease with additional wear periods was progressive, though the majority 
of the strength loss apparently occurred in the first few weeks. Since 
strength measurements were not made before and after laundering at the 
end of each week, it is difficult to attribute the decrease solely to either the 
wear or the washing. It is probable, based upon the nature of the urea- 
]phosphate type of flameproofing composition, that the majority of the 
loss in retardancy was caused by the launderings rather than by any 
effects of the wear involved. In the case of fabric strength, however, the 
decrease observed is probably attributable to both the wear and launder¬ 
ing; conditions. In any case, the severe loss in fabric strength which occurs 
in the process of applying the flameproofing treatment to the fabric and 
subsequent additional degradation resulting in the course of normal wear 
iind laundering is a serious limitation of this type of treatment. The wear¬ 
ing characteristics of the urea-phosphate treated fabrics will have to be 
improved before they can be considered for any but special applications to 
military clothing which is, in time of combat, subject to severe wear. 


b. Perspiration 

In view of the scarcity of laboratory test data on the resistance of flame- 
proofed fabrics to perspiration, it was desirable to include in these practi- 
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cal wear tests an estimation of the relative resistance of flameproofed 
uniforms to the action of profuse perspiration. Since the heat load experi¬ 
ments described in Section 3 consisted of exposures of human subjects to 
extreme temperature and humidity while clad in the flameproofed gar¬ 
ments, no additional program was required for this study. The uniforms 
used in the heat load studies were also utilized in determining the effect of 
perspiration on the flameproof qualities and tensile strength of the fabric. 
Available records permitted precise calculation of the total wearing time 
under jungle conditions for each uniform and also the total quantity of 
perspiration lost by the subject during the period of exposure. Presumably 
the majority of the perspiration secreted was absorbed by the test gar¬ 
ment. In the physiological heat load experiments two garments of each 
type were worn; one uniform was exposed to one 3-hour period and the 
other to two identical 3-hour periods. There were available, therefore, for 
this perspiration study two-sets of test uniforms, one which had been worn 
for 3 hours at 90° F. and 85% R.H., and a second which had been worn 
for 6 hours under the same conditions and had been subjected to approxi¬ 
mately twice as much perspiration. The sampling and testing of these 
garments was carried out as described in Section a. The results obtained 
with the three types of flameproofed uniforms are summarized in Table 18. 

The subjects wearing the Type 1 uniforms produced an average of 1300 
grams of sweat during the 3-hour period and approximately 2100 grams 
in the course of 6 hours of wear. It is apparent from the data that this 
amount of perspiration removed appreciable amounts of the water-soluble 
retardant from certain sections of the garment. In general the extent of 
the deterioration was proportional to the perspiration secreted. Consider¬ 
able variability was apparent from one subject to the other due, no doubt, 
to the spottiness of the impregnation and the physiologi(‘al variations 
among the subjects. This inconsistency is apparent in that some garments 
appear to have lost appreciable retardancy in regions which in other gar¬ 
ments are relatively unaffected. Despite these differences, however, it is 
apparent that even 3 hours of wear under jungle conditions produced 
sufficient perspiration to leach out effective flame resistance with this ty])C 
of treatment. Increasing the wearing time to 6 hours increased the severity 
of the loss of retardancy, particularly in the shoulder, scat and knee re¬ 
gions. The lower back and front sections of the jacket were relatively 
unaffected. It would seem, therefore, that a water-soluble, temporary 
flameproofing treatment, such as this 7:3:5 mixture, could not be con¬ 
sidered satisfactory for clothing purposes in instances where atmospheric 
conditions produce profuse perspiration. 

In the case of the Type 2 uniforms, the flameproofness was not notice¬ 
ably affected by either 3 hours or 6 hours of wear under jungle conditions. 
The exposure to 900-1800 and 2500 grams of sweat respectively did not 
impair the retardancy of these garments; afterflame and afterglow were 
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zero in all cases and the char areas of 2.4 and 2.2 are comparable to the 
results obtained with control specimens. One laundering subsequent to the 
wear periods also exhibited no deleterious effects upon the flameproof 
properties. 

In the course of similar tests of Type 3 garments, the subjects produced 
an average of 1200 grams of sweat in the 3-hour period and 2150 grams 
after 6 hours. These amounts of perspiration had no significant effect upon 
the flame resistance of this antimony oxide-vinyl resin treatment. The 
worn garments exhibited no afterflaming, even after laundering, with the 
exception of some specimens of one uniform. The afterglow was charac¬ 
teristically high in all cases but apparently was not enhanced by the 
perspiration. In most of the tests of the 6-hour garments the afterglow 
was quenched after 300 seconds. This accounts for the low char area in 
those specimens. 

c. Rainfall 

As a further comparison of the relative merits of the three types of 
flameproofed uniforms being considered, tests were conducted to determine 
the effect of artificial rainfall upon the flameproofness and tensile strength 
of the treated garments. Fortunately, previous experiments had supplied 
sufficient information to assign exposures of appropriate duration and in¬ 
tensity to eaeh of the three types of treatment. Correspondingly, the Tyjie 
1 uniforms, treated with the water-soluble mixture, were subjected to a 
mild exposure of 0.1 inch per hour for 50 minutes. This was just long 
enough to cause saturation of the garment. The durably treated Tyj^ie 2 
garments were exposed to a fall of 3 inches per hour for a period of 12 
hours. Type 3 uniforms, possessing a permanent but non-glow-rcsistant 
treatment, were subjected to a rate of 3 inches per hour for a total of 3 
hours. With the exception of these differences in the intensity of the rain, 
the garments were all tested under identical experimental conditions. 

In order to keep the subjects sufficiently warm throughout the test 
period, they wore considerable clothing under the test garments. This dress 
consisted of 50-50 underwear, 2 pairs of wool ski socks, 1 pair of wool 
cushion-sole socks, M-1944 shoepacs, wet weather trousers and a wet 
weather parka. Dressed in this manner, six subjects in each type of test 
uniform entered the rain court and remained for the desired time. They 
were permitted to walk, run and play any games which did not involve 
undue abrasion or wear. At the end of the test period, the uniforms were 
sampled and tested according to the techniques previously described. 

The results of these tests, the averages of which are presented in Table 
19, indicate that the 50-minute exposure to a mild rain of 0.1 inch per 
hour was sufficient to destroy the efficacy of the 7:3:5 treatment used on 
Type 1 uniforms. The shoulders and knees, which were subjected to 
greater exposure and hence greater leaching were most seriously affected. 
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the other portions of the garments retaining the majority of the original 
flameproof properties. It is apparent; nevertheless; that exposure to an 
amount of artiflcial rain barely sufficient to wet the fabric destroyed the 
flameproofness of the Type 1 uniforms. 

The much more severe conditions employed with the two types of 
durably treated uniforms did not produce any noticeable changes in the 
flameproof characteristics. An exposure of 12 hours to a rainfall of 3 inches 
per hour did not alter the flame or glow resistance of the Type 2 uniforms. 
Similarly, flame test data on Type 3 uniforms, after being subjected to 3 
hours of wear in a rain of 3 inches per hour, were comparable to that ob¬ 
tained with unused control garments. 


d. Sea Water 

Because of the amphibious landings involved in military operations, 
considerable attention has been paid to the resistance of flameproofed 
fabrics to immersion in sea water. To supplement the laboratory experi¬ 
ments previously described, a series of practical tests were carried out 
wherein human subjects actually wore the treated uniforms into the ocean. 
Since the necessary facilities were not available at the Climatic Research 
Laboratory, a suitable site was selected at Washburn Island, 150 yards off 
the south shore of Cape Cod, with the cooperation of representatives from 
Headquarters, Camp Edwards, Massachusetts. 

Six of each of the three types of treated uniforms were worn in sea water 
for a total of 30 minutes, according to the following progression: 


Immersion Period 
(min.) 

25 

3 

2 


Extent of 
Immersion 

Up to knees 
up to waist 
Up to neck 


Thus, these garments were subjected to a progressive immersion re¬ 
sembling an amphibious operation in reverse. During the immersion period 
the activity was controlled by having the subjects march under^suimr- 
vision. At the end of the test the uniforms were dried for 24 hours and 
returned to the laboratory where they were conditioned, sampled and 
tested according to the techniques described in Section a. After test 
specimens had been cut, the remnants of the uniforms were rinsed for 5 
minutes with fresh water in a semi-mobile laundry washer, reconditioned 
for 24 hours and additional specimens cut and tested. 

In the case of the Type 1 uniforms, practically all flame test specimens 
taken subsequent to the sea water immersion were completely consumed 
by flame. In no case did any specimen show significant retention of effec¬ 
tive flame retardancy. For this reason the data on these garments are not 
presented here. Suffice it to say that even when certain sections were im- 
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mersed for only 2 minutes the leaching removed sufficient amounts of the 
7:3;5 mixture to destroy completely the flameproof properties of those 
sections of the uniforms. 

The data of Table 20 indicate that the resistance of this particular urea- 
phosphate type treatment to sea water immersion was not much greater 
than that of the water-soluble mixture. After the sea water experiments 
the Type 2 uniforms showed excessive afterflaming. Specimens from the 
seat and knee were consumed by afterflame to the limit of the sp.ecimen 
holder. Even in the case of shoulder regions, which experienced immer¬ 
sions of only 2 minutes, several of the test specimens showed more than 
24 seconds afterflaming. The flame retardancy was still more seriously 
impaired by the fresh water rinse. After rinsing practically all specimens 
burned to the edge of the test frame. The results as a whole would indicate 
that the flameproof properties of the Type 2 uniforms were destroyed by a 
2- to 5-minute immersion in ocean water. This effect of sea water is more 
striking when compared with the earlier leaching and laundering data. It 
serves to substantiate again the importance of ionic exchange mechanisms 
with this type of treatment as pointed out in Chapter V. 

The results obtained with the Type 3 uniforms are summarized in Table 
21. The immersion in sea water has had no apparent effect upon the flame¬ 
proof properties of these-garments. The specimens exhibited no afterflam¬ 
ing in any case and the fresh water rinse did not alter these characteristics. 
The afterglow was, as usual, highly excessive but was not enhanced by the 
ocean water immersions. 


e. Storage 

During the course of the practical wear tests at the Climatic Research 
Laboratory all unused test uniforms were stored under usual stockroom 
conditions. These conditions were a temperature of approximately 70° F. 
and relative humidity of 30 to 50%. After six months of storage, one of 
each of the three types of uniforms was selected, sampled and tested ac¬ 
cording to the techniques previously described. The average results for 
flamei)roofness and tensile strength are presented in Table 22. 

Table 22. Effect of Six Months’ Stocicroom Storage on the Flameproofed Uniforms, 

Typos 1, 2 and 3 



{45°-Microhurner Flame Test; 

1-inch Raveled Strip Tensile Test) 


Uniform 

When Tested 

Afterflame 

sec. 

Aftfirfilow 

sec. 

Char .4rea 
in 2 

Tensile Rtrei 
lbs. /in. 

Typo 1 

Before storage 

0 

0 

2.4 


99 


After storage 

6 

9 

2.7 


92 

Type 2 

Before storage 

0 

0 

2.4 


106 


After storage 

0 

0 

2.1 


100 

Type 3 

Before storage 

0 

624 

5.2 


120 


After storage 

0 

762 

6.9 


126 
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Although some failures in the Type 1 uniform can always be attributed 
to an uneven distribution of retardant^ the high incidence of defective 
specimens in this series of tests indicated that 6 months’ storage had a 
deleterious effect upon the flameproof properties of these treated garments. 
The mean values shown in Table 9 indicate that there has been a reduction 
in the resistance to both afterflame and afterglow. This is in agreement 
with the findings reported in Section B-l-a of this chapter and correlates 
well with the decomposition tendencies displayed under extreme storage 
conditions as summarized in Table 4. The loss of retardancy suffered has 
been attributed to the volatility of boric acid particularly in the presence 
of acid salts. Once again, it is apparent that with water-soluble mixtures 
of this type which contain boric acid or its weak base salts, periodic checks 
should be made in the course of storage to determine the extent to which 
retardancy is retained. The tensile strength of the Type 1 uniforms, under 
the conditions stated, was not significantly affected by 6 months’ storage. 

In contrast to the temporary treatment, Type 2 uniforms showed no 
noticeable loss of either flameproofness or fabric strength as a result of the 
storage period. The flame and tensile test data are essentially the same as 
that obtained with initial control specimens. 

In the case of the Type 3 garments, the extensive afterglow which oc¬ 
curred makes it difficult to determine whether storage adversely affccied 
the finish. The increase in char area over that of original control s]-)cci- 
mens is probably attributable to the longer afterglow. The difference, in 
any case, is not great considering the excessive original afterglow and it 
may be concluded that 6 months’ storage did not appreciably impair the 
antimony oxide-vinyl resin type of treatment. Similarly, the tensile 
strength of Type 3 garments was not decreased in the course of this 
storage period. 


£. Accelerated Wear* 

In addition to the preceding experiments carried out under more or less 
normal conditions of use and storage, a series of accelerated wear tests 
were performed on the durably treated garments. This work was carried 
out by the staff of the Quartermaster Board at Camp Lee, Virginia. The 
experimental studies were still in progress at the time that this rei)ort was 
compiled, and for this reason the findings reported in the following ]niges 
may be considered as preliminary conclusions based upon the data avail¬ 
able. Final verification will depend upon a statistical analysis of the rela¬ 
tive wearing qualities of the several treated fabrics as determined through 
a study of the comparative wear scores and analysis of the types and de¬ 
gree of failures at the completion of the test. 

A description of the Quartermaster Board Combat Course on which 

* Contributed by Robert W. Little. 
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these tests were performed has been given" in Chapter IV, Section B~ll. 
The objective of this type of test is to predict the serviceability of gar¬ 
ments under the rigorous conditions of wear likely to be encountered in 
the course of combat operations. As will be shown shortly, these tests are 
valuable supplements to those carried out under normal conditions of 
usage, particularly in the case of the urea-phosphate type of treatment, 
where the fabric may be appreciably degraded in the course of the flame¬ 
proofing treatment. 

Two of the sets of uniforms involved in this series of Quartermaster 
Board tests are essentially the same as the Type 2 and Type 3 garments 
described on page 321. In addition, three fabrics were commercially proc¬ 
essed with the urea: diammonium phosphate (UDAP) treatment as dis¬ 
cussed on i)age 208. The purpose of these wear tests was to determine to 
what extent the life of these garments was reduced as a result of the loss 
in tensile strength resulting from the flameproofing treatment. The three 
fabrics selected also afford a measure of the effect of the base fabric and its 
condition ])rior to impregnation upon the wearing qualities of the resulting 
flamcproofed garment. A comparison with the performances obtained in 
laboratory tests is also possible since the three treatments employed arc 
essentially the same as those described for Q.M.C. #27 fabric #4, com¬ 
mercial ])r()(luct M-3, and C.W.S.-M.I.T. fabric on pages 309 and 310. In 
every case, the cloth was processed in the form of yard goods on a com¬ 
mercial scale and subsequently fabricated into fatigue uniforms. The 
treated garments tested at Camp Lee had been constructed with tlie fabi'ic 
face out in one series and with the fabric back on the outside', in the otlier. 
For the ])urposcs of this discussion only the "face out” speedmeiis have 
been considered. 

Tn conducting (ho tests, all jackets were worn inside the trouser waist 
bands and the trouser cuffs were worn inside combat bools. Aft.eu' ('V('ry 
second traversal of the course, the garments were laundc’re'd in a mobile 
laundry unit, using Mol)ilc Laundry Formula T as speciru'd for g('U('ral 
handling of cotton fabrics (see i)age 323). Following laumh'ring, tlu' gar¬ 
ments were charted in accordance with the Quartermaster Board Se'oring 
System. 

Tn this particular scries of tests it was found to be neither practical nor 
advisable to assign a wear scor#to the garments. In many cases tlu' flame- 
retardant treatment affected the wearing characteristics of the garments 
to such an extent that they no longer afforded i)rotoction to the w('a.r(u' 
after one traversal of the Combat Course. This fact could not be definitely 
shown in a wear score analysis and therefore the data have been presented 
in a somewhat different fashion as shown in Table 23. 

Based upon this criterion of the number of traversals of the Combat 
Course which the garment will withstand, it is readily apparent that the 
decrease in tensile strength produced by the urea-phosphate type of treat- 
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ment is reflected in the wearing qualities of the garment. Considering only 
the herringbone twill uniforms, it is interesting to note that the service¬ 
ability in terms of resistance to this accelerated wear bears a direct rela¬ 
tion to the tensile strength of the treated fabric. Apparently, in these few 
cases, the tear strengths are nearly equal or do not profoundly affect the 
wearing qualities. It is still very possible, however, that with other treat¬ 
ments the tear strength might be the ligiiting factor with respect to serv¬ 
iceability. 

A comparison of the grey H.B.T. and standard both of which 

were processed with a UDAP treatment, does not show any striking effect 
of the pretreatment of the base fabric. In the former case the grey cloth 
was carefully desized and then dyed prior to flameproofing. The standard 
H.B.T. OD #7 was selected from run-of-the-mill fabric on hand and 
processed per se without any desizing treatment. As has been shown pre¬ 
viously in Chapters V-B-1 and VI-B-1, a highly absorbent base cloth 
tends to produce a more even impregnation with better permanence under 
leaching and laundering conditions. The results in Table 23 suggest that 
this homogeneity of treatment may also be reflected in the serviceability of 
the fabric, though many other variables must also be considered. 

The 9-oz. sateen fabric was also processed without any previous desiz¬ 
ing treatment and is therefore comparable to the standard H.B.T. Com¬ 
parison of these two sets of garments indicates that the construction of the 
sateen fabric is such that it is more resistant to severe wear conditions. 
This is particularly evident in the case of the trousers. Tlic difference in 
performance is slight, however, and does not appear when the sateen is 
compared to the garments prepared from grey H.B.T. 

In all cases it is noticeable that the trousers are subjected to more 
strenuous wear than the jackets. In many instances, differences in the 
serviceability of two differently treated garments are much more apparent 
in the histories of the trousers than in the comparable data on the jackets. 

On the basis of the data available thus far, the following general con¬ 
clusions may be drawn, bearing in mind that the results should be sup¬ 
ported by a statistical analysis of wear scores and garment failures: 

1. The Type 3 garments, treated with an antimony oxide-vinyl rosin 
solvent suspension treatment, are approximately equal to untreated con¬ 
trol garments in their ability to withstand conditions of severe wear. They 
are, furthermore, far superior in this respect to any of the other flame- 
resistant uniforms tested in this group. 

2. The Type 2 garments, processed by a commercial method of the 
urea-phosphate type, are definitely inferior to the control garments in 
their ability to withstand the rigors of combat wear but are better than 
the UDAP-treated uniforms. 

3. The garments constructed of fabrics processed with the simple urea: 
diammonium phosphate treatment are unable to withstand severe wear 
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conditions and would undoubtedly prove to be unsuitable for combat use 
during extended operations. 

It is well to point out at this time that these results should be interpreted 
carefully. As was shown in Chapter V, there is considerable latitude in the 
final fabric characteristics which may be attained by means of a urea- 
phosphate type of treatment. By varying the conditions under which the 
impregnated fabric is cured, almost any degree of esterification can be ob¬ 
tained along with varying degrees of cross-linkage and polymerization of 
the nitrogen-bearing salt grouping. If an extremely permanent treatment 
is desired and severe curing conditions are employed, the resulting fabric 
will be considerably degraded with respect to tensile strength. If, on the 
other hand, milder conditions are employed in the curing process the final 
fabric will have significantly higher strength with correspondingly less 
permanence. An example of the variations in fabric strength which may 
thus be produced can be seen in a comparison of the Type 2 garments 
considered in Tables 15, 17, and 23. Furthermore, by increasing the 
amount of material applied to the fabric it is possible to reduce the 
severity of the curing conditions and thus obtain permanently flame- 
proofed fabrics possessing moderately high tensile strengths. For these 
reasons, the results presented in Table 23 must not be interpreted as a 
condemnation of the urea-phosphate type of treatment in general, but 
only of the particular conditions employed in this one case wherein the 
objective was a fabric of superior flameproofness and great i)crmanence 
at low add-ons. 

It is apparent that the urea-phosphate typo treatmenis in general do 
suffer from a tendency to reduce fabric strength as a result of (he flame¬ 
proofing treatment. This must be overcome if a treated fabric is (o be ob¬ 
tained which meets the requirements of efficient and permanent flame- 
proofing at low add-ons and at the same time withstands (he severe 
conditions of wear imposed by military usage. In evaluating (he over-all 
desirability of any one flame-retardant fabric, however, it is necessary to 
consider the many other desirable characteristics as considered in the 
other sections of this chapter. 


3. Physiological Evaluations 
William R. Christensen 

Although a uniform may possess satisfactory tensile strength and 
flameproof qualities, it cannot be accepted for general use if it imposes an 
excessive heat load upon the wearer, causes subjective discomfort, or pro¬ 
duces other undesirable sequelae. Any of these conditions would encourage 
the wearer to discard the uniform and thereby lose the protection which it 
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affords. It is apparent, therefore, that selection of the flameproof uniform 
most desirable for combat wear requires physiological as well as physical 
evaluations. 

A complete physiological evaluation would necessitate consideration of 
thermal insulation under cold conditions. For the purpose of this study, 
however, this is of minor importance and has been omitted in order to 
pursue a comprehensive investigation of imposed physiological heat load 
and subjective desirability. It should be apparent that under cold condi¬ 
tions heat load and such subjective criticisms as concern skin sensation, 
drag, etc., are of no importance. The flameproof uniform would be worn 
over heavy underclothing so that it could not affect the skin and a heavy 
heat load would not be detrimental. Since it is indicative of greater 
thermal insulation, those uniforms with greater heat loads would be 
superior for cold climate wear. 

The data i)rcscnted in this section were obtained from reports describing 
experiments conducted at the Armored Medical Research Laboratory, 
Fort Knox, Kentucky, and the Climatic Research Laboratory, Lawrence, 
Massachusetts. The techniques utilized differ slightly, but similar prob¬ 
lems were investigated. The results collected by each laboratory will be 
discussed separately. 

a. Armored Medical Research Laboratory 

Initial studies conducted at the Armored Medical Research Laboratory 
were reported in November, 1943.'? They compare the heat loads imposed 
by one-piece, herringbone twill suits (coveralls) in their original unlaun- 
(Icred condition, after 2 to G months’ wear with repeated laundering, and 
as flaineproofed a(‘eording to the suspension treatment develoiied at the 
Cdieinical Warfare Service T.,ahoratories at the Massachusetts Institute of 
Te(dniology. The flamei)rooling treatment consisted of imiircgnation with 
22% antimony oxide and 12% Vinylitc VYHH. 

A total of tliii'ty well-acclimatized soldiers were used as exjreriincntal 
subjects. They w('rc participating, at the time of these studies, in long¬ 
term acclimatization experiments in which they remained continuously in 
a daytime environment of 90-91° F., relative humidity 92-95%, and night 
(mvironment of 78-87° F., 60-85% relative humidity. In addition to the 
test garuK'nts they wore cotton shorts, cotton socks and cither field shoes 
or jungle boots. All actual experiments wci’c performed under conditions 
of the daytime environment. In the test routine, the soldiers acting as test 
subjects performed work of moderate severity, namely, walking at a 
standard pace while carrying a 20-pound pack. A walk of 2.5 miles in 
47-50 minutes constituted a work period. A different uniform was worn 
during each period. The following observations were made; 

^Armored Medical Research Laboratory 2(2-3, 18), pp. 1-6 (Nov. 24, 1943). 
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1. General appearance and subjective reactions were noted continu¬ 
ously and records kept of vigor, sweating, flushing, headache, and gas¬ 
troenteric and cardiovascular disturbances. 

2. Rectal temperature was taken with a clinical thermometer at the be¬ 
ginning and end of each work period. 

3. At the beginning of each work period the resting pulse was taken in 
the erect position. At the end of each work period a count was made with 
the subject marking time. 

4. The weight, within 10 grams, was obtained before and after each 
work period. 

5. The clothes were weighed before and after some work periods. 

The mean values of three of the measurements taken arc as follows: 

Table 24. Physiological Reactions in Type 3 and Standard II.B.T. Uniforms 



Type 3 

Uiil rented 

II.B.T. 

New 

Unl.reiiled 

II.B.T. 

Laundered 

Heart Rate (per minute) 

138 

140 

128 

Rectal Temperature (°*F.) 

100.8 

100.1 

100.2 

Weight Loss (grams) 

1375 

1250 

1100 


From these data the Armored Medical Research Tjaboraiory concluded 
that the Type 3 herringbone twill uniform imposed a slightly greater 
burden upon the wearer than did comparable untreated garments which 
had not been worn or laundered. The untreated garments which had been 
worn and laundered several times imposed the least burden. The aidhors 
also state that subjective sensations of discomfort agreed with the ob¬ 
jective measures of physiological function. 

Additional experiments comparing the heat loads imposed by the 
M.I.T.-C.W.S. antimony oxide treatment and the ordinai'v herringbone 
twill uniform were performed later.® In this study ten w(dl-aeelimatizcd 
soldiers acted as experimental subjects. The experimeidal t('ehni(]ne was 
essentially the same as that described above exee])t that the soldiers 
marched at the rate of 3 miles per hour and maintained (his ]uice con¬ 
tinuously for four hours except for short periods at the (md of each hour 
at which time the experimental data were collected. The environmental 
conditionsDB (Dry Bulb) 120° F., WB (Wet Bulb) 88° F., RII (Relative 
Humidity) 28%, were severe in relation to naturally occurring environ¬ 
ments, but are known to occur frequently in industrial or military situa¬ 
tions. The new herringbone twill garments and the TyjK'. 3 flameproof 
assembly were rotated among the experimental subjects according to the 
Latin Square method. 

® Armored Medical Research Laboratory T-6, pp. 1-2 (July 31, 1946). 


B. SUITABILITY OF TREATMENTS 


347 


Table 25. Physiological Reactions in Type 3 and Standard H.B.T. Uniforms 

Rectal Temperature Pulse Bate/min. Skin Temp. -wt Loss 

Hours Hours ° F. Hours (Sweat) 

Uniform 1 2 3 4123414 Gm./Hr. 

H.B.T. 100.7 101.6 101.9 102.2 131 121 118 123 98.9 99.7 1312 

Type 3 100.8 101.6 101.8 102.1 132 121 123 126 98.7 99.4 1426 

On the basis of these data it was concluded that the Type 3 H.B.T. uni¬ 
form had a heat load no greater than that of untreated uniforms. It is 
stated, however, that subjects objected to the antimony oxide flameproofed 
twill because it was too heavy. 

The work of the Armored Medical Research Laboratory on flameproof 
clothing was supplemented later by the publication of data comparing the 
heat load imposed by new, untreated herringbone twill suits with that of 
similar garments flameproofed by means of a commercial urea-phosphate 
type treatment (Type 2).'^ The experiments were performed under two 
different environmental conditions, as follows: 

1. D.B., 120° F.; W.B., 86° F.; R.H. 26%. 

2. D.B., 88° F.; W.B., 84° F.; R.H. 85%. 

The experiments were the same as those described previously except 
that the men spent 5 hours a day in the test chamber, and walked con¬ 
tinuously for 4 hours at 2.9 miles per hour. The data obtained may be 
summarized as follows: 

Table 26. Pliyaiological Reactions in Type 2 and Standard H.B.T. Uniforms 




UocUl T 

omiK'ralure 



I’ulso Ratp/inin. 


Skin Toinp. 

Wl.. T.,nHH 



Hours 



Hours 


(KwonU 

Uniform 

1 

2 

3 

4 

1 

2 

3 

4 

0 

Ciin./llr. 



1. . 

D.B., 120° 

F.; W.B.,86°F.; 

R.H. 20% 



TT.ll.T. 

100,5 

100.5 

100.5 

100.4 

117 

117 

115 

117 

97.5 

1645 

Typo 2 

100.4 

100.4 

100.4 

100.3 

117 

120 

117 

118 

97.2 

1659 



2 

. D.B., S8° 

W.B., 

8/,° F 

R.II. 

or> % 



H.B.T. 

99.6 

99.8 

99.8 

99.9 

99 

99 

96 

98 

94.2 

789 

Type; 2 

99.8 

99.9 

99.9 

99,9 

102 

101 

101 

101 

94.1 

843 


On the basis of tlicsc data it was concluded that herringbone twill suits 
made of cloth treated by the urca-phos])hntc i)roccss do not impose any 
greater load on acclimatized men than similar untreated suits. It was also 
found that eleven of the twelve subjects ])rcfcrred wearing the flamc- 
j)roofed garments to wearing ordinary untreated herringbone twill uni¬ 
forms. None of the men had any complaints concerning these suits. 

b. Climatic Research Laboratory 

The Climatic Research Laboratory also performed experiments for the 
purpose of determining the comparative physiological heat load imposed 

“Armored Medical Research Laboratory T-5, pp. 1-4 (Sept. 28, 1945). 
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by each of the three types of flameproof uniforms/ In these experiments, 
laundered herringbone twill suits were used as a control and, as such, 
were compared with each of the three flameproof uniforms. 

Test Procedures. These studies were pursued in the Jungle Chamber. 
The “typical” jungle conditions selected for the study were: dry bulb of 
90° P., and a relative humidity of 85%. These conditions approximate 
those found in Burma during July. 

In this Jungle Chamber it was possible to obtain the selected conditions. 
The temperature of walls, ceiling, and floor were maintained at the exist¬ 
ing ambient temperature by circulation of hot water through radiant 
panels. During the course of the experimental day, the dry bulb rarely 
varied more than ± 1° P. and the wet bulb seldom more than ± 0.75° P. 
The variation in humidity was less than ±2%. The wind velocity was 1.5 
miles per hour. These conditions are slightly more severe than the jungle 
conditions used by the Armored Medical Research Laboratory, but arc 
considerably milder than the extreme conditions used by that Laboratory. 

All subjects were acclimatized, having been subjected to 8 months of 
Jungle Chamber exposure prior to these tests. During this period each 
soldier spent at least 3 ho'urs a day, 5 days a week in the chamber. Of the 
3 hours, at least 1 hour was spent in exercise. 

The same routine was used in all exposures. It may be briefly described 
as follows: 

1. After entering the chamber each soldier spent the first hour at lib¬ 
erty. During this time, he wore the test uniform but was allowed to do as 
he wished provided his activity did not include exercise. Reading, writing, 
playing cards, etc., were permitted. 

2. After the initial hour of adjustment, the subject was wauglied to an 
accuracy of ± 5 grams, his rectal temperature determined with an ac¬ 
curacy of ± .05° P. by means of a clinical thermometer, and his ])ulsc re¬ 
corded by auscultation. Immediately thereafter, the exercise jmriod 
started. Each soldier spent 60 minutes walking on the treadmill at the 
standard rate of 3.5 miles per hour. He was dressed in jungle boots, 
cushion-sole wool socks, cotton shorts, and the test uniform. No rests were 
allowed and no measurements of any sort were recorded during exercise. 
No water was given during this period. 

3. As soon as the 1-hour march had been completed, each subject 
stepped off the treadmill, at which time his pulse and rectal temperatures 
were determined. Thereafter he was wiped free of all sweat and weighed. 

4. The uniform was weighed before initiation of the exercise and again 
after the completion of the exercise to determine its sweat uptake. 

5. After these physical and physiological measurements were com¬ 
pleted, the soldier again spent 1 hour in the chamber. As before, he was 

^Climatic Research Laboratory No. 166, pp. 12-19 (Dec. 14, 1945). 
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allowed to do as he pleased. During this period most of the subjects spent 
their time sleeping. 

6. Finally; each was interviewed and his subjective reaction to the 
adequacy and performance of the garment tabulated. 

The data thus collected provide an adequate indication of the heat load 
during the period of exercise. The initial pulse and rectal temperatures 
were only of value in indicating that the subject was in a fairly basal state. 
In appraising the severity of the exposure, only the rectal temperatures 
and pulse rates at the end of the exercise period were considered. The 
difference between the initial and final weight is the total weight loss and 
represents the sum of the insensible water and sweat losses. Since the 
former is constant and relatively small, the weight loss is considered to 
represent the sweat loss. It is the most sensitive indicator of heat load. In 
addition, the initial weights of the garments and their moisture uptakes 
are presented. The percentage of total sweat taken up by the garments 
may be calculated from these data. 

The fact that only two subjects are able to walk simultaneously on the 
treadmill in the Jungle Chamber limited the number of uniforms which 
could be compared in a single experiment. Each of the two subjects walk¬ 
ing wore a different uniform. On the second day of the experiment the two 
types of outfits were exchanged. With this technique, a more adequate 
control of the experimental conditions was achieved. 

Comparative Studies. In the first study, the standard H.B.T. uni¬ 
form was compared with Type 1 flameproof uniform (sec jmge 321). Only 
the means of the results are presented here. 


Table 27. Experiment I — Comparison of Standard H.B.T and Type 1 Uniform.s 


A. 

Wt. Loss, Rms. 

(sweat rate) 


Ph7jsiological Reactions 

Rectal Temperatures at 
End of E-xereise, ° F. 


I’ulae, Fir.st ,30 Seconds 
After Exereiae (per min.) 


H.B.T. Type 1 

Mean 987 943 


H.B.T. Type 1 H.B.T. Type 1 

101.0 100.8 144.4 144.2 


B. Weight Data 


Original Wt., gins. 


Final Wt., gms. 


Differeneo, gins. 
(Moisture UiitaUo) 


H.B.T. Type 1 

Mean 1441.8 1389.1 


H.B.T. 

1837.7 


Type 1 
1839.8 


H.B.T. 

395.9 


Type 1 
450.7 


Cooler 


C. Subjective Reactions 

More Desirable 
Less Drag Skin Sensation 


General 

Preforenee 


H.B.T. Txjpel Same H.B.T. Type 1 Same H.B.T. Txjpel Same H.B.T. Type 1 Same 
3 — 6 1 — 8 8 — 1 8 — 1 


The physiological reactions show that the mean sweat rate, rectal 
temperature, and pulse rate are all greater when the H.B.T. is worn than 
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when Type 1 is worn. When analyzed statistically, however, the differ¬ 
ences are not significant in any instance. On inspection of the weight data, 
it is apparent that the Type 1 uniform which has at least a 12% add-on 
of the 7:3:5 mixture carries a slightly lower mean weight than the ordi¬ 
nary H.B.T. Since both uniforms were made of standard H.B.T., an ex¬ 
planation is in order. At the time this test was initiated, standard H.B.T. 
uniforms were not available through regular supply channels. Rather 
than delay the test, it was decided to use the H.B.T. uniforms supplied 
for another test. These garments were essentially the same as the regular 
H.B.T. uniforms. The fabric was identical, but the uniforms differed in 
the following particulars: (1) those used were fashioned with shoulder 
loops, safety flaps on the pockets, and gussets in the sleeves, while the 
standard H.B.T. uniform had none of these features; (2) the flameproof 
uniforms were equipped with resin buttons and the standard H.B.T. with 
metal buttons. These variations were sufficient to account for the difference 
in weight. Nevertheless, the difference in weight does not suffice to invali¬ 
date the comparative study. Therefore, disregarding these factors, it is 
apparent that Type 1 uniform takes up a significantly greater amount of 
water than the standard twill. This is undoubtedly caused by the presence 
of the water-soluble salts which enable the fabric to take up sweat more 
readily and in a larger amount. The fact that the sweat rate when Type 1 
was worn was slightly less than when the standard H.B.T. was worn makes 
this effect even more striking. The subjective reactions arc noteworthy. 
The soldiers were in good agreement concerning the relative coolne.ss and 
amount of drag imposed by these two outfits. A majority of the subjects 
rated them as similar. However, in regard to skin sensation and general 
preference, the reaction was quite different. In both of these categories all 
but one man selected the untreated H.B.T. as the superior item. The re¬ 
maining soldier noticed no marked difference. With the exception of the 
rating for coolness, all subjective reactions are statistically significant." 
When given an opportunity to express an opinion concerning Ty])e 1, all 
subjects stated that it was stiff, prickly, and irritating to the skin until it 
became thoroughly saturated with sweat. When saturated, it felt slimy. 
In summary, it is concluded that the impregnation of H.B.T. with the 
7:3:5 causes no increase in its physiological heat load, but that untreated 
H.B.T. is preferred for its more desirable skin sensation. 

When the standard H.B.T. was compared with Type 2 flameproof uni¬ 
form (see page 321) no significant difference in imposed physiological heat 
load or comfort was detected. The mean results appear in Table 28. 

Examination of the physiological data shows that the mean rectal 
temperature and pulse rate at the end of the hour of exercise are less for 
Type 2 than for the standard H.B.T. outfit. However, the mean sweat rate 
for Type 2 is slightly higher. Statistical analysis shows no significant dif¬ 
ference between the two uniforms in any of these three categories. The 

8 Wet-Cold Field Trials, Washington (1945), Vol. I, Test Bulletin No. 24, Table II. 
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Table 28. Experiment II — Comparison of Standard H.B.T. and Type 2 Uniforms 




A. 

Physiological Reactions 



Wt. Loss, gms. 
(sweat rate) 


Rectal Temperatures at 

End of Exercise, ® F. 

Pulse, First 30 Seconds 
After Exercise (per min.) 


H.B.T. Types 


H.B.T. Type S 

H.B.T. Type S 

Mean 

911 916 


100.6 100.4 

132.2 128.0 


Original Wt., gms. 


B. Weight Data 

Final Wt., gms. 

Difference, gms. 
(Moisture Uptake) 


H.B.T. Type S 


H.B.T. Type S 

H.B.T. Type S 

Moan 

1487.1 1462.7 


1806.7 1786.5 

319.7 333.8 



C. 

Subjective Reactions 



Cooler 

More Desirable 
Less Drag Skin Sensation 

General 

Preference 

H.B.T. Types Same H.B.T. TypeS Same H.B.T. TypeS Same H.B.T. TypeS Same 

3 

— 6 3 

1 

6 5 13 

4 1 4 


imposed physiological heat loads of the two uniforms are, therefore, simi¬ 
lar. Moreover, the original weights, final weights, and moisture uptakes of 
these two uniforms are essentially the same and there is no significant 
difference between the two in these respects. It is obvious, therefore, that 
the urea-phosphate flameproofing treatment has had no detectable effect 
on the moisture-absorbing properties of the H.B.T. fabric. Furthermore, 
the subjective reactions arc in good agreement with the observed physio¬ 
logical values. Subjectively, there is no decided difference in the coolness, 
drag, or skin sensation of these two imiforins. As far as general preference 
is concerned, four men selected the standard H.B.T.; one chose Type 2 and 
four regarded the two as essentially similar. None of these subjective rat¬ 
ings is statisticailly significant. In view of the above observations, it may 
be concluded that there is no objective or subjective difference in the 
])hysiological heat loads imposed by tlicsc two garments and that, as far as 
wear in hot climates is concerned, they are equally comfortable. 

A distinct difference between two uniforms appeared when the standard 
H.B.T. was compared with Type 3 flameproof uniform. The mean results 
app('ar in Table 29. 

The mean weight loss, rectal temperature, and pulse rate for Type 3 are 
greater than those for the standard H.B.T. Statistical analysis shows a 
significant difference in both rectal temperature and pulse rate. This is 
justification for concluding that the heat load of Type 3 is greater than 
that of the untreated H.B.T. A partial explanation of this result can be 
found in the weight data. Type 3 uniform was heavier than the li.B.T. 
both at the beginning and at the end of the experiment. It did not absorb 
as much water, however, as the H.B.T, even though the subjects wearing 
it perspired more. The impermeable and nonabsorbent fabric did not 
transmit the water to the clothing surface for evaporation, and its effec¬ 
tiveness, therefore, was substantially diminished. The soldiers participat¬ 
ing as subjects were unequivocal in their subjective rating of the two 
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Table 29. Experiment III — Comparison of Standard H.B.T. and Type 3 Uniforms 

A. Physiological Reactions 

Wt Loss, gms. Rootal Temperatures at Pulse, First ,30 Seconds 

(sweat rate) End of Exercise, ° F. After Exercise (per min.) 

H.B.T. Types H.B.T. TypeS H.B.T. Type S 

Mean 1011 1059 100.5 100.8 138.8 156.5 

B. Weight Data 

Differonoe, gms. 

Final Wt., gms. (Moisture Uptake) 

H.B.T. Types H.B.T. TypeS 

1875.6 2074.1 416.8 387,4 

C. Subjective Reactions 

More Desirable Oencral 

Cooler Less Drag Skin Beiisation Preference 

H.B.T. Types Same H.B.T. TypeS Same H.B.T. TypeS Same H.B.T. TypeS Same 
7 — 1 6 — 2 7 — 1 8— _ 

outfits. Seven of the eight considered the untreated H.B.T. to be cooler; 
one judged the two uniforms to be similar. The reactions concerning the 
desirability of skin sensation were identical. Two of the group felt that the 
amount of drag was similar; six considered the li.B.T. to be superior in 
this respect. As far as general, over-all preference was concerned, all sub¬ 
jects, without exception, selected the standard H.B.T. This is stat istically 
significant. From all of the above data, it is ajiparcnt that (he standard 
H.B.T. imposes less physiological heat load than Tyjie 3 and is also much 
more desirable from a subjective stand])oint. 

After each of the test uniforms had been compared with the standard 
H.B.T., two studies were conducted in which one test uniform was (‘om- 
pared with another. In the first study, Type 1 flameproof uniform was 
compared with Type 2. The mean results follow: 

Table 30. Experiment IV — CompariHon of Type 1 and Typ(> 2 Unifornin 

A. Physiological Reactions 

Wt. Loss, gma. Rental TninpcratureH at Pu1h(‘, IUihI, 30 Sccf)n(lH 

(aweat rate) End of Exerciac, ° F. Aft(>r iO.xcrciw' (per min.) 

Type 1 Type 2 Type 1 Type 2 Type I Type 2 

Mean 1020 973 100.8 100.6 I'dO.I H0.4 

B. Weight Data 

Difference, gma. 

Finn! Wt., gma. (Moiature Llplakc) 

Type 1 Type 2 Type 1 Type 2 

1893.3 1847.8 481.8 419.6 

C. Subjective Reactions 

~ Mon* Doairahlo General 

Cooler Less Drag Skin SouHation Preforonoo 

Type 1 Type 2 Same Type 1 Type 2 Same Type 1 Type 2 Same Type 1 Type 2 Same 
315 126 432 4 32 


Original Wt., gma. 

Type 1 Type 2 

Mean 1411.5 1428.3 


Original Wt., gma. 

H.B.T. Type S 

Mean 1458.8 1686.7 
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According to the physiological data, the mean weight loss and mean 
rectal temperature are lower for Type 2 than for Type 1. Although the 
trend of the data is in favor of Type 2, no difference of statistical im¬ 
portance exists in any of these categories. Therefore, the physiological heat 
load imposed by these two uniforms may be said to be similar. The uni¬ 
forms are of the same material. Their thickness should be the same, and 
according to the weight data, their initial weights are almost exactly the 
same despite the fact that they were flameproofed by two different meth¬ 
ods. The moisture uptakes of the two uniforms are similar. Even though 
the weight gain of Type 1 is greater than that of Type 2, the fact that the 
mean sweat rate was greater in the former tends to compensate for this 
difference. It is apparent from the subjective reactions that the men who 
wore these uniforms did not prefer one to the other. There is no definite 
trend in favor of either in regard to coolness, drag, skin sensation, or over¬ 
all preference. As far as these studies are concerned, therefore, there is no 
objective or subjective preference for one or the other. 

Quite different results were collected when Type 2 flameproof uniform 
was compared with Type 3: 

Table 31. Experiment V — Comparison of Type 2 and Type 3 Uniforms 
A. Physiological Reactions 

Wt. Loss, gms. Rootal Toinporatures nt Pulso, First 30 Seconds 

(sweat rate) End of Exercise, ° F. Aft(M- Exercise (per min.) 

Type S Type 3 Type 2 Type 8 Type 2 Type 3 

Mean 898 972 100.8 101.1 139.8 149.8 

B. Weight Data 

Difference, gms. 

Final Wt., Rms. (Moisture UptaUe) 

Type 2 Type 3 Type 2 Type 3 

1792.1 2010.7 354.7 350.3 

C. Subjective Reactions 

More Desirable Oenernl 

Oooler Loss Drap; Skin Sensation I’refereiKie 

Type 2 Type 3 Same Type 2 Type 3 Same Type 2 Type 3 Same Type 2 Type 3 Same 
'7 —2 '7 — 2 7 — 2 9 — — 

Inspection shows that the mean sweat rate, rectal Icmperatiiro, and 
jiulsc rate arc all higher when Type 3 is worn than when Typo 2 is worn. 
Statistical studies show that there is a real difference in both the sweat 
rates and the jiulse rates. This is ample justification for concluding that 
the physiological heat load imposed by Type 3 is greater than that im¬ 
posed by Type 2. The weight data give some indication of the reason for 
this finding. Type 3 is heavier both initially and at the completion of the 
hour of exercise. However, despite the fact that the mean sweat rate was 
much greater in the Type 3 uniform, its mean moisture uptake is approxi¬ 
mately the same as that of Type 2. This can be taken as a further indica- 


OriRinal WU, Rnifl. 

Type 2 Type 3 
Mean 1437.4 1G00.4 
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tion of an important fact, namely, that Type 3 is a relatively water-repel¬ 
lent fabric. It wets through slowly so that evaporation takes place from its 
outside surface only after a relatively long period of time. The subjective 
reactions are in good general agreement with the objective physiological 
results. Of the nine soldiers participating, seven felt that Type 2 was the 
cooler of the two uniforms; two could detect no difference. Seven consid¬ 
ered Type 2 to have less drag; two considered the two to be similar. Seven 
selected Type 2 as the most desirable in regard to skin sensation; the re¬ 
actions of the remaining two were equivocal. The general over-all prefer¬ 
ence was unanimously in favor of Type 2, a finding which is statistically 
significant. All things considered, Type 2 is the cooler and subjectively 
more desirable uniform. The results of these studies may be summarized 
as follows: 

The heat loads imposed by the standard H.B.T., Type 1 and Type 2 are 
similar and less than that of Type 3. Since Type 1 was not compared with 
Type 3, the conclusion that it is cooler than Type 3 is not completely 
justified. However, the fact that its heat load is the same as that of both 
the H.B.T, and Type 2, each of which is cooler than Type 3, is felt to war¬ 
rant this presumption. The subjective results do not fall into line as 
precisely as these physiological data. Whereas the H.B.T. was selected in 
preference to Type 1 with only one exception (nine subjects) and opinion 
concerning H.B.T. and Type 2 was about equally divided, there was no 
definite subjective trend favoring Type 2 over Type 1 as would have been 
expected. It is quite obvious that, from a subjective standj)oint, Type 3 is 
the least satisfactory for wear in hot areas. 

Throughout the physiological heat load studies and in addii.ional experi¬ 
ments wherein soldiers wore the flameproof uniforms,® sixicial attention 
was devoted to the appraisal of the general reaction of the subjo('ts. Stiff¬ 
ness and roughness of the fabric were obvious defects of soiue of the uni¬ 
forms. In addition, there were the potential dangers that some of tlic 
flameproof chemicals might be toxic or that the wearers might bc'comc 
sensitive to them. Because of this, considerable time was spent in colkud- 
ing subjective appraisals of the uniforms. Periodic examinations were 
performed to detect the presence of any skin or systemic disturbances. 
The salient observations concerning each of the three types of uniforms 
were as follows:^® 

Type 1. The method used in impregnating the Type 1 uniform re¬ 
sulted in the defect of uneven distribution of the crystalline flamcpronfing 
salts throughout the uniform fabric. In those spots where their concentra¬ 
tion was especially high the fabric was very stiff; in other areas where 
the concentration was somewhat less there was still sufficient salt for 
formation of large crystals. Eleven subjects wearing this uniform com- 

®See Section 2 of this chapter. 

^“Climatic Research Laboratory No. 166, pp. 44-46 (Dec. 14, 1946). 


B. SUITABILITY OF TREATMENTS 


355 


plained that it was stiff, uncomfortable and rubbed and caused irritation 
of the neck, axillae, and between the legs during the initial period of wear. 
Thereafter this defect slowly disappeared. In some instances, the soldiers 
spent considerable periods of time working the fabric manually so that 
the hand might be improved. Despite this marked subjective feeling 
against the uniform, there was no instance of any irritation requiring 
medication or attendance at sick call. The test exposures during which this 
uniform was worn involved continuous wear by a group of six men for a 
period of one week under laboratory conditions, and shorter exposures by 
larger groups of men under wet and hot ambient conditions. A large 
sampling of men, therefore, were subjected to the uniform under a variety 
of conditions assuring intimate contact with the body. The nature of the 
flameproofing salts, borax, boric acid and diammonium acid phosphate is 
such that no toxic effects would be expected unless large areas of the body 
were abraded so that heavy absorption could occur. 

Type 2. The physical characteristics, i.e., appearance, hand, and flex¬ 
ibility, of this uniform had been very little altered by the flameproofing 
treatment. There was no question that this was the most desirable of the 
three test items from the subjective standpoint. Its properties were es¬ 
sentially the same as those of the original H.B.T. Therefore, there were 
no com]flaints of stiffness, irritation or undesirable skin sensation. The 
most serious consideration concerning this garment was the possibility of 
the polyaniinc resins producing skin sensitization or systemic effects. 
Although a total of over forty soldiers wore this uniform at one time or 
another, none dcvcloi)cd dermatitis or showed any untoward systematic 
cffcct.s. Since some of the uniforms were worn in rain and others under 
conditioms jiroducing excessive pcrsi)iration, intimate contact with any 
water-soluble constituents of the treatment was assured. In the course of 
other tests, some uniforms were continually worn by as many as five sub¬ 
jects for ])eriods as long as 12 weeks. Other groups of six men wore the 
uniform for 3, 6, 8, 9 and 12 weeks respectively. The length and tyi)C of 
cx])osurc were sufTicient, therefore, to bring out any deleterious effects that 
might have been ex]iccted. 

Type 3. The ])hysical characteristics of the H.B.T. material used in 
the uniforms studied at the Climatic Research Laboratory had been defi¬ 
nitely altered by the antimony oxide-vinylitc treatment. In contrast to 
untreated H.B.T. fabric and dc.spitc the fact that it had been extensively 
treated after impregnation, it was still relatively hard, non-absorbent and 
inflexible. These features seriously affected the subjective desirability of 
the uniform. All soldiers considered it unsatisfactory for ordinary wear. 
There were many complaints concerning its stiffness, heat load, and rough¬ 
ness. While all these defects became progressively less noticeable with suc¬ 
cessive launderings and wear periods, the characteristics of the fabric 
never approached that of untreated H.B.T. A total of forty men wore this 
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uniform for varying periods of time. In this case also the conditions of 
wear were extremely variable. The longest continuous exposure, by a group 
of six men, was for 6 weeks. Any deleterious water or sweat-soluble con¬ 
stituents of the treatment had ample opportunity to contact the skin 
because of exposures in Rain Chamber, Jungle Chamber, and sea water. 
Even under such difficult circumstances there was only one instance in 
which this uniform appeared to be responsible for causing a dispensary 
visit. A soldier, on the third day of wear under usual laboratory conditions, 
reported with a small boil on the inner surface of the right thigh. The 
roughness of the fabric had caused sufficient laceration of the skin for the 
development of a superficial infection. Other soldiers complained of minor 
irritation of the neck, axillae, and crotch but none attended sick call or 
required medication. From the Climatic Research Laboratory results, it 
may be concluded generally that no serious difficulties resulted from the 
wearing of any of the three types of uniforms but that only one of them. 
Type 2, could be considered highly satisfactory from a subjective stand¬ 
point when worn over the usual undershirt and shorts. 

A comparison of the data of the Climatic Research Laboratory and the 
Armored Medical Research Laboratory shows that similar results were 
obtained with similar experiments on the same fabrics. Table 24, juige 346, 
and Table 29, page 352, which give the results of comparison of untreated, 
laundered H.B.T. suits and the Type 3 flameproof garments performed at 
D.B., 90° F., R.H. 85% show that this type of flameproofing imposed an 
additional heat load. Table 26, page 347, and Table 28, ])age 351, reveal 
that at both laboratories no objective evidence was obtained which could 
be used to establish a preference for regular herringbone twill over the 
urea-phosphate treated herringbone twill. Subjects at both laboratories 
were in agreement that the regular herringbone twill suils were preferable 
to the antimony oxide-vinyl resin treatment. However, flic urca-pho.s])hatc 
treated herringbone twill suits were preferred over the regular herringbone 
twill suits by the subjects at Armored Medical Research Laboratory and 
no significant preference was noted at the Climatic Research Laboratory. 

When more severe conditions (D.B., 120° F.; W.B., 86° F.; R.ll. 28%) 
were used at the Armored Medical Research Laboratory the obji'ctive 
findings lead to the same conclusion for the urea-phosphate type of treat¬ 
ment but not for the antimony oxide-vinyl resin treatment. For the latter 
treatment no objective evidence was obtained on which could be based a 
preference for either suit. Subjectively, however, the regular herringbone 
twill suit was preferred. 

The exact reason for the discrepancy is not obvious. Several explana¬ 
tions can be suggested. First, it may be that with the severe environmental 
conditions under which the experiments were conducted, the subjects per¬ 
formed at such a high initial level that they did not respond significantly 
to heat loads which were only slightly different. In other words, both 
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objective conclusions may be valid for the experimental conditions used 
and the antimony oxide-vinyl resin treatment does impose noticeably 
greater heat load than regular herringbone twill at D.B.^ 90° F,, R.H. 
85%, but does not impose a noticeably greater heat load at D.B., 120° F.; 
W.B., 86° F.; R.H. 26%. Second, and closely related to the first explana¬ 
tion, it is apparent that the criteria for determining a significant difference 
varied from laboratory to laboratory. These physiological responses to 
heat have not yet been studied thoroughly enough to establish rigid cri¬ 
teria as to what constitutes a difference in heat load at various ambient 
conditions. Third, it is quite possible that the use of uniforms made of 
fabric from different production runs influenced the results. It has already 
been noted that, after impregnation with antimony oxide and vinyl resin, 
the fabric of the Type 3 uniform had to be subjected to extensive treat¬ 
ment before wearable garments could be made from it. Immediately after 
impregnation the material is extremely stiff, non-absorbent and virtually 
impermeable to air and water vapor. The subsequent treatment is intended 
to restore the original properties of the fabric. liowever, the success 
achieved in this respect varied markedly. Some mill runs were much more 
desirable than others. In this respect it is of great interest to compare the 
qualities of the fabric received by the two laboratories. Armored Medical 
Research gives the following description: “Antimony oxide-vinyl resin 
treated H.B.T. This garment had the appearance of untreated herringbone 
twill cx(’e])t that it had a smoother finish. It was not stiff or waxy. It wet 
as readily as the new H.B.T. Because of its increased ability to absorb 
walcu’, these garments in use were heavier than the H.B.T.” In sharp 
conlrast (o this are the following quotations from the report of the Cli¬ 
matic Res('ai'(di Laboratory:''^ “The jihysical characteristics of the H.B.T. 
matei’ial used in this uniform were markedly altered by the antimony 
oxide-vinyl resin treatment. Even after the extensive mechanical soften¬ 
ing, it was still relatively hard, non-absorbent, and inflexible. These fea¬ 
tures s('ri()usly affected the subjective desirability of the uniform. All 
S()ldi('rs considered it unsatisfactory for ordinary wear. There were many 
C()m])laints concerning its stiffness, heat load, and roughness. While all 
tluise defects became progressively less noticeable with successive laun¬ 
derings and wear i)eriods, the characteristics of this fabric never ap- 
proached those of untreated H.B.T.” There can be little doubt but that 
tlu're was a decided difference between the uniforms tested at the two lab¬ 
oratories. Tliereforc, of the three explanations offered, the third is the 
most plausible. However, it is possible that all three contributed to the 
discrc]nxncy. Under any circumstances both agree that the antimony 
oxide-vinyl resin treated garments arc subjectively less desirable than 
regular herringbone twill. 

Armored Medical Roaearch Laboratory T-6, p. 2 (July 31, 1945). 

Climatic Research Laboratoiy No, 165, pp. 44-46 (Dec, 14, 1945). 



Applications to Military Equipage 

In addition to the studies of flameproofed Army clothinp;, there were 
many other instances in which retardant fabrics were developed for mili¬ 
tary purposes. Certainly, from a practical standpoint, the use of flame¬ 
proofing treatments in the tentage program far exceeded that with respect 
to service uniforms from the standpoints of volume of production and 
operational service. It was felt to be desirable, therefore, to present the 
combined experiences of the Armed Services in the application of flame- 
resistant finishes to other military fabrics. It may well be that there were 
other similar, worthwhile programs which unfortunately were not known 
at the time that this volume was prepared. 

A. TENTAGE FABRICS 
1. General Requirements 
Richard D. Wells 

Under the term "tentage” are classed the materials used in ienis, paul- 
ins, awnings, hatch covers; and truck, weapon and impleiiK'nl (‘overs. 
Tentage is primarily a protective material, providing slu'K t'r (o materiel 
or personnel less well adapted to withstand cnvironinonlal influ('nc('s. It 
functions as a barrier against rain, wind, and sunlight, and in sonu' mili¬ 
tary items against artificial light to satisfy black-out reciuin'inenls. Tlio 
selection of textile products to perform these functions, in predenmee (o 
other barrier materials, is based on lightness of weight, ('ase of cn'ction 
and removal, and compactness of the item when storc'd or slupp('d. The 
normal tentage material represents a working compromi.so befwc'cn these 
desired properties as a barrier, the strength requirement.s for the item, 
acceptable degree of weight and flexibility, and cost or availability. 

It is difficult to establish with any degree of finality a minimum rain 
resistance requirement by a laboratory method. In fact, a standard natural 
condition would first have to be defined in complex terras of rates, veloci¬ 
ties, angles, and the contributing factors of wind and motion. Short of any 
such precise correlation, there is the general experience that certain fabric- 
finish combinations which have proved adequate barriers in use have 
showed performance above certain levels in the conventional laboratory 
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evaluation tests. For instance a minimum of 35 cm. in the hydrostatic 
head tes^ or maximum of 10 cc. leakage under an 3-inch head for 10 
minutes in the hydrostatic leakage test^ have been generally recognized 
for material* to be used in tents. Development of more realistic laboratory 
evaluations is progressing^ though in attaining the velocity of natural rain¬ 
fall the apparatus outgrows the usual laboratory facilities. 

Wind resistance of tentage has not been of great concern as it is an 
automatic corollary to water resistance. In contrast to other functional 
requirements it comes to attention only when over-done, as air-imperme¬ 
able barriers are not desired for most tentage because of moisture conden¬ 
sation on inner surfaces. Opaqueness to light is generally accomplished by 
the pigmentation required in attaining the desired color, which is usually 
of a dark shade. 

Weight, strength, and flexibility requirements are relative to the size, 
design, and intended use of the end item. Within practical limits, minimum 
weight and maximum flexibility are sought. In some instances selection of 
a fire-retardant treatment may be based largely on the acceptable limit of 
weight for the finished item. The greatest quantity of tentage fabric pro¬ 
cured by the Army in recent years has been duck and twill fabrics weigh¬ 
ing from 11.5 to 12.5 ounces per square yard in the grey. With the normal 
50% add-on of the fire-water-weather and mildew resistant finish, the 
total weight was ajiproximately 18 ounces per square yard which was not 
considered excessive for the large tents not intended for carrying by pack. 
The only fire-resistant tentage for man-pack was of a 9-ounce material 
weighing less than 11 ounces per square yard when finished. Paulin ma¬ 
terials weighed up to 30 ounces per square yard. In the conventional tent 
constructions, breaking strength in excess of 150 pounds ]ier inch in the 
warp (lire(‘(ion and 100 pounds ])er inch in the filling direction are con¬ 
sidered essential. Flexibility, wliilc originally judged by comi)arison to a 
standard sample, is now measured by the Tiniiis-Olsen instrument having 
a 0.5 inch-pound cai)acity. A maximum reading of 50 at a 20° deflection is 
allowed. It is important in tentage fabrics that flexibility is maintained at 
both high and low temperatures. 

In the practical sense, the durability of the tentage material is equally 
as important as the initial properties. The continuity of its protective func¬ 
tion is doubly significant in the economics of replacement rates, and loss 
or damage to the stores or equipment supposedly protected. In military 
usage considerations of economy may be in a much higher realm of values 
than the usual dollar unit. Durability may be considered in its two aspects 
as first the preservation of the fabric as a structural entity of sufficient 

^ Hydrostatic pressure teat (low pressure range)—Section IV—part 6-c-(l), Federal 
Specification CCC-T-191a Supplement. 

^ Water permeability test—Section IV—^part 6-c-(2), Federal Specification CCC- 
T-191a Supplement. 
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strength to withstand mechanical loads, and secondly the continuity of the 
functional properties. In the preservative category are the features of 
weather resistance, rot resistance and fire resistance, with the latter having 
additional value in minimizing danger of the tentage itself becoming a 
source of ignition for contained or adjacent property. These features are 
derived in part by selection of materials having natural resistance to the 
destructive agents, but more commonly by inclusion of additional com¬ 
ponents which offset inherent weaknesses of the base material. Continuity 
of function lies in the adhesion, insolubility, and chemical stability of 
both the finishing components required to perform the primary functions 
and those required for preservation. In attaining the total requirements a 
complexity of contributory substances may be required, with resulting 
problems of compatability and inter-action. Formulations will vary ac¬ 
cording to the relative importance of the various properties in the end use 
of the item. Degree of durability of the finish may also be based on the 
expected life of the base fabric under the mechanical abuse to be encoun¬ 
tered by the end item. At the present stage of development, fire-resistant 
tentage should be expected to withstand one and a half to two years’ 
continuous service depending on the severity of the climate, maintaining 
strength and functional properties to a useful degree during this jicriod. 
The limiting factor is generally the loss in mechanical strength due to 
chemical and photo-chemical influences. While fire resistance will liavc 
been impaired to considerable extent in this time, modern mildew re¬ 
sistant treatments will still be found effective. 

It can be seen from the preceding discussion that in tentage the attain¬ 
ment of fire resistance can be considered only in conjunction with many 
other factors. Many fire-resistant treatments are automatically excluded 
from consideration for lack of permanence under the severe (conditions of 
weather. There are also some conflicts between the means for attaining the 
various features, as for instance the added flammability resulting from 
the use of one of the more efficient rot-proofers, copper naphtlumatc. Lack¬ 
ing a completely indestructible base material, the finishes for tentage must 
necessarily represent a compromise of desired properties. 

2. Relative Suitability of Treatments 
a. Laboratory Evaluations 
Rogers B. Finch and Allan J. McQuade 

(1) General Performance of Finish First Obtained Under 
Specification CCC-D-746 

Purchase of fire-resistant or flameproofed duck was initiated in August, 
1941, and the first production followed within the next thirty days. The 
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performance of this material was to be governed by the requirements of 
Federal Specification CCC-D-746 entitled “Duck: Cotton, Fire, Water, 
and Weather Resistant.” 

The advantages claimed for the fire- and weather-resistant finish prior 
to its large procurement by the Quartermaster Corps were fourfold; 

1. It gave a simple method of obtaining the new dark shade of olive 
drab recently adopted for tentage. 

2. The finish was much more durable and would give water repellcncy 
over longer periods of time than other types of water-repellent and 
weatherproof finishes. 

3. It was fire resistant. 

4. It greatly increased the useful life of articles made therefrom which 
were exposed to weathering conditions such as light, mildew, heat, and 
water. 

Knowledge of the materials used in effecting such a treatment had not 
been widely disseminated among the members of the textile finishing in¬ 
dustry by those familiar with its development. Since Specification CCC- 
D-746 was of the performance type with no limitation as to the materials 
to be used and it was not required that the formula be registered with the 
bids, the exact composition of the compound used under that specification 
cannot be stated. However, based on information received from the vari¬ 
ous ])rnducers, an average composition for the fire-resistant finish for tent¬ 
age in late 1941 would bo as follows: 


For Cent by Wnight, 


Chl()riiia(.o(l ParafTm 19 to 23 

('hlorinaicul H,ubl)cr 7 to 9 

M('lalli(i Salt (Zinc Borate and Antimony Oxide) 4 to 6 

Pigment 8 to 12 

I'illor 4 to 6 

Solvent to 55 


From ilie above i(. will be readily seen lhat the flamcproofing process for 
the (rc'alincut of (('ulage duck depended on the combination of a metallic 
oxide and a chlorinated body, the mechanics for which have been ])r('- 
viously discussed. In this instance the chlorinated paraffin and the chlorin- 
a(ed rubber ]n'ovidcd the source of ehlorinc, while antimony oxide and 
other metallic salts coinideted the process. Where zinc salts were used, it 
was (he opinion of some that these salts would provide adequate protei^- 
tion against mildew. This was later disproved. In this type of formulation, 
the chlorinated rubber also served as a binder or film former. The pig¬ 
ments for color purposes included synthetic or natural iron oxides, lead 
chromate, and shading colors such as carbon black and blue pigments. 
Those materials used as fillers included carbonates, employed as acid ac¬ 
ceptors, and mica or aluminum stearate to obtain better resistance to 
water leakage. 
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The performance of this type finish appeared very satisfactory when 
fabrics were compared with requirements of the federal specification. 
However, the tentage fabric produced was subject to several complaints 
including serious deficiencies in mildew resistance and flexibility at low 
temperature. From the standpoint of handling at room temiDcrature, dry¬ 
ing to touch, and ability to resist passage of water, it was a very satisfac¬ 
tory finish. 


(2) Effect Upon Performance of Major Changes in Formulation 

(a) Replacement of Chlorinated Rubber With Other Binding Agents 
Under Specification CCC-D-74d 

The first general change in the composition of the fire-resistant finish 
offered under Specification CCC-D-746 occurred about April, 1942. It 
became necessary to replace chlorinated rubber with various other bind¬ 
ing agents since rubber was required for more important military usages. 
Some of the binding agents selected for this purpose were ethyl cellulose, 
vinyls, cumars, and rosin-modified phenol formaldehyde resins. In the 
case of the first three materials, plasticizers were incorporated with the 
resins to effect an improvement in flexibility at low temperature. Better 
grades of pigment were employed to eliminate ochres of high silica con¬ 
tent and thus reduce wear of sewing machine parts. 

These changes reflected themselves in improvement of some quality 
indices. In the case of fabric finished with a compound wliich included a 
vinyl, excellent hand and resistance to crocking resulted, though there 
were indications that afterflame time had been increased. It is not known 
whether this was influenced by the plasticized vinyl resin or by insuffi¬ 
cient removal of the aromatic solvents required by its use. 

The use of plasticized ethyl cellulose and cumar both resulted in im¬ 
proved flexibility of the finished fabric at low temperatures. Other con¬ 
siderations, notably poor tensile strength retention after outdoor exposure, 
resulted in the discontinuance of the use of the cumar resin. The causative 
factors of this failure were not investigated intensively, hence this action 
should not be considered as condemning the use of cumar. 

The use of compounds which incorporated the rosin-modified phenol 
formaldehyde resins was reflected in poor flexibility of the finished product 
until a sufficient amount of plasticizer was employed. 

Other changes of note were effected during this period. These included 
more general usage of 42% chlorinated paraffin to obtain improved flex¬ 
ibility at low temperature. In addition several pigment modifications took 
place in the effort to reduce wear upon sewing machine needles. 
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(b) Modifications of Compound with the Issuance of Tentative 
Specification J.Q.D. 24 ^ 

With the issuance of Tentative Specification J.Q.D. 242 in December, 
1942, further changes in the flame-resistant finish were necessary as the 
result of the addition of new requirements over CCC-D-746. It has been 
pointed out that the latter was purely a performance type with little re¬ 
striction on quality or type of materials used, J.Q.D. 242, however, in¬ 
cluded requirements in both these respects. Its requirements as to the 
incorporation of a mildew inhibitor, calcium carbonate, and chlorinated 
paraffin produced minor changes. In addition, the performance require¬ 
ments were tightened up considerably with a relaxation only with respect 
to those concerning resistance to water leakage. Thus we now find the 
composition of the compound approaching the formula outlined below: 

Per Cent by Weight 


Chlorinated Paraffin 13 to 17 

Binder 7 to 9 

Antimony Oxido 7 to 9 

Caleium Carbonate 4 to 6 

Pigment 9 to 12 

Miea (jr Aluminum Stcarato 1 to 2 

Pentacihlorphenol 1 to 2 

Solvent 45 to 55 


The above finish, as indicated by the acccleralcd weathering tests of the 
new speeifieation, showed promise of greater durability. The addition of 
pentnehlorpheiiol resulted in the material withstanding a 14-day soil 
burial ixu’iod. If the fabric was leached for a 24-hour period prior to 
being subjected to burial, some instances of inferior performance resulted, 
Binc-c the meaning of such i)crformance was not known with respect to out¬ 
door exposure and since there were considerable variations in the test 
results, it was felt that pcntachlorphcnol could be adopted, inasmuch as 
copper naphthenaic was not, at that time, available for this program. 
Laboratory testa showed the crocking resistance of the above finish was 
somewhat inferior to that obtained with the original chlorinated rubber 
type. It also may be said that the latter was not always ccjual with respect 
to resistance to water leakage. 


(c) Replacement of Pcntachlorphenol by Copper Naphthenate Under 
Tentative Specification J.Q.D. 242 

In July, 1943, copper naphthenate was more available and a comprehen¬ 
sive series of exterior exposure tests had demonstrated the rapid loss of 
l)entachlorphenol under such conditions. The use of copper naphthenate 
was then adopted. Because it was necessary to use larger quantities of 
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copper naphthenate as compared with pentachlorphenol and since it de¬ 
tracted from the fire-resistance qualities of the compound, it was necessary 
to increase the quantity of available chlorine in the compound. This in 
turn, under the requirements of J.Q.D. 242, often necessitated that the cal¬ 
cium carbonate content be increased. These increases had to be met by 
subtractions and hence we find that reductions in resin content and anti¬ 
mony oxide had to be effected. A composite formula would now approx¬ 
imate the following: 


Per Cent by Weight 


Chlorinated Paraffin 18 to 22 

Binder 2 to 4 

Antimony Oxide 6 to 7 

Calcium Carbonate 6 to 8 

Pigment 7 to 9 

Mica or Aluminum Stearate 2 to 3 

Copper Naphthenate 4 to G 

Solvent 45 l,o 55 


Though development samples had indicated satisfactory ])crformanco, 
duck finished on a production basis, showed a considerable decrease in liia; 
resistance since the time of afterflame and the length of char incrcuiscid 
and was evidenced by the treated fabric both before and after leaching. 
This condition was modified in early 1944 by the introduction of liV/o 
chlorinated paraffin. The mildew resistance was considerably iinpi-oxa'd 
and no loss in this quality resulted from i)rolonged exposure'. Some dc'- 
crease in resistance to crocking was obtained due to the redmd ion in binder 
and the increase in the quantity of chlorinated parallin. 


(d) Modifications Under Tentative Spcdfication J.Q.D. Produced 
During Critical Procurement Period from Hc/pleinhcr, Id fid, to 
Av-gust, 1945 

When large-scale procurements were initiated in the late' suinine'r e)f 
1944, it was found that the supply of naphthenic aciel fe)r the' inaniifae'ture 
of copper naphthenate had become insufficient because e)f ine'rcase' in 
other important military uses; hence, the milelcw inhibitnr was me)elilie'(l 
to the extent that one-half the required copper content might he- e)htaine'(l 
from copper hydroxy naphthenate or basic copper oleate. Sinci' these- two 
materials possessed higher copper contents than did the typei of cop])er 
naphthenate previously used, it was found that the amount of binder 
could be increased and thus approach its former quantity. 

In the course of this large-scale production period it was necessary to 
allow the use of other grades of chlorinated paraffins and to restrict tiiose 
finishers using a relatively high amount of antimony oxide to a maximum 
of 12% on the basis of the solid compound. 
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In tests of production material the use of 70% chlorinated paraffin was 
reflected in reduced afterflame and char length. On the other hand, soil 
burial tests indicated that the copper naphthenate extenders markedly de¬ 
creased the mildew resistance. This was particularly emphasized in the 
case of substitute tentage fabrics requiring desizing prior to coating ap¬ 
plication. 

(e) Modifications of Compound with Issuance of U.S.A. Specification 

6-345 

Specification 6-345 was issued in July, 1945, when the demand for fin¬ 
ished fabric had diminished to a point where restrictions upon the quan¬ 
tity of the critical raw materials employed could be removed. Since the 
requirements for fire resistance were made somewhat more severe, the 
principal result in the formulation of several compounds was to increase 
the use of the 70% type of chlorinated paraffin. In addition, normal cop¬ 
per naphthenate replaced the substitute combinations used during the 
period of high production. Thus the average formulation approximated 
the following: 


For Cent by Weight 


Chlorinated Paraffin (42%) 10 to 12 

Chlorinated Paraffin (70%) 5 to 7 

Binder 4 to 6 

Antimony Oxide 5 to 7 

Pigment 9 to 11 

(hileiiim Carbonate 5 to 7 

Chopper Naphthenate 5 to 0 

Solvent 45 to 55 


Before there was opfiortimity using a revised sampling plan to deter¬ 
mine whether these fornuila changes were reflected in higher quality levels, 
all finishing activities were terminated. 


(3) Variations Produced by Different Methods of Formulating, 
Compounding, and Finishing as Indicated by Quality 
Control Chart Analysis 

In the foregoing paragraphs the authors have attemjitcd to show the 
variations produced by different methods of formulating, compounding, 
and finishing of the entire industry as indicated by quality control chart 
analysis. It will be noted that variations in quality occurred in all stages 
of the finish development mentioned but those described arc only those 
which arc related to changes in formulation to effect specific improvements 
or to curtail the use of materials in excessive demand. 

Methods of formulating and compounding differed considerably from 
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contractor to contractor. For instance, examination of the records shows, 
as indicated in the foregoing formulae, that the average antimony oxide 
content was 6%. Further investigation disclosed that between individual 
finishers the amount of this material incorporated varied from 3% to 12%. 
Despite such variations, there was a general uniformity in the level of 
performance of the finishers using such extreme antimony oxide contents 
and they did not show a significant departure from the level of perform¬ 
ance for the entire industry. 

In addition, variations were noted in the performance level of finishers 
using compound from the same source. One example noted in late 1944 
concerned three finishers. It was the practice of one, Finisher A, to apply 
the compound using a relatively high ratio of solids to solvent and to fol¬ 
low with a short dry period at high temperature. Finisher B applied the 
compound in the same manner but passed his material over a stack of more 
than 50 dry cans using a lower temperature but his dry period was for a 
normal length of time. The third and last finisher, C, cub the compound 
with the solvent to provide a 1:1 ratio of solid to solvent. In addition, he 
removed the solvent by tunnel drying for a short period plus festoon dry¬ 
ing for at least eight hours at a high temperature. As a result, the fin¬ 
ished tentage duck from each concern showed a marked difference with 
respect to retention of char resistance after accelerated weathering as 
demonstrated by the following table: 

Table 1. Per Cent Failure to Meet Requirements for Char IloKi.stancc! Affca- Accc'leraUHl 
Weathering Test of Tentative Specification J.Q.D. 242 

Per Cent, Failure 
(30 aaiuplea) 

Finisher A G3 

Finisher B 23 

Finisher C 93 

A second instance of this type variation which occurred among a grou]! 
of finishers using similar compound was noted in the flexibilily of their 
finished duck. Some plants produced material which caused no difTKailty 
in the plants of tentage manufacturers, while others were the source of 
frequent complaints. Upon investigation it was learned that (hose em¬ 
ploying a shorter drying period with a high temperature were jiroducing 
a fabric with better flexibility than those using a 20 degree lower tem¬ 
perature but with a 100% longer drying time. 

When the product of an individual finisher is examined for any one 
quality with the use of control charts, considerable variation is noted. 
This should be expected since the method of sampling employed under 
J.Q.D. 242 as well as the test methods are sources of variation in them¬ 
selves. These two coupled with the variations produced by methods used 
for constructing control charts and those outlined previously all lead to a 
large variation for any one quality of the finished product. 
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Illustrative of the variations resulting from the above, there are shown 
below four frequency distribution charts. The first, Figure 1, demonstrates 
iJie warp breaking strength of the finished fabric as a per cent change from 



-ZS -20 -/5 -/O -J- O S 10 IS 20 2S SO 35 ^O 45 50 55 60 


Ps/Tce/VTAse Chanoe 


Figure 1. FroquorKiy distribution curve for wiirp breaking strength as a 
l)er cent change from the original grey duck. 


the original grey break. The wide spread in results emanating from varia¬ 
tion in strength of grey duck plus variation influenced by the application 
of compound to the fabric i)rodiiccd the observed distribution of data. 

In Figure 2 the initial warp breaking strength of finished fabric is i)lot- 



Warp Spieak/ps Steenotp Igs. 

, ^ 0 

Figure 2. Frequency distribution curve for initial warp breaking strength in pounds. 


ted and shows the variation entering into the calculations for Figure 1. 

In Figure 3 the per cent change in warp breaking strength after accel¬ 
erated weathering is plotted. Upon comparison with Figure 1, it will be 
noted that the introduction of an additional test procedure has effected 
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little or no change upon the shape of the curve and has served to slightly 
displace the mean on the abscissa in a negative direction. 



Figure 3. Frequency distribution curve for ])or ccuiL change; in 
warp breaking strength after accelerated wontlu'i-ing. (200 houi’s in 
National (^larbon Co. Unit X-IA operated with liltt'r paiu'ls.) 



27 30 55 J6 59 S/ 54 57 60 63 66 69 

Ado on, 

Figure 4. Frdbuency distribution curve for finished weight as the 
per cent increase over the grey weight. 

In Figure 4 there are shown variations in the finished weight as the 
per cent increase over the weight of the grey duck. These are encountered 
due to the variations in the weight of the grey fabric as determined by 
standard laboratory methods^ and the weight of the finish applied. 
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Under Tentative Specification J.Q.D. 242 attempts were made to con¬ 
trol- the raw materials entering into the finishing compounds in order to 
produce a product whose field performance would be uniform. Later, at¬ 
tempts were also made through the Quartermaster Corps Inspection Serv¬ 
ice to provide for a uniform sampling and testing plan. U. S. A. Specifi¬ 
cation 6-345 combines the best features of both into a plan capable of 
good quality control analysis. The termination of contracts in August, 
1945, made it impossible to place this plan into full operation. It has not 
been possible, therefore, to judge the merits or demerits of such a quality 
control program from the standpoint of the adequacy of production con¬ 
trol or to determine from such records the method of establishing specifica¬ 
tion performance levels and permissible tolerances. 

b. Performance Evaluations 

Henry A. Rutherford 

During March, 19^3, seven samples of duck, cotton; fire, water, weather, 
and mildew resistant were procured by the Jeffersonville Quartermaster 
Depot for the purpose of evaluating the durability of the major group of 
compound types of early 1943 production. Although all of these samples 
were not necessarily representative of the average commercial production 
of each of these compound types, all of the finishers involved were work¬ 
ing on contracts under Tentative Specification J.Q.D. 242. The major 
cmi)hasis in the evaluation of these fire-resistant fabrics was placed on the 
observation of the rctj,cntion of strengtdi when they were exposed outdoors 
up to })eriods of 12 months at Washington, D. C.; Miami, Florida; New 
Orleans, La.; and Camp Young, Indio, Calif. In addition, all other jicr- 
formance requirements of the existing spcOfications were investigated, 
including a number of laboratory tendering tests. Because of the general 
interest of the weathering properties of the chlorinated paraffin-antimony 
oxide type of fire-resistant fabric, a fairly complete picture of their weath¬ 
ering characteristics is presented.® 

The changes in breaking strength of this group of fabrics during expo¬ 
sure in the several locations up to one year arc shown in Table 2.“* It is 
readily noted that the fabrics vary considerably in resistance to outdoor 
weathering, but during the exposure in Washington, New Orleans and 
Miami all exhibited smaller losses in strength than the unfinished fabric. 
Thus, on the basis of these exposures, none of the finishes can be said to 
have accelerated the deterioration of the duck. During exposure in Indio, 
Calif., where hotter and less humid weather conditions prevailed, the ac- 

® These data are compiled from reports on file at the office of the Quarterma.ster 
General, Washington, D. C. 

^ The exposures were made on panels set on racks at 45° facing toward the south. 
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celerating effects of the finish may he noted; i.e., some of the fabrics show 
greater losses in strength than the grey fabric. It is interesting to note that 
during long periods of exposure, the unfinished material exhibits better 
performance at Indio than at any other field location. The better reten¬ 
tion of strength by the grey fabric in this exposure in comparison with 
the other locations was ascribed in part to the absence of mildew and/or 
acidic fumes (from industrial areas) which may have prevailed at the 
other locations. During the early periods of exposure, there was usually an 
increase in strength of the treated fabrics, the greatest increase occurring 
in the filling direction. This was attributed to a "setting” of the finish 
which influenced the mechanical properties of the fabric. 

The variation in performance of some of the coated fabrics with the 
location of exposure is emphasized by samples A, D and G. These fabrics 
exhibited excellent weathering qualities in Washington, while in Indio and 
New Orleans they were somewhat poorer. The large losses in strength in 
New Orleans were attributed to the action of mildew, which could readily 
be observed on the fabrics (see also below). At Indio, however, no mildew 
appeared to be present, and the inferior performance of A and D at this 
location is ascribed to a deterioration of the finish, which in turn pro¬ 
duced degradation of the cotton duck. 

The changes in fire resistance as determined by flame and char during 
the same periods of exposure are shown in Tables 3 and 4. Three fabrics 
of the group. A, C and G, exhibited increases in time of flaming during 
weathering, and it is noted that this change occurred at Indio as well as 
at the oilier locations.® Since the prevailing conditions were hot and dry, 
it is apparent that this behavior was not greatly influenced by the extent 
of rainfall during weathering. The length of char presents a more con¬ 
sistent picture, namely, that all fabrics of this group became deficient in 
this respect during weathering. 

Also of importance is the nature of the degradation of this type of 
fabric, for a knowledge of this permits a clearer understanding of a means 
of further improving fabrics for tentage. A number of factors may con- 
ti'ihule to the losses in strength of coated fabrics during outrloor cxjiosure. 
Of greatest interest in this respect are (1) changes in the finish which 
infliieiK'c mechanical properties of the fabrics, and (2) degradation of the 
cotton (a) by the action of acidic degradation products from the finish 
and (b) by the action of microorganisms. Changes effected by (1) arc 
much less important than changes brought about by (2). In consideration 
of iliis particular type of fabric, the action of light on cellulose is pre¬ 
cluded since the coating presumably acts as a filter and does not permit 
the cotton to be exposed to any great quantity of harmful radiation. 

® The results of one year of exposure at Indio were excluded because of the high 
sand content of the fabrics. The data were so erratic that no conclusions could be 
made with respect to fire resistance. 
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Table 4 Fire Resist^ce (Length of Char) of Duck. Cotton; Fire, Water, Weather, and Mildew Resistant, During Outdoor Exposure 
for Different Periods of Time at New Orleans (X.O.), La; Miami (M.), Fla.; Washingt-on (W.), D.C. (all beginning in April, 1943); and 

Camp Young, Indio (I.), Calif, (beginning July, 1943) 
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Which factor or combination of these factors operates depends upon the 
type of finish, the weather conditions, etc. Certain facts, which were re¬ 
vealed during the evaluation studies of this group of seven fabrics, may be 
used to ascertain the nature of the breakdown of duck, cotton; fire, water, 
weather, and mildew resistant. 

It is well recognized that compounds such as chlorinated paraffins, used 
in this type of fire-resistant fabric, break down under the influence of light, 
heat, and moisture to produce hydrochloric acid. Thus, in view of the 
known sensitivity of cellulose to acids, it was first determined whether the 
presence of acidic substances, either in the finishing material, or resulting 
from deterioration of the finishing materials, contributed appreciably to 
the breakdown of the fabrics during exposure in the various field locations. 
The initial acidity of the fabrics, as measured by the pH of their water 
extracts indicated the absence of acidic substances in the finishing com¬ 
pounds, the values of the seven fabrics ranging from 7.0 to 9.0. Exposure 
outdoors led to a lowering of pH, and in the instances of fabrics B and C, 
the values indicated the presence of acidic substances. (The pH’s were 
respectively, after 6 months of exposure at Indio, 5.3 and 5.7.) Extensive 
losses in strength of the remaining fabrics were apparently not accom¬ 
panied by the formation of excessive amounts of acidic substances. 

When the degradation is due to the action of acids, it would be expected 
that the loss in strength of the fabric would be accompanied by an increase 
in cuprammonium fluidity, since both of these properties are regarded as 
functions of the average molecular length of the cellulo.se chains. (Cha])- 
ter II, Section B.) Accordingly, the relation between strength and fluidity 
of the fabrics exposed in the various field locations was delermined. The 
relationships found for the samples after 6 months of outdoor exposure arc 
shown in Table 5. The "theoretical” values listed in this table represent 
the losses in strength calculated from the fluidity, assuiiiing (hat the 
changes in these properties were due completely to aciil hydrolysis" of the 
fabric. Similarity between the strength-fluidity rclationshii) of the cx[)osed 
fabric and the relationship for hydrocellulose may be regarded as evidence 
of degradation by acid hydrolysis. 

In most localities^ fabrics B and C exhibited inferior weathering cpiali- 
ties as judged by the loss in both warp and filling strength, and also 
showed the greatest increase in acidity as measured by "pH.” A com¬ 
parison of the theoretical losses in strength of these samples, calculated 
from their fluidities, with the losses actually found shows fair agreement, 

The basic relation, for this calculation was obtained from the strengths and' 
fluidities found for a series of hydrocelluloses prepared by the action of hydrochloric 
acid on the uncoated fabric (see Figure 4, Chapter 11, Section B). In making the 
comparison of the ac1;ual and “theoretical” changes it is assumed that degradation by 
acidic substances during outdoor exposure is as uniform as the degradation which is 
produced by the action of a hydrochloric acid solution. 
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point of cuprammonium fluidity than from that of change in breaking 
strength. Thus, in spite of the apparent accelerating effect of copper 
naphthenate as judged by the fluidity, the fabrics proofed with this com¬ 
pound exhibit a better retention of strength in areas where microorganisms 



Figure 5. Strength-fluidity ndiitionships of flameproofcd tcntiigo fabrias after outdoor 

exposure. 


are active (New Orleans) than fabrics proofed with other types of fungi¬ 
cides. 


B. CAMOUFLAGE NETTING 
P. C. Bolzenmayer, Jr. 

1. General Requirements 

The fundamental requirements of all camouflage materials, i.e., shrimp 
netting, burlap and Osnaburg garnished fish nets, etc., are to afford com¬ 
plete protection for personnel and equipment from ( 1 ) visual observation, 
(2) infrared photographic observation, (3) fire hazards, etc. A camou¬ 
flaged installation would not only be worthless from the standpoint of 
detection but present a serious hazard if the materials used for camou¬ 
flage, that is, shrimp netting, burlap and Osnaburg garnished fish nets, 
were in themselves flammable. The presence of such a hazard not only 
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would endanger the lives of the troops in the immediate vicinity but also 
in the event of fire would surely attract enemy gunfire. Camouflage shrimp 
netting, burlap and Osnaburg garnished fish nets, etc., used to conceal 
gun installations, trucks, planes and field equipment in general are al¬ 
ways liable to fire from the flash from a gun barrel, flying pieces of burn¬ 
ing powder bags, enemy tracer bullets, or poor camouflage discipline. For 
these reasons camouflage netting must be flameproofed, or at least highly 
flame resistant. 

Camouflage fabrics must possess several other properties equally as im¬ 
portant as flame resistance, such as (1) a treatment permanent enough 
to retain its effectiveness for at least 6 months under all conditions of 
outdoor weather, (2) a low add-on, but sufficiently high to afford suitable 
flame resistance, (3) light-fast colors that possess the required degree of 
infrared reflectance, (4) mildew resistance, (5) flexibility sufficient to 
render the fabric useful for camouflage drapes, nets, etc., (G) light weight 
for ease of handling. 

To obtain the above qualifying characteristics for camouflage fabrics, 
i,e., shrimp netting, burlap and Osnaburg garnished fish nets, work was 
undertaken at the Engineer Board, Fort Belvoir, Virginia, shortly after 
the outbreak of the war. The plan of this work was to develop a coating 
or an impregnation that would, when applied to cotton or jute fabrics, 
render them flame resistant and also incorporate the other necessary })rop- 
erties previously mentioned. 

2. Relative Suitability of Treatmeni's 

A great many materials which are water-soluble and wliich can be ap¬ 
plied from water solutions are available. In the field of more jicrmancnt 
treatments which do not have to be renewed after each exposure i,o water 
or weather, several noteworthy advances have been made in t,lu' i)ast few 
years. A survey of the field of temporary and durable flameproofing proc¬ 
esses was presented in Chapter V. The following ])ages relate the expe¬ 
riences of the Engineer Board in adapting available treatments to camou¬ 
flage fabrics. 

Water-Soluble Salts. The first attempts made to obtain the required 
properties for flame-resistant camouflage fabrics was to coat or impregnate 
the fabric or netting with water-soluble inorganic salts and by means of a 
second treatment render the salts insoluble in the fabric fibers themselves. 
Some of the salts investigated were ammonium phosphate, ammonium 
sulfamate, sodium silicate and sulfamic acid. The residts obtained by this 
method were by no means suitable for camouflage fabrics that must be 
weather resistant as well as flame resistant. 

Antimony Oxide-Chlorinated Body Mixtures. Because of the poor 
results obtained with the preceding type of treatment, practically all of 
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the subsequent work was based on the use of material of an organic na¬ 
ture. The adaptation of chlorinated organic compounds for use as basic 
flameproofing materials represented an important step forward. As was 
pointed out in Chapter V, certain organic compounds containing chlorine, 
such as chlorinated paraffin, in combination with antimony oxide and an 
antiglow agent, produce a basic mixture which with certain additions can 
be worked into suitable formulations for flame-resistant treatments for 
fabrics. 

Chlorinated paraffins are a series of non-flammable plasticizers and 
resins produced on a large scale by reacting paraffin wax with chlorine 
under proper, carefully controlled conditions. The reaction is one of sub¬ 
stitution and not addition. 

The chlorinated paraffins produced in this manner range from liquids 
to brittle resins, depending upon the percentage of combined chlorine. Be¬ 
cause of this and because of the great number of different types of paraffin 
wax and other high molecular weight liquid and solid hydrocarbon mix¬ 
tures derived from petroleum available for chlorination, a large number 
of chlorinated paraffins can be produced. The term chlorinated paraffin, 
therefore, does not refer to any one chemical compound or series of chem¬ 
ical compounds but rather to a series of homogeneous mixtures of products 
with fairly constant and uniform chemical and physical properties. 

In this discussion the chlorinated paraffins considered will be limited to 
those three tyi)es which are of greatest commercial interest at the present 
time. These compounds, which are made by chlorinating paraffin wax 
having a melting point of about 125° to 130° F., comprise (1) a non¬ 
volatile liquid with about 43% combined chlorine, (2) a soft, solid resin 
with aipu’oximatcly 60% combined chlorine and (3) a hard brittle resin 
containing about 70% combined chlorine. 

l^reliminaiy results indicated that a fairly good flame-resistant treat¬ 
ment for camouflage fabrics having a relatively ojxm weave could he 
obtained. Camouflage shrimp netting, biirla]) and Osnaburg garnished fish 
nets all have a loose and o]mn weave. This fact in itself makes these 
fabrics more difficult to treat for flame resistance than the regular U. S. 
Army duck. The open weave makes an abundant siqqdy of oxygen avail¬ 
able at the surface of each fiber and as a result combustion can ])roccod 
faster and to a greater degree than it can on the closely woven U. S. Army 
duck. 

Formulations containing chlorinated paraffin (42% available chlorine), 
antimony oxide and an anti-glow agent in combination with coloring pig¬ 
ments, dnert pigments, a fungicide and solvents produced an impregnating 
compound that possessed a promising degree of flame resistance. It was 
obvious, however, that many corrections .would have to be made so that the 
finished fabric would meet the requirements set forth for a military cam¬ 
ouflage fabric. This first treatment containing chlorinated paraffin- 
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antimony oxide possessed many undesirable characteristics, namely, 
(1) a persistent afterglow, (2) excessive crocking, (3) loss of breaking 
strength during heat aging and accelerated weathering exposure tests, 
(4) loss of breaking strength during storage, (5) poor color durability, 
and (6) tackiness. In order to overcome the above undesirable qualities, 
laboratory experiments were undertaken to determine the best combina¬ 
tion of materials to produce the most suitable treatment for flame-resistant 
camouflage fabrics. 

Chlorinated Constituent. The first selection to be made was to find 
the best type or grade of chlorinated paraffin. There was a choice of 
using one of three types or combinations of the three, namely, chlorinated 
paraffin containing 42%), 60%, or 70% available chlorine. There were 
other considerations that had to be dealt with: some chlorinated paraffin 
manufacturers stabilized their product to prevent the formation of free 
hydrochloric acid; other manufacturers’ products contained traces of free 
iron which would act as a catalyst in freeing hydrochloric acid. In all 
cases the so-called stabilized grade of chlorinated paraffin was used. Three 
formulations identical in all details except for the chlorine bearing com¬ 
ponents were prepared, the first containing the 42% grade of chlorinated 
paraffin, the second the 60%, and the third the 70% grade. All of these 
formulations contained the same percentage of available chlorine. The 
formulation containing the 60% material seemed to be slightly superior 
to either of the other two. Full pigment value was not obtained using the 
42% material and low flexibility was obtained using the 70%) grade. Fur¬ 
ther study showed that a very good combination coidd be oblained by 
using a combination of the 42% and 60% grades of stabilized ('hlorinated 
paraffin. A combination of 40 parts by weight of the 60%) material and 
60 parts by weight of the 42% grade gave a basic vehicle having desir¬ 
able properties. This combination of 42% and 60%o chlorinaled paraffin 
when applied to fabric showed some signs of crocking as well as incom¬ 
plete wetting of the fabric. It appeared from this work that it would be 
advisable to incorporate a non-oxidizing resin that would have, in effect, 
three jobs to do, namely, (1) give a better grinding medium which would 
aid materially in obtaining a better dispersion of the coloring ])igmcnts 
thereby giving full value for each pound used, (2) aid in welting the fab¬ 
ric, thereby insuring complete impregnation, and (3) reduce the crocking 
and increase the durability. 

Added Resins. Since neither urea-formaldehyde nor melamine- 
formaldehyde type of resin is of the oxidizing type, formulations contain¬ 
ing either urea-formaldehyde or melamine-formaldehyde were tested in 
combination with the 42/60%) chlorinated paraffin. The compositions con¬ 
taining the urea or melamine as a part of the vehicle were far superior to 
compositions that made use of the chlorinated paraffin alone for the 
vehicle. There was no noticeable difference between the urea or melamine 
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formaldehyde; both worked very well, and were much better than the 
alkyd resins that were tested under the same conditions. The wetting of 
the fabric during impregnation, the resistance to crocking and the durabil¬ 
ity were all improved by the addition of the resin. Numerous laboratory 
data have proved that this combination was satisfactory for the intended 
purpose and superior to most of the formulations tested. These laboratory 
data include laboratory-prepared samples as well as large-scale com¬ 
mercial production samples. 

Glow Retardant. The next step in this investigation was to select a 
material that would reduce the persistent afterglow, which in many cases 
would consume the entire sample or net. Some of the anti-glow agents 
studied were ammonium phosphate, the silicates, zinc borate, and mela¬ 
mine pyrophosphate. The melamine pyrophosphate while slightly supe¬ 
rior to any of the other materials tested was not available in sufficient 
quantities to be of value in a program as large as was planned. The 
second choice was a specially prepared grade of sparingly water-soluble 
zinc borate which under weak acid or mild alkaline conditions was found 
to be the best anti-glow agent in combination with chlorinated paraffin and 
antimony oxide. The zinc borate seems to have at least two desirable 
effects in a flame-resistant coating or impregnation. First, it reduces after¬ 
glow through the liberation of boric acid as discussed in Chapter V, Sec¬ 
tion B-3-a, and secondly, it appears to accelerate the decomposition of 
the chlorine bearing materials at combustion temperatures, thereby pro¬ 
ducing hydrogen chloride gas which acts in conjunction with antimony 
oxide according to the flameproofing mechanism described in Chapter V. 

There is considerable experimental evidence to show that an unstable 
compound containing hydrogen and chlorine in combination when stored 
at high temperatures will release more hydrogen chloride when zinc 
borate is i)rcscnt. This fact clearly indicates that the zinc borate acts as a 
catalyst at elevated temperatures. This properly, when controlled, is very 
valuable. It may, however, be just as detrimental if used incorrectly. In 
order to prevent this premature catalytic action and also to neutralize 
hydrochloric acid that may be formed in the course of use or storage, cal¬ 
cium carbonate is added to many formulations. The use of calcium car¬ 
bonate in this respect serves two purposes; first, it neutralizes any small 
amount of hydrochloric acid formed, and, secondly, also acts as a pig¬ 
ment extender in the general formulation. 

Antimony oxide was used in all formulations in conjunction with zinc 
borate, calcium carbonate and chlorinated paraffin. The antimony oxide- 
chlorinated paraffin combination is of course the basic flameproofing con¬ 
stituent as pointed out in Chapter V, Experimental data show that good 
flame resistance is obtained when at least 17% of the antimony oxide com¬ 
ponent is deposited on camouflage shrimp netting, burlap and Osnaburg. 

Color Pigments. The choice of coloring pigments brings up another 
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matter of considerable importance. Pigments that will produce the re¬ 
quired amount of infrared reflectance are not necessarily the best as far as 
flame and glow resistance are concerned. Coloring pigments used in these 
compositions may contribute to the flameproofing mechanisms or they 
may be more or less passive in nature. Pigments such as chromium oxide 
and lead chromate must be used in camouflage colors because of the high 
degree of infrared reflectance and color durability which they possess. In 
some instances, however, the pigments exert an undesirable influence by 
means of appreciably increasing the glowing tendency of the fabric. This 
effect may be overcome to a great extent if the balance of the pigment 
content, both coloring pigments and the inert pigments, are selected with 
this in mind. The use of antimony sulphide as a tinting pigment will per¬ 
mit the use of less chromium oxide and lead chromate needed to obtain 
the correct degree of infrared reflectance thereby reducing those constit¬ 
uents which tend to promote undesirable afterglow. 

Fungicide. The choice of the best material for obtaining mildew re¬ 
sistance is also very important for several reasons. The fungicide used 
must protect the cotton or jute from attack by fungi that dcc()ini)()se cel¬ 
lulose. The fungicide must be water insoluble and stable. During the 
course of this study, it was noted that certain of the fungicides accelerated 
the decomposition of the chlorinated paraffin thereby releasing free hydro¬ 
gen chloride which in turn would attack the cellulose and reduce the 
original breaking strength. Laboratory data gathered during the course 
of this work clearly indicated that the chlorinated diphenyls used in com¬ 
bination with chlorinated paraffin, antimony oxide, zinc horale, etc., would 
cause decomposition during heat aging and accelerated weathering cxjjo- 
sure tests. 

Among the fungicides investigated were di-hydroxy-di|)h('nyl-mc(hanc, 
pyridyl mercuric stearate, salicylanilide, and pentaehlorophenol. Of the 
above fungicides tested, the pyridyl mercuric stearate gave the best re¬ 
sults with regards to preventing the growth of fungi on tlie treated fabric; 
it had no adverse effect on the balance of the formulation; in fact-, it ap¬ 
peared to increase the durability of the treated fabric, possibly he(‘ause it 
tends to shed water. Pyridyl mercuric stearate has some advantages over 
most of the other fungicides mentioned above. It can be milled into the 
composition without any difficulty whatsoever; it i.s not toxic, and can be 
handled without causing trouble. 

Add-On. Since the flame resistance, weathering qualities and other 
requisites of finished camouflage materials are largely inherent in the 
impregnant, it is obvious that the quantity of the impregnant applied to 
the fabric is of primary importance. The most effective formulation will 
be ineffective if applied in too low proportion to the weight of the un¬ 
finished fabric. Forty-five per cent of the dry weight of the unfinished 
fabric was established as the safe minimum to prevent flaming for com- 
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pounds containing 17% or more of antimony oxide. If the antimony 
oxide content of the compound is lower, then the add-on must be increased 
so that a 17% weight add-on is obtained. 

Formulations Developed. The following formulations and laboratory 
test data illustrate some of the advantages and disadvantages pointed out 
above: 

The first two formulations given are typical examples of finishes ap¬ 
plied to camouflage shrimp netting that failed to meet the specified re¬ 
quirements as set forth under general requirements. 


Formulation A 


Material 

% by Weight 

Chlorinated Paraffin 42% 

29.5 

Antimony Oxide 

12.0 

Zinc Borate 

18.0 

Alkyd Resin 

4.0 

Tricthanol amino 

0.3 

Calcium Carbonate 

2.7 

Chromium Oxide Green 

20.0 

Iron Oxide (Tjomon Yellow) 

4.0 

Red Iron Oxide 

1.0 

Red Iron Oxide — dark 

1.0 

Medium Chrome Yellow 

5.0 

Monastral Blue 10% 

2.0 

Pontachlorophenol 

0.5 

Total 100.0 


Camouflage shrimp netting impregnated with the above composition 
did not produce satisfactory flame resistance. The imiircguatcd netting 
was tacky; the infrared reflectance was low; the finish "crocked” exces¬ 
sively; and there was an excessive loss of tensile strength after heat aging 
and accelerated weathering. The color durability was not good; the net 
"yellowed” during accelerated weathering. 


Formulation B 


Material 

% by Weight 

Chlorinated Paraffin 42% 

27.2 

Alkyd Resin 

3.0 

Aluminum Stearate 

0.3 

Calcium Carbonate 

3.0 

Asbestine 

1.6 

Zinc Borate 

12.0 

Antimony Oxide 

9.8 . 

Chromium Oxide Green 

9.3 

Lead Chromate 

2.3 

Molybdate Orange 

1.0 

Thinner (mineral spirits) 

30.0 

Pen tachlorophenol 

0.5 

Total .100.0 
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Formulation B was better than Formulation A but still far below the 
standards required. The flame resistance was fair; this could have been 
improved by replacing the alkyd resin with either melamine-formaldehyde 
or urea-formaldehyde resin as a part of the binder or film-forming 
vehicle. The color durability was also better than that of Formulation A, 
but not good enough to meet the specified requirements. 

Samples of camouflage shrimpmetting impregnated with Formulation C, 
made using the 42% grade of chlorinated paraffin for the total amount of 
available chlorine, have satisfactory properties when the balance of the 
formulation is well stabilized. As may be noted, this formulation contains 
a well balanced ratio of antimony oxide, chlorinated paraffin, zinc borate, 
and calcium carbonate. 


Formulation C 


Material 

% by Weight 

Chlorinated Paraffin 42 % 

37.4 

Pigment D 

17.3 

Light Chrome Yellow 

1.5 

Antimony Oxide 

13.3 

Zinc Borate 

10.7 

Calcium Carbonate 

10.2 

Aluminum Stearate 

0.5 

Asbestine 

0.5 

XJrea-Pormaldchyde 

8.1 

Pyridyl Mercuric Stearate 

0.5 

Total 100.0 


The tensile strength of the fabric was not affected by exposure to 300 
hours of accelerated weathering or an accelerated heat test for 5 days at 
175° F. The flame resistance of the fabric was within the specified limits 
both before and after accelerated weathering. 

Samples of camouflage shrimp netting treated with a compound similar 
to Formulation C, with the exception that the zinc borate was omitted, 
failed to meet the flame resistance requirements. Formulalioiis used by 
commercial finishers that failed to meet the flame resistance reciuiremcnts 
for camouflage shrimp netting were made suitable in some eases by the 
addition of zinc borate. 

Samples of camouflage shrimp netting impregnated with Formulation D, 
made using the 60% grade of chlorinated paraffin for the total amount of 
available chlorine, had all of the properties of those treated with the 42% 
grade of chlorinated paraffin and in addition, more value of the coloring 
pigment was obtained because the 60% grade of chlorinated paraffin is 
a much better grinding medium for the pigments used than the 42% 
material 




C. LIFE JACKETS 


387 


Formulation D 


Material 

% by Weight 

Chlorinated Paraffin 60 % 

29.1 

Pigment D 

19.3 

Antimony Oxide 

14.3 

Zinc Borate 

14.8 

Calcium Carbonate 

11.9 

Aluminum Stearate 

0.6 

Asbestine 

0.6 

Urea-Formaldehyde 

8.9 

Pyridyl Mercuric Stearate 

0.5 


Total 100.0 

Samples of camouflage shrimp netting impregnated with Formulation E, 
made using the 70% grade of chlorinated paraffin for the total amount of 

available chlorine, had good flame resistance, but the coating was too stiff 
and could not be used for camouflage drapes, etc. The color durability of 

the impregnated net was very poor. 


Formulation E 


Material 

% by Weight 

Chlorinated Paraffin 70 % 

26.6 

Pigment D 

20.8 

Light Chromo Yellow 

1.5 

Antimony Oxide 

16.0 

Ziiu! Borate 

12.4 

Calcium Carbonate 

12.9 

Aluminum Stearate 

0.6 

A.sbestine 

0.6 

11 rea-F ormahhff lyde 

8.1 

Pyridyl Mercuric Stearate 

0.5 


Total lOO.O 


Fonmihiiions C and D above are examples of the most satisfactory 
impreynaiing compounds tested for use on cotton shrini]) netting” 


C. LIFE JACKETS 
Robert W. Webster 
1, Genehal Requirements 

During World War 11, the cotton drill cover for kapok life jackets was 
required to be flameproofed. In addition to imparting fire resistance to 

“Pigment D used in the preceding formulations is as follows: 


Pts. 

Light Chrome Yellow 12.6 

Dark Chrome Orange 1.12 

Chromium Oxide Green < 9.26 

Antimony Sulfide 3.64 
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the drill, the specified treatment was resistant to weathering incident to 
shipboard use and appreciably retarded deterioration of the drill due to 
outdoor weathering. The detail requirements for the treated drill as cov¬ 
ered by Navy Department Specification 27D1C are briefly summarized: 

Fire resistance: No more than '3 seconds afterflame, 180 seconds after¬ 
glow and 4-inch char length using the Vertical-Bunsen burner flame test. 

Breaking strength: Retention of at least 80% of initial strength after 
subjection to accelerated weathering test (200 hours in National Car¬ 
bon Co. X-l-A unit). 

Flexibility: Approximately as flexible as untreated material after ac¬ 
celerated weathering test and after exposure to 158° F. for 72 hours. 

Cold crack: No crease or crack when folded after 2 hours at — 30° F. 

Crocking: No more than standard crock sample. 

Tackiness: No tackiness after subjection to 158° F. for 72 hours or to 
the accelerated weathering test. 

While research was in progress on the flameproofing of kai^ok, the water¬ 
proof kapok pad covers, comprised of a light-weight polyvinyl chloride 
resin-coated sheeting, were treated and specially compounded for fire 
resistance to afford some protection to the kapok. 

2. Relative Suitability of Treatments 

With the participation of this country in World War TT, it became im¬ 
perative that kapok life preservers be rendered fire resistant throughout. 
Most treatments available at that time utilized water-soluble compounds 
and were, therefore, unsuitable for life preservers which are worn under 
all weather conditions. As an expedient, the weather-resistant ti'catment 
commonly applied to canvas was accommodated to the lighter cotton 
drill life jacket cover. Although affording adequate fire and weather re¬ 
sistance this treatment, being of the chlorinated paraffin-antimony oxide 
type, has the distinct disadvantages of being slightly tacky, of crocking 
excessively (in spite of efforts to control these properties) and of lacking 
fastness to laundering. Consequently, research was initialed for the de¬ 
velopment of a more suitable fire-resistant treatment for the jacket cover. 
The unavailability of suitable treatments for kajiok also made it neces¬ 
sary to initiate laboratory investigation along these lines. 


a. Development of Cover Treatment 

An answer to the desire for a treatment eliminating the deficiencies 
mentioned above is a resin-coated, pretreated drill. Prior to coating on 
one side with a polyvinyl chloride compound, the drill is impregnated 
with the well-known chlorinated paraffin-antimony oxide formulation. In 
this manner a fire- and weather-resistant finish is obtained which is read- 
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ily cleaned, since the coated side becomes the outer surface, and elim¬ 
inates the tack and crocking of the former treatment. The results of exten¬ 
sive service tests on life jackets made of this fabric indicate that it has 
satisfactory serviceability except that the tear strength is apparently in¬ 
sufficient. Current laboratory work is proceeding with a view to improv¬ 
ing the tear strength of this coated fabric. In addition, investigations are 
in progress with the aim of developing a readily cleanable treated fabric 
utilizing finishes similar to the polyvinyl chloride-antimony oxide treat¬ 
ment. This is intended to eliminate the disadvantages of a coating, ie., 
impairment of ventilation which is particularly important when the kapok 
becomes soaked. 


b. Development of Kapok Treatment 

Considerable difficulty was experienced in developing a fire-retardant 
treatment for kapok which did not deplete its buoyancy to an intolerable 
degree. Many formulations were submitted which appeared to impart 
satisfactory fire resistance but reduced the buoyancy to as much as 10% 
of that wliich might be expected of untreated Prime Java kapok. A syn¬ 
thetic resin formulation was found which ‘did not impair the buoyancy 
and which appeared to render the kai)ok satisfactorily fire resistant. How¬ 
ever, full-scale fire tests on life jackets utilizing this treatment proved it 
to be inadecpiate as a fire retardant, particularly when the kaimk was in a 
dispersed state. Recently, applications of a powdered inorganic compound 
have resulted in a treatment quite superior to those previously inves¬ 
tigated. AVith the depletion of stocks of buoyant vegetable fibers and in 
view of the recent dcvelo])ment of an inherently fire-resistant, synthetic, 
buoyant filx'r, such a treatment is not a pressing need at this time. 




Chapter VIE 

Applications to Civilian Fabrics 

J. Labarthe, Jr. 

The writer will never forget a dramatic clothing ignition accident he 
witnessed in a theater lobby about twenty years ago. A young woman 
wearing a filmy net evening gown accidentally backed into a lighted 
cigarette. The dress instantly burst into a flame that billowed high above 
the victim's head. Several men in the party pulled off their coats and in 
a matter of seconds smothered the flames and saved her life. Neverthe¬ 
less, she was terribly burned about the back and head and spent many 
agonized weeks in a hospital. 

Flameproofing of textiles for civilian use received great impel us in 
1945 as a result of several fatalities from fires occurring with rayon pile 
fabrics used in children's clothing. Three boys were fatally burned in 
Washington, D. C., when cowboy chaps made of long piled rayon became 
ignited. Several others were seriously injured from the buiming of the 
same type of play clothes. These accidents and others directly attributable 
to certain types of construction in cotton and rayon fabrics have kal to 
legislative action.^ It must be kept in mind that consumers’ goods imdude 
the fabrics and decorations used in places of public assembly as well as 
the household fabrics, work clothes and other wearing api)ar('l. Thus the 
terrible Boston Cocoanut Grove night club fire of November 28, 1942, is 
one more evidence of the tragic results from inadequate flameprooting of 
consumer goods. 

Statistics of Fire Losses. According to the Handbook of Fire Pro¬ 
jection,^ the annual direct fire loss in the United States amounted to 
$319,445,700 per year for the period 1930-1939, inclusive. Unfortunately, 
the extent to which the loss was due directly to textile flammability can¬ 
not be estimated but the effective and easily applied flame-deterrent 
finishes developed during the war may be expected to result in great 
savings in life and property. 

That Handbook ® lists the more common causes of loss of life resulting 

^H.R. 2496. Pending federal legislation, House of Representatives. 

^Crosby, E. U., Fiske, H. A., and Forster, H. W., “Handbook of Fire Protection,” 
National Fire Protection Association (1941), p. 1. 

^ Ibid., p. 9. 


390 


FIRE HAZARD OF FABRICS 


391 


from fires based on typical but not complete records received by the 
N.F.P.A. Department of Fire Record from June, 1930, to March, 1940. 
The original causes of fire are not identified, but the lives of 12,837 per¬ 
sons were lost in accidents indicated in the table. The following excei-pt 
lists those incidents which might be partially or wholly attributable to 
fabric flammability. 


Causes of Loss of Life by Fire 


Cause of Loss of Life 

Men 

Women 

Children 

Total 

Children Alone in House 

0 

0 

363 

363 

Children Playing with Matches 

Clothing Ignited 

0 

0 

233 

233 

1. Bonfires, Burning Rubbish, etc. 

51 

22 

98 

171 

2. Candles and Torc.hcs 

6 

8 

8 

21 

3. Electrical Appliances 

13 

16 

17 

46 

4. Fireplaces and Open Grates 

10 

37 

23 

70 

5. Furnaces, Stoves, and Heaters 

49 

239 

89 

377 

0. Smoking and Matches 

60 

42 

0 

102 

7. Smoking in Bed 

158 

53 

1 

212 

8. Miscellaneous 

49 

53 

29 

131 


Flammable Liquids and Vapors 


1. Alcohol 

40 

7 

5 

52 

2. Gasoline and Similar Li(iuids 

(a) Stoves, Ijam[)s, and Torches 

37 

43 

61 

141 

(b) Uscid for Chuiiiiug Purpose-s 

70 

125 

35 

230 

(c) U.s(!d to Kindle Fire 

44 

43 

02 

149 

(<l) Mis('(dlan<M)us 

185 

50 

86 

321 

3. Keroseme, Range Oil, and Fuel Oil 

(a) Stov('H, Lamps, and Torches 

78 

112 

90 

280 

(b) Uscid to Kindle Fire 

110 

191 

228 

629 

(c) Oil Furruu'.cw 

5 

4 

5 

14 

4. Paint, Varnisli, Bemovers, Thiimers, etc. 

0 

2 

2 

13 


Decorations in ])laccs of public assembly are other kinds of consumer 
goods that have played a prominent jjart in several spectacular and tragic 
conflagrations. Those theater, dance hall, night club, and circus fires re¬ 
sulting in many deaths generally owe such loss of life to a combination 
of factors including inadequate exits, overcrowded space, flammable deco¬ 
rations, and ])anic. Official records of four of these fires show that flam¬ 
mable decorations played a prominent part in the resultant loss of life, 
l^robably better selection and more adequate flameproofing of the decora¬ 
tions would have slowed downThe rapidity with which the fire spread 
and thus reduced the loss of life. 

The Study Club Fire. The Study Club fire * in Detroit early in the 
morning of September 20, 1929, which killed 22 persons and injured 45, 
was believed to have been caused by the careless dropping of a lighted 

^N.FJP.A. Quarterly, Vol. 23, No. 2, pp. 115-125. 
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match. Forced ventilation spread the flames with incredible speed through 
the highly flammable cloth draperies and wax- or lacquer-coated oak 
leaves hanging from the wooden latticed ceiling. 

A New York Restaurant Fire. On the evening of February 12, 1936, 
six men and three women were killed and 34 other persons injured at a 
church society banquet in Lum’s Chinese Restaurant,® New York, where 
fire broke out and panic ensued. The fire originated in the draperies of a 
men’s furnishings store located on the first floor. Attempts to quench the 
fire with a pail of water were unsuccessful and an open door rapidly 
spread the flames up the front of the building and, when the window of 
the second floor restaurant broke from the heat, the draperies and hang¬ 
ings were ignited and the interior was swept by flames. 

The Natchez Dance Hall Fire. Two hundred and seven negroes died 
in a Natchez, Mississippi, dance hall ® on April 23, 1939. The hazards con¬ 
tributing to the death toll of 207 of an estimated attendance of 746 in¬ 
cluded (1) highly combustible decorations, (2) inadequate exits, and (3) 
overcrowded conditions. The long, narrow building was of corrugated 
metal and had once been a garage. The decorations were tinder-dry Span¬ 
ish moss hanging to a thickness of 6 to 12 inches from wires strung in a 
criss-cross fashion so as to conceal the ceiling and to give a cavc-like 
appearance to the hall. The moss had hung there for 2 or 3 years and was 
not flameproofed in any way. The fire started from a cigarette or a ma(ch 
and spread with explosive violence. The flaming decorations fell on (he 
crowd and ignited the clothing of the victims. The building was a veritable 
cormgated-iron oven and the victims were suffocated and burned by the 
terrific heat. 

The Cocoanut Grove Night Club Fire. Boston was the scene of the 
terrible Cocoanut Grove Night Club fire ’’ on the the night of November 
28, 1942. The death toll of 489 persons and the heavy toll of injuries 
marked this fire as one of the worst in our history. The highly (lammahle 
cloth-covered ceilings, artificial cocoanut palms, and other dc'corations 
contributed greatly to the speed with which the fire spread in a flashing 
sheet just below the ceiling. Some of the decorations were said to have 
been flameproofed, but the treatment was apparently inadeciualc. Burns 
and lung injuries from the effects of heat and fumes caused some of the 
injured to die sometime after the fire. The prevalence of lung injuries 
leads to numerous theories as to the causes. The effect of intense heat on 
the lung tissue, carbon monoxide poisoning, and nitrous fumes produced 
by the combustion of pyroxylin-coated textiles are among the explana¬ 
tions advanced to account for the prevalence of lung injury. The actual 
origin and nature of the fumes have not been identified. 

^NF.PA. Quarterly, Vol. 29, No. 4, pp. 318-321. 

^N.FRA. Quarterly, Vol. 34, No. 1, pp. 70-75. 

'^N.FRA. Report (Jan. 11, 1943). 
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Furniture and Household Fabrics Damage. Superficial damage to 
household fabrics, such as upholstery for furniture, rugs, bedding and the 
like, is a significant expense to the home owner and to hotels, theaters, and 
other public and private institutions. Statistics are lacking but no doubt 
the loss could be greatly reduced if fiameproofing treatments were more 
generally used. 

The possible extent of damage that may result from this type of fire is 
demonstrated in a short news story about a narrow escape of members of 
the Covington, Kentucky, fire department.® A cigarette dropped in an 
overstuffed couch, smoldered unnoticed and finally resulted in a fire which 
spread throughout the theater with an estimated loss of $75,000. The 
collapse of the roof almost trapped nine of the firemen. There is no doubt 
that this accident is rather typical of those happening daily where a 
smoldering spark or cigarette encounters a flammable material. 

Flameproofing Treatments. The mechanism of flame propagation in 
cotton fabrics and the recent developments in the fiameproofing of textile 
materials have been discussed in the earlier chapters. 

From the consumers’ standpoint, the primary objective is to reduce or to 
prevent entirely the type of combustion characterized by flaming. Fatali¬ 
ties and serious personal injuries as well as most property damage result 
from this class of combustion. The textile product itself may be ruined by 
the flamclcss or glowing type of combustion, but fatal accidents and exten¬ 
sive property damage rarely result from this type unless some other, more 
highly flammable substance is ignited by the glow. Ccllulosic fibers flame 
readily. Some of the flamc-prcvcntivc treatments thus far available to the 
public have satisfactorily controlled flammability under certain circum¬ 
stances, but the so-called '‘afterglow” may continue after the source of 
flame has been removed. In clothing fabrics this afterglow may attain 
temjx'raturos higher than the flame and may ]irnducc serious burns before 
the garment can lie removed. Doubtless the terminology must be clarified 
to avoid misunderstanding among manufacturers, processors, retailers, and 
consumers. Textiles that arc readily flammable should positively not be 
used for wearing apiiarel nor for decorative piir]ioscs in any jilaco of public 
gathering. Non-flammable or flameproofed fabrics may char and, in fact, 
may be weakened and made useless by heat, but they should not readily 
sup]oort combustion when in contact with a lighted match or a glowing 
cigarette. These fabrics are not fireproof in the sense that asbestos fiber 
fabrics and fiber-glass fabrics will not burn. 

Recognizing that positive steps could be taken against accidental fires, 
the U. S. Department of Agriculture issued a pertinent booklet, “Fire¬ 
proofing Fabrics,” ® in 1937. The purpose was to disseminate information 

® Volunteer Firemen, 12, p. 23 (1945). 

° “Fireproofing Fabrics,” Farmers’ Bulletin No. 1786, U, S. Dept, of Agriculture; 
revised 1938. 
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on the fireproofing of children’s clothes, curtains, draperies, and other 
flammable household fabrics so as to reduce the incidence of farm fires 
that have been estimated to take more than 3500 human lives each year.“ 

The extent to which the suggested borax-boric acid treatment methods 
have been utilized is not known; it is reasonable to assume, however, that 
household textile products exposed to particularly serious fire hazards in 
farm and rural communities lacking mechanized fire-fighting equipment 
have been treated rather extensively. Teachers of home economics and 
county demonstration agents have stated that many farm families do 
flameproof kitchen curtains, aprons, ironing board covers, pot holders, and 
cotton rugs and fabrics placed near coal stoves or open fireplaces. 

Municipal fire departments should check on the use of flammable dec¬ 
orations and determine the degree of effectiveness of flameproofing treat¬ 
ments. In many cities ordinances require not only that theatrical scenery 
and dance hall decorations must be flameproof, but that restaurant, exhibi¬ 
tion hall, and even holiday decorations in stores should be protected. 

The National Board of Fire Underwriters has issued a booklet titled 
“An Ordinance Providing for Safety to Life in Places of Assembly.” 

So important does this organization believe decorative materials to be, 
that they are dealt with in section 2 , immediately following the section 
dealing with the application. 

“2. Decorative Materials. 

“(a) All combustible decorative material, including curtains, acoustical 
materials, streamers, cloth, cotton batting, straw, vines, leaves, trees and 
moss, but not including floor coverings, shall be rendered namei)roof; pro¬ 
vided this shall not be required of materials not exceeding one-sixteenth 
inch in thickness applied directly to and adhering to a noncoinbusti!)le 
base. Such flameproofing, unless certified by Underwriters’ Laboratories, 
Inc., or other laboratories of recognized standing, as being of a iKn-niancnt 
nature, shall be tested by the fire department each six months and the 
treatment renewed if necessary. 

“(b) The use of imitation leather (or other material) consisting of or 
coated with a pyroxylin base is prohibited.” 

It is significant that in this ordinance “place of assembly” is defined as 
a “room or space in which provision is made for the seating of 100 or more 
persons for religious, recreational, educational, political, social, or amuse¬ 
ment purposes or for the consumption of food or drink.” The permit shall 
be granted for one year from date of issue and shall be revokable for cause. 

Legislative Action. Legislative action about fabric flammability, es¬ 
pecially of wearing apparel, is not new. In England, sparks from open 
grates had long been a source of serious fires in homes and some children 

Ibid., p. 1. 

National Board of Fire Underwriters, Committee on Fire Prevention and 
Engineering Standards, Suggested Ordinance (Jan., 1943). 
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had been burned to death where cotton flannel sleeping garments became 
ignited. A symposium on the flammability and flameproofing of fabrics 
was sponsored by the British delegates to the Eighth International Con¬ 
gress of Applied Chemistry at its meeting in! New York in 1912. The 
Fabrics (Misdescription) Act was passed in England, August 15, 1913, 
making it “unlawful ... to sell or have in possession for sale any textile 
fabric either in the piece, or made into garments ... to which is at¬ 
tributed expressly or inferentially the quality of non-inflammability or 
safety from fire . . . unless such textile fabric conforms to such standard 
of non-inflammability as may be prescribed by regulations to be made by 
the Secretary of State. . . .” The method of test was specified in the 
Home Secretary’s regulation dated January 2, 1914. 

Obviously, the English Act places the responsibility in regard to flam¬ 
mability of a fabric on the first party selling it or having it in possession 
for sale, namely, the manufacturer of the cloth. 

In 1945, the California Legislature passed a bill governing the sale of 
flammable or explosive fabrics. This most recent legislative action in the 
United States originally pointed toward articles made of nitrocellulose and 
nitrocclhilose-treatcd fabrics and may be the pattern for other legislation 
on fabric flammability. 

The original bill passed by the California Legislature on January 27, 
1945, read as follows: “It is unlawful to manufacture, sell or offer’for sale 
any article of wearing apparel, cloth, drapery, or other fabric or material 
made from or containing any synthetic fiber which is wholly or in part 
made from or contains any hazardous explosive or other substance in 
sufficient quantity so as to make such fabric or material more highly 
flammable than cotton cloth in its natural state.” The law then went on 
to include miscellaneous items such as “any toy, tool, or other article 
designed for use or intended to be used in any household or place of abode, 
containing such hazardous or highly flammable substance.” Bonnet has 
pointed out that “making the flammability depend upon a comparison 
with cotton in its natural state left the interpretation as to what fabrics 
are to be considered flammable vague and uncertain, and the law unen¬ 
forceable.” 

Mr. J. T. Yockers, California State Fire Marshal, tentatively offered a 
more practical amendment on March 6, 1946, proposing that: 

“The sale in that state of a garment containing any cellulose nitrate 
product, of containing a fabric that will flash at 400° F, under specified 
test conditions, would be unlawful.” 

The amendment included wearing apparel composed of pile or brushed 
surface fabrics unless the textiles were effectively flameproofed; cellulose 
nitrate or celluloid buttons, ornaments, and toys; and stuffed toys. 

Bonnet, F., “Flammability of Consumer Textiles,” Papers of the American 
Ajssociation of Textile Technologists, 1, 50-i56 (1946). 
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This suggested revision obviously points to celluloid and cellulose ni¬ 
trate materials, articles, and finishes rather than to synthetic fibers. How¬ 
ever, some of the synthetic fabrics of hazardous nature were included and 
a method of test was suggested. Recognizing that numerous articles of 
regular commerce, such as combs, decorative buttons, celluloid toys for 
children and even infants’ rattles, and pyroxylin-covered- fabrics, were 
specifically referred to, the California Retailers Association sponsored 
further amendments designed to eliminate all reference to celluloid and 
cellulose nitrate and in this way placed the onus of fabric flammability 
on synthetic fibers. Unfortunately, to most persons, the inference is that 
rayon is by its very nature always a fire hazard, which is certainly not 
the case. 

The California Assembly Bill No. 726, passed April 18, 1945, refers to 
flammability of merchandise as follows: 

“(c) “Inflammable article” as used in this chapter is any article made 
from or containing natural or synthetic fiber and determined by the Fire 
Marshal to be so highly inflammable as to constitute a dangerous risk of 
fire and hazard of injury to persons and property, taking into considera¬ 
tion the use or uses for which the article is made and designed to serve. 

“(d) It has recently come to notice that of the various natural or syn¬ 
thetic fibers adapted and adaptable for use in the making of articles, as 
herein defined, some are so inflammable as to constitute a dangerous risk 
of fire and hazard of injury to persons and property. Provisions should be 
made for the avoidance of such risks and hazards by preventing the use of 
such highly inflammable fibers. It is not feasible by statute to prescribe 
more specific tests than those herein prescribed, for it would ap])ear that 
none such have yet been fully developed. It is necessary, therefore, to 
commit to the State Fire Marshal the conduct of research in these matters, 
the development of tests for these materials, and the administration of (lie 
provisions of this chapter for the prevention of the risks and the avoid¬ 
ance of the hazards described.” 

The law makes the following statement of the facts to emphasize the 
necessity for the safety measure: 

“It has been ascertained that a few types of articles are of a highly in¬ 
flammable nature. Most California manufacturers and sellers of articles 
have not the facilities to determine whether such articles arc highly in¬ 
flammable, and the result of such uncertainty is that in some instances 
highly inflammable articles will remain where they arc dangetous to life 
and property while in other instances manufacture or sale of useful and 
safe articles will be discontinued by California Arms and may even be 
destroyed. It is necessary that the State Fire Marshal immediately be 
given the regulatory powers granted by this act in order that he may 
prescribe general and uniform regulations which will reduce the risk of 
fire and hazard of injury to persons and property and at the same time 
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prevent serious and unnecessary economic injury to many California 
citizens.” 

A very similar bill (H.R. 2496) was introduced before the House of 
Representatives on March 6, 1945. The bill was referred to the Committee 
on Interstate and Foreign Commerce. It is intended to bar from interstate 
commerce any fabric "made from or containing any synthetic fiber which 
is either wholly or in part made from or contains any hazardous explosive 
or other substance in sufficient quantity so as to make such fabric or ma¬ 
terial more highly inflammable than cotton cloth in its natural state.” 

These legislative actions are designed to protect the public but it is im¬ 
mediately apparent that if the public is to be served to its best interests 
both as to safety and economy, the textile industry must present strong 
evidence of we^^knesses or errors in proposed bills and of its willingness 
and ability to produce "safe” fabrics in accordance with reasonable legis¬ 
lation. It is obvious that H.R. 2496 implies that the synthetics and par¬ 
ticularly rayon are especially dangerous. The fact that brushed rayons, 
extremely sheer rayons, rayon fabrics with a high pile and some coated 
fabrics are very flammable may support this implication. But these con¬ 
structions present a flammable substance, cellulose, in such a condition 
that there is the maximum of surface area exposed to the air and the least 
opimrtunity for free circulation of the air trapped in the depths of the 
maze of fine filaments and thus the conditions for almost instantaneous 
ignition are ideal. If any other cellulosic fibers were similarly constructed, 
the fire hazard would be equivalent to that of rayon. Just what is meant 
by the i)i’cscribcd gage of performance is not clear; the "natural state” of 
cotton cloUi is decidedly variable. 

The National Retail Dry Goods Association requested the American 
Association of Textile Chemists and Colorists to investigate test methods 
and to devise a i)ro(‘cdure for the evaluation of the flammability of various 
constructions of cotton cloths and those from other textile fibers. 

A.A.T.C.C. Test Method for Flammability of Textiles. Reference 
has been made to the need for a reproducible test method in order to 
arrive at a sepsible basis on which to rate textiles for flammability hazard 
and to classify them for conformance to or violation of legislative action. 
The special committee of the American Association of Textile Chemists 
and Colorists reported to the members of the organization on January 5, 
1946, the tentative test method described in Chapter IV, Section B-2. 

It must always be kept in mind that no method of appraisal is a satis¬ 
factory test unless it gives reproducible results with each of a wide range 
of test samples and, further, that statistically valid correlation is achieved 
by different persons using the method, appliance, or tool within one labora¬ 
tory and by laboratories in different localities. 

Tests with the completed apparatus by the proposed tentative test 
method led to the following conclusions: 
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1. Wool, silk, nylon, Vinyon, and Velon fabrics offer no flammability 
hazard. 

2. Cotton is just as flammable as regenerated-type rayon under identi¬ 
cal construction and testing conditions. 

3. With cotton having a normal moisture content of 6.5%, as compared 
to regenerated type rayon with 11%, it is reasonable to conclude that 
cotton will come to the critical point much more rapidly than rayon, 

4. If the samples of any one fabric are all in identical condition as to 
moisture content and physical condition of the face being tested, very 
close correlation of results within one laboratory and in any other labora¬ 
tory can be arrived at. 

5. Certain coated fabrics, although generally slow to ignite, burn with 
a violent flame which is difficult to extinguish and therefore offer a very 
definite hazard, 

A number of samples, none of which were flameproofed, were tested on 
this apparatus with the following results: 

1 . All rayon fluff knit—low brushed Bemberg face: burned only in a 
slight circle. 

2 . White cotton flannelette—low brushed face: burned only in a slight 
circle. 

3. Viscose rayon twill—medium low pile face: burned at times varying 
from 10 to 23 seconds. 

4. Viscose rayon medium pile fabric—dense face length of pile ajiproxi- 
mately 3/32-inch: burned in 9.5 seconds. 

5. Viscose rayon netting: burned rapidly with comi)lcte combustion in 
5 to 6 seconds. 

6 . Acetate rayon netting: burned in 5 seconds with a very slight volume 
of flame, but melted during combustion, and drops of burning mollcn ma¬ 
terial dropped through the grid. 

7. Cotton blanket fabric: burned in 10 seconds. 

8 . Cotton warp, 50% cotton, 25% wool and 25% rayon face blanket 
fabric: burned in 14.2 seconds, 

9. Long-pile viscose face rayon fabric: burned in 5 to 6 seconds. 

10. Pyroxylin-coated fabric: did not ignite on the first a])plication of 
the flame; did ignite on the second application to the same point and 
burned with a very intense large volume flame. 

Recommended Requirements. Recommended requirements for flame¬ 
proofing of textiles must necessarily be based upon a standard method of 
evaluation. In 1938, the National Fire Protection Association recom¬ 
mended a series of requirements for textiles intended for different uses. 
These suggestions were adopted by the N.F.P.A. Committee on Fireproof¬ 
ing and Preservative Treatments and adopted by the Association in 1940- 
1941.^® The committee recommended test methods by which interior dcco- 

“Recommended Requirements for Flameproofing of Textiles,” National Fire 
Protection Association, International 1941 (reprint 1945). 
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rative materials should be evaluated and also methods o^^^ated._ 

weathering and flameproofing testing for those fabrics 

with water from such causes as laundering, exposure to the weathCT^’*’®'^^ 
hose streams. 


The appendix lists a number of other standard test methods, details of 
which have been given in Chapter IV, Section B-2. 

The National Board of Fire Underwriters points out that in making 
flameproofing tests ‘‘it apparently makes little difference if the testing 
flame is % match, candle or blow torch since actual ignition is largely a 
matter of supplying a sufficient quantity of heat to raise a portion of the 
material to the ignition temperature.” This comment refers to field test 
appraisals of decorative materials and should be distinguished from the 
more precise laboratory test methods. The field test is simply intended to 
determine whether the textile product contributes to the spread of the 
flame after the source of ignition has been removed and is commonly used 
to measure the permanence of the finish during use. Laboratory appraisals 
are for research and control purposes, to serve as bases for purchase, and 
to measure conformance to legal requirements. 

Implied Warranty. On July 5, 1945, the U. S. Circuit Court of Ap¬ 
peals of the District of Columbia reversed the decision of the District 
Court in favor of a department store by ruling that it was the responsi¬ 
bility of the store to see that a chenille lounging robe was “reasonably fit 
for use as a robe.” The case involved a suit by a customer for $60,000 as 
alleged damages resulting from burns. The customer accidentally ignited 
the robe by waving a match after lighting a cigarette, and the flame spread 
over the robe will) great speed. 

Lawsuits totalling more than $800,000 were brought against another 
AVashington store by the i)arcnts of the three boys burned to death when 
their brushed rayon cowboy chaps were ignited. 

Thus, whenever it can be established that a fatal accident has been 
caused by the combustion of a flammable fabric, to the sorrow and eco¬ 
nomic. strains imposed on the family of the victim must be added the 
possible economic loss to the distributor, garment manufacturer, and 
textile j)roducer. It has been mentioned previously that a(;cording to the 
English Fabric Misrepresentation Act, the ultimate responsibility rests 
with the textile producer. If implied warranty of complete safety from 
fire is applied to all textile outerwear regardless of the fiber and the fabric 
construction, department stores should demand that flammable fabrics be 
given a flameproofing treatment. Garment manufacturers likewise may 
demand this flameproof protection of their fabrics, as the responsibility for 
fatal accidents may be passed on to them by the distributors. 

The opinions of department store buyers are sharply divided on the 
degree of the peril of fabric, flammability and many of them seem to have 


National Board of Fire Underwriters, Special Interest Bulletin, No. 213 (Apr. 
16, 1946). 
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overlooked this potential danger in numerous items of their stock. Un¬ 
doubtedly the threat of “implied warranty” is not generally recognized 
and considered. 

A brief' survey was made of the opinions of textile products buyers in a 
large department store. Three simple questions were asked: 

1 . What textile items in your stock would have additional protective 
value and sales appeal if they were flame resistant? 

2 . If they were flame resistant and there were no adverse qualities im¬ 
parted to the goods, such as skin irritation, poor hand, increased®stiffness, 
etc., would the treatment be worth a slight extra charge? If so, how much 
more do you think your customer would be willing to pay for this added 
safety? 

3. Do you think that a flame-resistant finish would give you a worth¬ 
while sales point that you could advertise to advantage? 

A few typical replies show that the problem of potential fire hazard in 
textile and plastic merchandise is not fully realized. 

A buyer in toys reported, . . the only item in the toy department 
that should and could be flameproof is playsiiits for children . . . would 
be an advertising feature and a slight additional cost for this treatment 
would be in line.” The flammability of untreated plush toys and of cellu¬ 
loid products was not considered to be important, to mention only a few 
other items that do not mix well with matches and open fires. 

A buyer of robes and lingerie recommended that “rayon suede robes 
and chenille robes should be flameproofed . . . probably 50 cents to a 
dollar might be a reasonable charge . . . would be a real sale's point 
and robes with long sleeves are very dangerous around the kitchen or in 
firing the furnace.” 

A buyer in home furnishings was of the opinion that “the process might 
be advantageous in curtains, draperies, blankets, and sli]-) covc'rs . . . not 
worth a premium . . . and very little advertising value.” 

A buyer of children’s clothing advised flameproofing for a wide variety 
of children’s and infants’ outerwear and coverings commonly made of 
brushed or napped rayon or cotton, and added, “I think a dollar should be 
the maximum extra charge; however we should know the |)ermancncc of 
the finish in use and cleaning and how costly a rc-finish would be ... a 
real advertising sales point.” Another buyer in a similar dei)artmcnt be¬ 
lieved no treatment was called for. 

A work clothing department head recommended, “coveralls or overalls 
should be flameproofed, especially those used by painters, bricklayers, 
carpenters, and other workmen engaged in outside jobs using torches. It 
would be a good selling point and possibly a dollar more for the garment.” 

A buyer of girls’ clothing urged that “flammable robes, sleeping gar¬ 
ments, snowsuits, skating costumes and Girl Scouts’ camp items should be 
treated ... the cost to be absorbed in the retail price- . . . such treat- 
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ment would be advantageous for use in advertising if children do not be¬ 
come experimental'’ Following this line of thought^ another buyer believed 
that the presence of flameproofing should not be advertised “because it 
might induce experimental curiosity.” 

The survey showed the opinion to be equally divided as to whether an 
extra charge would be warranted. It was interesting to note that for furni¬ 
ture and upholstery the buyers believed that a treatment would be of 
value only if it prevented charring and marking from cigarettes and 
matches. Reduced fire hazard was judged to be more important com¬ 
mercially than in the private home. 

The additional personal and property safety resulting from flameproof- 
ing many common textile products carried in their stock was overlooked 
by several buyers. For example; no mention was made of party costumes, 
play tents, camping tents, pot holders, ironing board covers, bathroom 
curtains, shower curtains, garment bags, bridge table covers, ski togs and 
winter sport clothes in general, table linens, aprons, coated fabrics and 
numerous other items. 

The flameproofing treatments of consumer goods fall into two cate¬ 
gories, namely, the permanent treatments that will not lose effectiveness 
during use, exposure, or cleaning, and those that must be renewed after 
each cleaning, washing, or exposure to rain. Labels must identify the type 
and durability of the finish on the goods so that the garment or textile 
product manufacturer, the retailer and the customer will utilize the flame- 
proofed fabric! to the best advantage and in the ]iroper end-use application. 
There is danger of a sense of false security if the very flammable fabric 
weaves arc not permanently protected upon reaching the ultimate 
consumer. 

Research Program Indicated. In spite of the greatly improved flame¬ 
proof finishes develo})cd for use in war, the suitability of these agents for 
civilian goods and the development of still better finishes and processes 
can only be established by intensive research. 

Technical investigation must determine 

1. the most effective permanent and easily renewable flameproof treat¬ 
ments for celhdosie fibers; 

2. the most effective permanent flameproof treatments for pyroxylin- 
coated fabrics; 

3. the production of finishes or the perfection of processing to provide 
finishes that will be harmless to infants who may chew the cloth, non¬ 
irritating to the skin, and non-harmful to the fabric strength, color, or 
texture; 

4. simple and effective methods for re-application of finishes in the 
home; 

5. the adequacy of the A.A.T.C.C. or an improved standard testing 
appliance lest the lack of a dependable method of fabric flammability 
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evaluation, result in discriminatory control legislation and local ordi¬ 
nances. 

In addition to the technical research program, a well-planned and well- 
conducted educational program must be carried out. No one will argue 
against the fact that some fabrics on the market arc dangerously flam¬ 
mable and must be flameproofed or removed from certain end-use appli¬ 
cations. Nevertheless, it must be recognized that rayon fibers arc no more 
flammable than cotton fibers in the same fabric construction and a poorly 
planned campaign conducted in the public safety might create false fears 
and prejudices. It is probable that many department store buyers are 
uninformed as to the advantages of flameproofing and as to their responsi¬ 
bility to the public safety and to the possible legal actions against the 
stores in the occurrence of fatal accidents or serious injuries resulting from 
fire. Garment manufacturers and other producers of consumer goods and 
the retail distributors of these products should be the first groups exposed 
to the educational program. 


8711 








Acceloratcd Weathering Unit, 124-126, 
MO-141 
Afterflame, 

catalytic dehydration mechanism, 79 
chemical theories, 76-80 
coating theories, 80-82 
degrading chemicals, function of, 77 
gas theories, 82-84 
hydrogen-bonding mechanism, 80 
prevention of, 76-87 
thermal theories, 84-87 
Afterglow, 

apparatus for study of, 65-66, 70-71 • 
chemical theories, 87-89 
in double-liath systems, 229-231 
in emulsion systems, 256-257 
in nu'lallic oxide-chlorinated body sys¬ 
tems, 244-248 

insoluble retardants, 223-224 
• in solvent-suspension systems, 264-266, 
383 

isolair’d reactions, 65-75 
I>hysical theori('s, 89-93 
I)revenli()n of, 87-93 
wai.er-soluble retardants, 173-174 
Aging tests, 

ace(-lerated, 139-MO, M3-M4 
effc'ct on jH'rinanenb treatments, 280- 
283, 318-319, 339 

eff('('t on watcu’-solublc retardants, 302- 
308, 339-340 
indoor storage, 142, 339 
outdoor exposure, 143 
Alkyd resins, in flame-retardant composi¬ 
tions, 382, 385 

Aluminates, as flame retardants, 219 
Aluminum hydroxide, as flame retardant, 
220-221 

Aluminum silicate, as flame retardant, 
220 

Aluminum stearate, 386-387 
Aluminum sulfate, as flame retardant, 82, 
83, 169, 170, 299-300 


A.A.T.C.C. Flammability test, 106-108, 
397-398 

Ammonia, as flame retardant, 82 

Ammonium halides, as flame retardants, 
77, 293, 298 

classification of, 172-173 
comparative performance of, 297 
in conjunction with metallic oxides, 
249-251 

proposed mechanism, function of, 82 

Ammonium molybdate, as flame re¬ 
tardant, 50, 170 

Ammonium phosphate (see "Phosphate- 
type retardants’') 

Ammonium sulfamate (see “Sulfamate- 
type retardants”) 

Ammonium sulfate, 77, 219 
classification of, 170, 172 
comparative performance of, 296, 298 
proposed mechanism, function of, 82 

Aniline hydrobromide, as flame retardant, 
249-2r^l 

Anilino^li drochloride, as flame retardant, 
241, 244-245, 247, 249-253 

Aniline sulfate, as flame relardant, 249- 
251 

Antimony oxide, as flame retardant., 240- 
241, 249-251 

Antimony oxide-chlorinated compound 
systems, 

advantages and disadvantages of, 319- 
320 

camouflage netting, use in, 379-387 
commercial formulations, 310 
comparative performance of, 311-320 
fabric hand, effect on, 314 
fabric strength, effect on, 315-316, 369- 
379 

heat load of garments, effect on, 344- 
357 

individual components, performance of, 
240-266 

ion-exchange, resistance to, 318, 336-339 


403 



404 INDEX 


Antimony oxide-chlorinated compound 
systems —C ontinued 
laundering, resistance to, 316-318, 322- 
331 

life jackets, use in, 387-389 
moisture vapor permeability, effect on, 
314-315 

oil-in-water emulsions, 253-256, 275-284 
perspiration, resistance to, 331-334 
solvent suspensions, 264-266, 266-274 
storage, effect of, 339-340 
tentage fabrics, use in, 360-379 
water-in-oil emulsions, 256-264,275-284, 
310 

wear, resistance to, 322-331, 340-344 
weathering, resistance to, 318-319, 334- 
336, 371-374 

Antimony oxychloride, as flame retardant, 
170, 220 

Antimony sulfide, as tinting pigment, 
383-384, 386-387 

Army clothing fabrics, flameproofing of, 
290-357 

general requirements, 290-292 
laboratory evaluations, 293-320 
performance evaluations, 320-344 
physiological evaluations, 344-357 
relative suitability of treatments, 292- 
357 

Aroclors, in flameproofing compositions, 
249-251 

Arsenic oxide, as flame retardant, 77, 79, 
219 » 

Asbestine, 385-387 

“Aspergillus niger” test, 165 

Barium carbonate, as flame retardant, 
219 

Barium sulfate, as flame retardant, 219 

Bismuth oxide, as flame retardant, 219 

Bismuth trioxide, hydrated, as flame re¬ 
tardant, 220 

Borate (Boric acid) type retardants, 169 
as insoluble glow retardants, 223, 227, 
244-247, 256-261, 383 
as water-soluble flame retardants, 296- 
300, 321 

as water-soluble glow retardants, 173- 
174 

comparative performance, 220, 296-307, 
321-354 

fabric hand, effect on, 300, 329 
fabric strength, effect on, 301, 304-305 


fundamental investigations, perform¬ 
ance of, 49-90 

heat load of garments, effect on, 345- 
357 

in metallic oxide-chlorinated compound 
formulations, use of, 244-247, 256- 
261, 310-314, 361, 383, 385-387 
in two-bath processes, 219, 224, 227, 
310-316 

mechanism of function, classification of, 
169 

moisture vapor permeability, effect on, 
301 

perspiration, resistance to, 331-334 
stability under accelerated conditions, 
302-306 

wear and storage, resistance to, 306-307, 
322-331, 339-340 

weathering, resistance to, 334-336 
Breaking strength tests, 121 
cut-strip method, 121 
grab method, 121 
raveled-strip method, 121 
British Standards Institution flume test, 
116 

Buffer solutions, 189-190 

Calcium carbonate, 
as acid acceptor, 361-365, 3S.3-3S7 
as flame retardant, 219 
Calcium chlorich', a.s flume n'tanlant, ,50, 
77, 82, 172 

Calcium sulfate, as flanu' retardant, 219 
Camouflage nc'tting, flnmepi'oofmg of, 
379-387 

color pigments for, ,383-384 
formulations, 38.5-387 
general requirements, 379-3.80 
relative suitability of treatimmts, ,3.80- 
387 

Camp Lee, Va., Combat C’ourse, 1,50-155 
Canadian Surface Burning l.('st, 110-117 
Carbon dioxide, for flanu'proofing, 8.3 
Catalytic dehydration theory of flame 
resistance, 79-80 

Catalytic theory of glow resistance, 87- 
89 

Cellulose, 

chemical nature and reactions of, 18-20 
combustion of, 46-54 
degradation reactions of, 20-75 
finishing of, 26-27 
hydrolysis of, 21-27 



INDEX 


405 


molecular weight, determination of, 16 
occurrence and structure of, 13-18 
oxidation of, 27-38 
pyrolysis of, 41-46 
solvents for, 20 

thermal decomposition of, 38-^0, 64-75, 
78 

x-ray diffraction pattern of, 75 
Celluloso complexes, 20 
Cellulose phosphate, utilization of, 18-19 
Cerium hydroxide, as flame retardant, 220 
Cerium oxide, as flame retardant, 219 
“Chactomium globosum” test, 165 
Char area, 105-119, 298 
Char length, 105-119, 298, 371-373 
Char resistance, 366 
Chlorides, as flame rctai'dants, 239-284 
Chlorinated paraffin, as flame retardant 
(.SY’C also “Antimony oxide-chlorin¬ 
ated compound systems”), 239-266 
Chlorinated rubber, in flamoproofing for- 
nudations, 361, 362 

Chromates, metallic, as flame retardants, 
77 

Chrome orange, dark, 386-387 
Chrome yellow, light, 386-387 
Chrome ycdlow, medium, 385 
Cdiromic oxide, as flame retardant, 77, 
219, 220-221, 223, 384, 385, 386-387 
Civilian fabrics, flameproofing of, 390- 
402 

A.A.T.CbC. Flammability test, 397-398 
flauK'proofing (nailments, 393-394 
implied wan-anty, 399 
h'gislativi' a(d.ion, 395-396 
recommf'uded riapiirements, 398-399 
ri'search program indicated, 401-402 
statistics of fire losses, 390-391 
Classificiation of flame n'tardanUs, 5-7 
(foating tlu’ory of glow resistance, 89-90 
{'obalt oxide, as flame retardant, 79 
Cocoanut drove Night Cluh fire, 392 
Color pigments for camouflage, 383-384 
Ctolumbia Flame Test Cabinet, 114, 117- 
118 

Combustion, of cellulose, 46-54 
equipment for investigating, 48 
reaction phenomena, 47 
retardants, effects of, 47 
Copper hydroxy naphthenate, as mildew 
inhibitor, 364 

Copper naphthenate, as mildew inhibitor, 
363-365, 377, 379 


Copper number, 25 

Copper oloate (basic), as mildew in¬ 
hibitor, 364 

Corps of Engineers “Flame-Resistance” 
test, 116 

Cumar resins, as binding agent, 362 
Curing, urea-phosphate treatment, 197- 
209, 214-216 

Definition of flameproofing, 4-6, 11 
Degradation of cellulose, 20-75 
Development of flameproofing, 3-4 
Diagnostic patch test, 158 
Dihydroxy diphenylmethane, as mildew 
inhibitor, 384 

Diphenyls, in flameproofing formulations, 
239, 241, 242, 243 

Double-Bath Precipitation type flame 
retardants, 217-239, 308, 309-310, 311- 
312, 315, 316, 318 
dry method of application, 237 
durability, 224-226, 229-233 
fundamentals of processes, 217-226 
general requirements, 224 
glow retardants, 223-224, 229-230 
impregnation reactions, 221-222 
industrial processing, 233-239 
laboratoiy impregnations, 226-233 
precipitation conditions, 222, 228-229 
semi-dry method of application, 237- 
238 

spray method of application, 238 
wet method of application, 234-236, 
238-239 

Drying, 213-214 

Dynamic Absorption test, 162 

Elongation tests, 121 
Enriched soil suspension test, 165 
Ethylccllulose, 19, 362 
Ethylenodiaminc dihydrochloride, as 
flame retardant, 249-250 
Evaluation, 

effect of flameproofing on fabric 
strength, 119-122 
leaching tests, 99, 101 
45°-Microburner flame test, 98, 100, 117 
of durable treatments, 99, 101 
of flameproofing agents, 97-166 
of flameproofing treatments for Army 
clothing fabrics, 293-357 
of flameproofing treatments for camou¬ 
flage netting, 380-387 
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Evaluation —C ontinued 
of flameproofing treatments for life 
jackets, 387-389 

of flameproofing treatments for tentage 
fabrics, 360-379 

of physiological heat load experiments, 
145-150, 344 

of resistance of flameproofed fabrics to 
laundering, 126-130 

of resistance of flameproofed fabrics to 
leaching, 123-126 

of resistance of flameproofed fabrics 
to moisture vapor, 101, 134-138 
of resistance of flameproofed fabrics to 
perspiration, 132-133 
of resistance of flameproofed 'fabrics to 
sea water, 130-132 

of surveillance and tendering tests, ISO¬ 
MS 

of temporary treatments, 98, 100 
of toxicity tests, 157-161 
of wear tests, 150-157 
requirements for, 95-102 
tendering tests, 99, 100 
test procedures, 102-166 
Vertical-Bunsen burner flame test, 98, 
100, 111 

Fabric, flameproofed, analysis of, 183 

Fabric, properties of, 
effect of storage, 339-340 
fire resistance of, 371-373, 378 
“hand,” 300, 314 

moisture vapor transfer resistance, 101, 
134-138, 301, 314-315 
resistance to accelerated wear, 340-344 
resistance to laundering, 311, 316-318, 
322-331 

resistance to leaching, 311, 318 
resistance to perspiration, 331-334 
resistance to rainfall, 334-336 
resistance to sea water, 336-339 
resistance to wear, 322-331 
stability under accelerated conditions, 
302-306, 318-319 

stability under normal conditions, 306- 
308, 318-319 

strength, 119-122, 192-193, 301, 315-316, 
367, 369-370, 378 

strength vs cuprammonium fluidity, 26, 
374-377, 377-379 

Ferric oxide, as flame retardant, 77, 79, 
219, 220-221, 223, 385 


Field leach test, 125-126 
Field toxicity test, 161 
Flame retardants, 3-12, 43-46, 49-54, 210- 
212 

application by brushing, 176 
application by immersion, 175 
application by spraying, 175 
commercial application, methods of, 
174-179 

commercial laundiy treatment, 176-179 
Double-Bath Precipitation typo, 217- 
239 

efficiency of, 7-9 
ideal characteristics of, 9-10 
metallic oxides as, 239-284 
permanent, 6, 179-286 
requirements for temporary, 170 
semi-durable, 6 
temporary, 6, 167-180 
toxicity of, 157-161 
urea-phosphat(! type (see also “J’hos- 
phate-type retardants”), 179-217 
Flame-Rate tost, 108-109 
Flame tests, 6-7, 105-119 
for ease of ignition, 106-108 
for flameproofness, 109-119 
for rate of burning, 108-109 
Flamoproofing, 
definition of, 4-5, 11 
development of, 3-4 
evaluation requinunents for, 98-102 
general pro(;ess('s for treating (!o(ton 
fabrics, 167-286 
mechanism of, 76-96 
methods of evaluating, 97-166 
of Army clothing fabrics, 290-357 
of civilian fabrics, 390-402 
of military equii)ag(', 358-389 
tost procedures for, 102-166 
Freeman Stove Pipt? t('st. 111 
Fungicides {see “Mildew resislance”) 

Glossary of flameproofmg definitions, 10- 
12 

Glow retardants, 
in double-bath systems, 229 
in emulsion systems, 256-257 
in metallic oxide-chlorinated body sys¬ 
tems, 244-247 
insoluble, 223-224 

in solvent-suspension systems, 264, 265, 
383 

water-soluble, 173-174 



INDEX 


Horizontal-Microburner test, 115-116 
Hydrogen-bonding theory of flame re¬ 
sistance, 79-80 

Hydrogen chloride, for flameproofing, 82- 
84, 89 

Hydrolysis of cellulose, 21-27 
liydroshitic pressure test, 163 

Insulating properties of flameproofed 
fabrics, 90-93 
lon-cxchunge, 193-195 

Jungle Chamber, 348 

Kapok life jackets, 387-389 

lyaboraioiy impregnation procedures, 
102-105 

Laundering tests (hop also “Fabrics, 
proi)orties of”), 120-130, 187-188 
Launderoiuf'ters, 

Atlas, 128-130 
lal)oratory, 127-128 

Lcuiching tests (see also “Faljrics, proper- 
tic's of”), 0, 99, 101, 123-126, 280-283, 
309, 311 
field, 125-126 
running watca-, 123-124 
.si)ray, 124-125 
sialic \val('r, 123 
Lead e.liroinali', 383-384, 385 
Lead oxide, as llaine retardant, 79, 219, 
220 

Legislative' action on fal)ric flannnability, 
394-397 

Life jacla’ts, flanu'[)r()ofing of, 387-389 
gt'iuu’al r('()uirem(!nts, 387-388 
Kapok, 389 

Navy D('pariment Specification 27D1C, 
388 

relative suitability of treatments, 388- 
.389 

Lum’s Chinese Restaurant fire, 392 


Magnesium chloride, as flame retardant, 
77, 82 

Magnesium silicate, as flame retardant, 
220 
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Magnesium stannate, as flame retardant, 
219 

Magnesium tungstate, as flame retardant, 
219 

Manganese dioxide, as flame retardant, 
79, 88 

Melamine-formaldehyde resin, in retard¬ 
ants, 382,386 

Mercerization, 19 

Metallic oxides, as flame retardants, 88, 
90, 92, 223-224 

Metallic oxide-chlorinated body type re¬ 
tardant {see also “Antimony oxide- 
chlorinated compound systems”) 
emidsions, 274-284 
fundamentals of processes, 239-248 
general requirements, 247 
industrial processing, 266-284 
laboratory impregnations, 248-266 
plasticizers, use of, 279 
practical formulations, 253-264, 266, 279 
safety precautions, 272-274 
solvent suspensions, 264, 266-274 

45°-Microburner flame test, 7, 98, 100, 
117-119 

Mildew resistance, 124, 371, 376-379, 384 
“Aspergillus niger” tost, 165 
“Chaclomium globosum” test, 165, 376 
copper hydroxy naphthonate, as in¬ 
hibitor, 364 

copper nuphtlienate, as inhibitor, 363- 
365, 377 

copper oleal.e (basic), as inhibitor, 364 
dihydroxy diphcnylmethano, as in- 
hibilor, 384 

enriched soil suspension test, 165 
pentachlorphenol, as inhil)itor, 363, 377, 
384 

pure culture tests, 165 
pyridyl mercuric stearate, as inhibit or, 
384, 386-387 

salicylanilido, as inhibitor, 384 
soil burial lest, 165 
tests for, 164-166 

Military equipage, flaraoproofing of, 358- 
389 

camouflage netting, 379-387 
life jackets, 387-389 
tentage fabrics, 368-379 

Moisture vapor permeability (see 
“Fabrics, properties of”) 

Molybdate orange, 386 

Monastral Blue, 385 
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IT aphthalene, chlorinated, in flame¬ 
proofing formulations, 240 

Natchez Dance Hall fire, 392 

Navy Department Specification 27D1C, 
388 

Neoprene, in flameproofing formulations, 
240, 249, 250 

Oxidation of cellulose, 27-38 

Pentachlorphenol, as mildew inhibitor, 
363 

Percolation water-repellency test, 163 

“Perkins” flameproofing process, 236 

Perspiration, 

resistance of flameproofed fabrics to, 
132-133, 331-334 
synthetic, 133 

Phosphate-type flame retardants (see also 
“Urea phosphate”) 

as insoluble glow retardants, 247-248, 
256-259 

as water-soluble flame retardants, 293- 
299, 321 

comparative performance, 293-307, 321- 
354 

fabric hand, effect on, 300, 329 
fabric strength, effect on, 301, 304-305 
fundamental investigations, perform¬ 
ance of, 49-90 

heat load of garments, effect on, 345- 
357 

in metallic oxide-chlorinated compound 
formulations, use of, 247-248, 256- 
259 

in two-bath processes, 217-226, 226-233 
mechanism of function, classification 
of, 169-174 

moisture vapor permeability, effect on, 
301 

perspiration, resistance to, 331-334 
stability under accelerated conditions, 
302-306 

wear and storage, resistance to, 306-307, 
322-331, 339-340 

weathering, resistance to, 334-336 

Physiological Heat Load, 145-150, 344 

Plasticizers, 279 

Polyvinyl chloride, as flame retardant, 
240, 388 

Potassium chloride, as flame retardant, 
49-50 

Potassium nitrate, as flame retardant, 77 


Potassium permanganate, as flame re¬ 
tardant, 77 

Prophetic patch test, 159-161 
Pure culture tests, 165 
Pyridyl mercuric stearate, as mildew 
inhibitor, 384, 386-387 
Pyrolysis of cellulose, 41-46 

Quality Control Chart Analysis, 365-369 

“Quality Index,” 39 

Q.M.C. Flammability tost, 109 

Resin overcoatings, 229, 232 
Eesistanee of flameproofed fabricis, 
to accelerated conditions, 302-306 
to laundering, 126-130 
to leaching, 123-126 
to moisture vapor, 101, 134-138 
to perspiration, 132-133 
to sea water, 130-132 
to wear and storage, 306-307, 322-331, 
339-340 

to weathering, 334-336 
Rosin-modified phenol formaldehyde 
resin, as binding agemt, 362 
Running water leach tesls, 123-124 

Salicylanilide, as mildew inhihilor, 384 
Sea water, 

resistance of flain('i)roofed fal)ri(;s to, 
130-132, 187-188, 197-198, 202, 204- 
205, 336-339 
synthetic, 131 

Silenium, as flame ndardant, 77 
Silica hydrated, as flame nd-anlani , 220 
Silicates, as flame n'tardants, 383 
Silicon oxide, as flaim' retardani, 219 
Simulated rainfall tc'sls, 164 
Soda cellulose, 19 

Sodium aluniinatc', as flame' relardant, 77 
Sodium arsenate, as flame n'lardant, 77 
Sodium bicarbonate, as flame retardant, 
77, 82 

Sodium carbonate, as flame rc'tardant, 77, 
82, 169, 172, 219 

Sodium chloride, ns flame retardant, 58, 
62, 68 

Sodium hydroxide, as flame retardant, 79 
Sodium molybdate, as flame rol,ardant, 77 
Sodium silicate, as flame retardant, 77, 
376 

Sodium stannate, as flame retardant, 77, 
222-223 
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Sodium tungstate, as flame retardant, 77, 
229-230, 296, 298, 299 
Soil burial test, 165 
Spray leaching test, 124-125, 161-162 
Stannates, as flame retardants, 219, 220 
Stannic chloride, as flame retardant, 169, 
229-230 

Stannic oxide, as flame retardant, 77, 79, 
87, 219, 220-221, 223, 228, 229, 229-232 
Static water leach test, 123 
Storage, 

accoloraled diy, 143 
acceh’raiod humid, 143 
indoor, 142, 339-340 
outdoor, 143 
Study Club fire, 391 
Sulfamat(!-lype flame riflardanis, 

as walcr-solubl(! flame retardants, 293- 
299 

fabric hand, effect on, 300 
fabric strength, effect on, 301, 304-305 
fundanu'ntal investigations, perform¬ 
ance of, 49-90 
in (,wo-batli proces.se,s, 227 
in urea-pho.spliat(' tyjie iirocesse.s, 195- 
199 

meclianism of function, cla.ssification of, 
170-174 

moi,stur{^ vaimr ])(’nn('ability, eff(!ct on, 
301 

stability under aeei'Ierated (conditions, 
302-306 

Sulfa,I,('s, as flauK' rel.ardants, SO, 222-223 
Sulfur dioxide, for flaineicroofmg, 82 
Sulfuri(! acid, as llaine rel-ardant, 79 
Surveillane(' t('sl,s, 139-145 

Tearing strength l,('sl.s, 122 
tongue method, 122 
tnijiezoid nu'l-hod, 122 
Tendc'ring tests. 99, 100, 139-145 
Tensile stnmgth ic'sl.s (.sec “Breaking 
Stnuigth” and “Tesl,.s”) 

Tentage fidiries, flaiiH'proofmg of, 358- 
379 

formulating, compounding, and finish¬ 
ing, 365-369 

general requirements, 358-360 
labora,toiy evaluations, 360-369 
performance evaluations, 369-379 
Quality Control Chart Analysis, 365- 
369 
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relative suitability of treatments, 360- 
379 

U.S. Army Specification 6 - 345 , 365 
U.S. Federal Specification CCC-D-746 
360-362 

U.S. Tentative Specification J.Q.D. 242 , 
363"“364 

Test procedures for flameproofing agents 
(see also “Tests"), 102-166 
Double-Bath applications, 104 
for specific test, see under “Tests” 
laboratory impregnations, 102-105 
Single-Bath applications, 103 
suspensions or emulsions, 104 
Tests, 

accelerated aging, 139-140 
accelerated weathering, 140-141 
A.A.T.C.C. Flammability, 106-108, 397- 
398 

breaking strength, 121 
British Standards Institution, 116 
Canadian surface burning, 116-117 
Corps of Engineers "Flame-Resistance,” 
115 

elongation, 121 
flame, 6-7, 105-119 
Flame-Rate, 108-109 
for evaluation, 97-166 
Freeman Stove Pipe, 111 
Horizontal .specimen, 115-116 
Horizontal-Microbumer, 115-116 
laundering, 126-130, 187-188 
leaching, 6, 99, 101, 123-126 
45°-Microburner, 7, 81, 98, 100, 117- 
119 

mildew resistance, 164-166 
moisture vapor permeability, 101, 134- 
138 

perspiration resistance, 132-133 
phy.siological heat load, 145-150 
Q.M.C. flammability, 109 
sea water resistance, 130-132 
45” specimen, 116-118 
surveillance, 139-145 
tearing strength, 122 
tendering, 99, 100, 139-145 
toxicity, 157-161 

Underwriters’ “Flammabihty,” 111 
vertical specimen, 111-115 
Vertical-Bunsen burner, 7, 98,100, 111- 
113 

water repellency, 161-164 
wear, 150-157 
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Thermal decomposition, 
in controlled atmosphere, 65 
of cellulose, 38-40 
schematic summary, 78 
Thermal decomposition products, charred 
residue, production of, 70 
determination of, 55, 59 
gas phase, 54-59 
liquid phase, 59-63 
solid phase, 63-75 

Thiocyanate, as flame retardant, 77 
Titanic hydroxide, as flame retardant, 221 
Titanic oxide, as flame retardant, 77, 219 
Toxicity, 157-161 
Diagnostic patch test, 158 
field test, 161 
of basic chemicals, 158 
of finished fabric, 159 
prophetic patch tests, 159-160 
Triphenyl phosphate, as plasticizer, 310 
Tungstates, as flame retardants, 223, 309, 
311 

Tungstic acid, as flame retardant, 219, 
221, 224, 228-229, 229-232 

Underwriters’ “Flammability” test. 111 
U.S. Army Specification 6-345, 142, 365 
U.S. Army Specification 100-48,139-141 
U.S. Federal Specification CCC-D-746, 
360-362 

U.S. Tentative Specification J.Q.D. 242, 
266, 363-364 

Urea-formaldehyde resin, in flame re¬ 
tardant, 382, 385-387 

Urea-Phosphate type flame retardants 
(see also “Phosphate-type retard¬ 
ants”) 

advantages and disadvantages of, 319- 
320 

commercial formulations, 308-310 

comparative performance of, 311-320 

curing, 214-216 

drying, 213-214 

fabric hand, effect on, 314 

fabric preparation, 209-210 

fabric strength, effect on, 315-316 


industrial processing, 209-217 
ion-exchange, resistance to, 318, 336- 
339 

laboratory impregnations, 190-209 
laundering, resistance to, 316-318, 322- 
331 

moisture vapor permeability, effect on, 
314-315 

perspiration, resistance to, 331-334 
reaction mechanisms, 179-184 
reaction variables, 184-190 
storage, effect of, 339-340 
treating process, 212-213 
washing and drying, 216-217 
wear, resistance l,o, 322-331, 340-344 
weathering, resistance to, 318-319, 334- 
336 

Vertical-Bunsen flame tost, 7, 98, 100, 
111-113 

Vinylites, as flame rel.ardanis (see also 
“Antimony oxide-chlorinated com¬ 
pound systems”), 240, 240-241, 242, 
244, 249, 250, 259, 204-206 
Vinyls, as binding ag('nt, 302 
Viscose rayon, 19 

Washing and drying, 210-217 
Water (vapor), for llnnK'proofing, 82 
Waterproofing, 277 
Water repollency (ests, 101-104 
dynamic absoiption h'st, 102 
hydrostalic pre,ssur(' (,(\st, 103 
percolation t('st, 103 
simulated rainfall tests, l()3-lfi4. 
spray test, 102 

Wear teshs {sea also “Fidirics, i)i'0])(>rti('s 
of”), 150-157 

Weathering tests, acceleraU'd, 140-141 
X-ray diffraction pattern, 75 

Zinc chloride, as flame retardant, 77, 79, 
82 






